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HARRISON, N.Y. (UPI) 
- 
An Air Force captain who felt 
"reborn" only four months ago 
when he was released after 
more than seven years as a 
prisoner 
of 
war 
in 
North 
Vietnam, apparently committed 
suicide because he came to feel 
"life is not worth living," police 
said Sunday. 


The body of Capt. Edward 
Allen Brudno, who would have 
been 33 years old today was 
found in his in - laws home 


CAPT. BRUDNO 
'Despondent' 


Woman 
Will Pilot 
Jetliners 


FORT WORTH, Tex. (UPI) 
— The first woman to pilot 
a passenger jet-liner for a major 
U.S. 
airline, 
Bonnie 
Tiburzi, 
will receive her wings today 
as "one of the boys." 


"It's 
like 
a 
dream 
come 
true," said Miss Tiburzi, a beau- 
tiful brunette of ,24, when she was 
accepted 
to 
American 
Air- 
lines Pilot Training School 10 
weeks ago. She had applied to 
the school for a year before she 
was accepted. 


Emily Howell is already a 
member of an otherwise all- 
male 
crew 
on 
a 
short-haul 
feeder line for Frontier Air 
lines. And Eastern Airlines has 
hired a woman, 
Barbara J. 
Barrett, 
to become 
its first 
aviatrix. 


Miss Tiburzi first learned to 
fly at 12 under the tutelage of her 
father, Gus Tiburzi, a former 
TWA captain. 


"I grew up in a family with a 
strong father 
and 
two bro- 
thers," she said. "I did the 
things my brothers did. I guess 
I just considered myself one of 
the boys." 


Born in Danbury, Conn., Miss 
Tiburzi was reared in Florida. 
Before joining American, she 
was 
a flight instructor 
and 
charter 
pilot 
in 
Pompano 
Beach, Fla. 


She has a commercial pilot's 
license both in single engine, 
land and sea and multi-engine 
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here 
about 
midday 
with 
a 
plastic bag over his head tied 
on by a rope. 


Police said Brudno left nine 
sealed letters, 
a 
will 
dated 
March 22, and an open note, 
written in French, that said in 
part. "Life is not worth living." 
His mother-in-law, who found 
his body, told police he had 
been "despondent." 


The Westchester 
C o u n t y 
medical examiner's office said 
after examining the body that it 
would investigate further before 
assigning an official cause of 
death. The office said there 
were 
"no 
overt 
signs 
of 
asphyxiation," but it was not 
ruling that out as the cause. 


Brudno's wife, Deborah, was 
visiting his family in Quincy, 
Mass., during the weekend and 
returned here 
Sunday night, 


Brudno was born in Quincy, 
Mass. He attended Massachu- 
setts Institute of Technology in 
Cambridge, Mass., receiving a 
B. S. degree in 1963. He entered 
the Air Force in April 1963 and 
served 
in 
a 
number 
of 
assignments until his assign- 
ment 
to Southeast 
Asia on 
temporary duty status in 1965. 


He is survived by his wife, 
Deborah. 


A police spokesman said that 
Brudno left seven letters but 
declined to reveal their con- 
tents or to whom they were 
addressed. 


He said that Mrs. Brudno was 
enroute to the Gittenstein home 
from an undisclosed location. 


Several neighbors on Crawford 
Road 
in 
Harrison 
indicated 
Brudno had kept to himself 
since 
moving 
in 
with 
the 
Gittensteins. 


Mrs. 
Irving 
Rakoff 
said, 
"I've never even known him...I 
heard about the! name. I heard 
that he had been a prisoner." 


Another 
neighbor, 
George 
Pavarini said, "I'll tell you a 
funny thing: We didn't know 
until now that he was even 
living here..we never saw him 
or knew him." 


Dr. Richard S. Wilbur, the 
Pentagon's top medical officer, 
said 
F r i d a y 
that all the 
former POWs who were in cap- 
tivity for long periods displayed 
some mental stress reactions, 
manifested by such emotions as 
depression, flights of euphoria 
and unjustifiable fear. But he 
said only four of the total 566 
were diagnosed as having "the 
real psychiatric problem" of 
schizophrenic reactions. 


The symptoms of stress may 
intensify 
as 
the 
long-term 
prisoners begin readjusting to 
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Soviet Supersonic 


Jetliner Crashes 


FLAMING DEBRIS SHOWERS 
FRENCH VILLAGE; 14 DIE 


SHATTERED COCKPIT SECTION OF CRASHED JET ATTRACTS SIGHTSEERS 
Blazing Fragments Of Plane Smashed Buildings In Two Villages 


— According To Sources Quoting Dean 


WASHINGTON 
( U P I ) 
- 
Ousted White House 
Counsel 
John 
W. 
Dean 
has 
told 
investigators 
that 
President 
Nixon was involved in the first 
four months of this year in 
numerous discussions of cover- 
up aspects of the Watergate 
scandal, it was reported Sunday. 


The Washington Post cited "re- 
liable sources" in reporting that 
Dean informed Senate investiga- 
tors and federal prosecutors that 
he discussed aspects of a cover- 
up either directly with the Presi- 
dent or in Nixon's presence on 
at least 35 occasions between 
January and April. 


He was quoted by sources as 
relating that on one occasion, 
shortly before the seven con- 
victed defendants wer'e to face 
sentencing on March 23, Nixon 
asked how much more they 
would have to be paid to insure 
their silence. Dean was said to 
have told him $1 million and 
the President was alleged to 
have replied that there would 
be 
no problem 
paying 
that 
amount. 


Nixon 
personally 
told 
the 
nation April 30, and said again 
May 22, that he had no prior 
knowledge of the break-in and 
knew nothing of any efforts to 
cover 
up the case 
or buy 
silence from the seven men 


Nude Prowler Slain 
In Fight At G G Home 


convicted for the wiretapping 
activities earlier this year. 


The 
White 
House 
quickly 
issued a categorical denial of 
"the assertions and implica- 
tions" of thej published accounts 
of Dean's alleged statements to 
Senate investigators and feder- 
al prosecutors after the reports 
appeared in The Washington 
Post and The New York Times. 


In a parallel 
development, 
convicted Watergate conspira- 
tor James W. McCord Jr., said 
he was convinced four months 
before the bugging and break-in 
at 
Democratic 
headquarters 
last June 17 that Nixon set the 
operation in motion, approved 
it and followed through on it. 
McCord said he had no direct 
knowledge 
of that and 
was 
offering only a personal conclu- 
sion. 


Dean, fired by Nixon on April 
30, has been seeking immunity 
from prosecution in return for 
his cooperation in telling what 
he knows of the case and any 
White House involvement before 
and after the break-in. 


The special Senate Watergate 
investigating committee, which 
resumes its televised hearings 
Tuesday, has scheduled Dean 
as 
a 
witness 
later 
in 
the 
proceedings. 


McCord, 
who 
already 
has 
testified at length before the 
Senate committee, was inter- 
viewed on television. 


The 
White 
House 
denial, 
issued by Deputy Press Secre- 
tary Gerald Warren, said the 
newspaper stories "appear to 
be part of a careful coordinated 


strategy by an individual or 
i n d i v i d u a l s determined to 
prosecute a case against the 
President in the press using 
innuendo, distortion of fact and 
outright falsehood." 


Charging there was "manipu- 
lation of the press," Warren 
added: "Its objective, stated in 
the 
simplest 
terms, 
is 
to 
destroy 
the 
President. 
We 
categorically deny the asser 
tions and implications of this 
story." 


President Nixon's claim that 
"national 
security" 
prompted 
him 
to 
set 
up 
a 
special 
surveillance unit in the White 
House, that included McCord, 
has come under fresh attack in 
Congress. 


Rep. Paul N. McCloskey, R- 
Calif., who ran in opposition to 
Nixon's 
re - nomination 
last 
year, 
urged 
that 
a 
special 
debate be held on the House 
floor Wednesday on whether the 
President 
was guilty of ob- 
structing justice. 


He said in a letter to all 
House members that they have 
a constitutional duty to careful- 
ly examine presidential actions 
inasmuch as the House is the 
sole branch of Congress which 
can i n s t i t u t e impeachment 
proceedings, 


PARIS (UPI) - 
The first 
production model of the Soviet 
Tupolev 144 supersonic airliner 
exploded in a ball of flame over 
the 
Paris 
International 
Air 
Show Sunday, then crashed in 
blazing fragments that smashed 
more than 100 buildings in two 
villages 
near 
Le 
Bourget 
airport. 


The prefecture of the district 
said at least 14 persons were 
killed in the crash, the first of a 
supersonic civil airliner. 


The dead included six crew- 
men reported to have been 
aboard the plane, the prefec- 
ture 
said. 
The 
other 
eight 
victims were in Goussainville, a 
village of about 15,000 located 
one mile from the airport on 
the northern edge of Paris. At 
least 28 others on the ground 
were injured. 


Pieces of the plane, the pride 
of the Soviet Union's civil air 
fleet, rained down on Goussain- 
ville 
and 
the 
neighboring 
hamlet of Tilley, destroying or 
damaging 
more 
than 
100 
homes, shops and other buil- 
dings. 


Soviet officials at the 
air 
show declined to reveal the 
number of persons aboard the 
aircraft at the time of the 
crash. Air show officials said it 
carried a crew of six. 


Sources identified the pilot as 
Mikhail Kouslov, who recently 
flew with test pilots aboard the 
Western 
world's 
supersonic 
airliner, the Concorde, which is 
being 
produced 
jointly 
by 
Britain and France. 


Bus Crash Kills 17 
BANGKOK (UPI)- An excur- 
sion bus hit a truck Sunday, 
killing 17 persons and injuring 
48, police r e p o r t e d Sunday 
night. The accident occurred on 
a highway about 130 miles east 
of Bangkok. 


'I Saw Plane 
Shoot Toward 
Me...I Ran' 


GOUSSAINVILLE, 
France 
(UPI)— The people of this 
Parisian suburb were watch- 
ing the air show over nearby 
Le 
Bourget 
airport 
when 
death and destruction rained 
from the sky. 


Blazing pieces of the Soviet 
supersonic airliner smashed 
into 
Goussainville 
and 
its 
neighboring hamlet of Tilley. 


Debris littered a square- 
mile area encompassing the 
two 
villages. 
Houses 
and 
shops were smashed, trees 
knocked into narrow streets 
and 
buildings, 
automobiles 
c r u s h e d, 
large 
areas 
scorched. 


Rescue 
w o r k e r s 
dug 
through remains of buildings, 
(Please Turn To A2, Col. 7) 


The Tupolev 144, which has 
flown at speeds up to 1,526 
miles 
per 
hour, 
and 
the 
Concorde have 
similar body 
lines. But the engines on the 
Soviet 
plane 
are 
mounted 
beneath 
the 
fuselage 
rather 
than under the wings as on the 
Concorde. 


The Tupolev 144, which made 
its debut Dec. 31, 1968, one 
month before the Concorde, had 
just completed a series of three 
passes over Le Bourget airport 
arid was banking in preparation 
for landing when it suddenly 
appeared to fall. 


Its banking angle appeared to 
be too tight, and cries of "Its 
falling! It's falling!" erupted 
from among the 300,000 specta- 
tors watching the show from 
stands at the airport. 


The plane's needle-point nose 
dropped downward as if in a 
dive, 
but then 
the 
engines 
mounted beneath the fuselage 
began to scream and it rose 
slightly. 
As 
it 
did, 
flames 
spurted out of the body of the 
plane, then a wing flew off, and 
then the aircraft exploded in a 
ball of orange fire and black 
smoke. 


Among those who witnessed 
the explosion and crash of the 
huge 
plane 
was 
Alexei 
A. 
Tupolev, chief designer for the 
Soviet 
aircraft industry 
who 
had 
helped his late 
father, 
Andrei, design the supersonic 
craft that carried their family 
name. The father was for many 
v o t j 
the principal 
airplane 
designer for the Soviet Union. 


About 1,000 feet below the 
plane when it exploded, many 
residents of Goussainville and 
Tilley were standing 
outside 
their homes also watching the 
air show in the cloudy skies 
above. 


"I saw the plane shooting 
toward me. That image will 
remain in my mind all my 
life," 
said 
Mrs. 
Marcelle 
Coulange, 52, of Goussainville. 
"I just ran. The wreckage hit 
my house." 


Helicopters being used in the 
air show were commandeered 
immediately 
to 
fly 
rescue 
missions 
for 
the 
villages, 
carrying out the bodies of the 
dead and injured and bringing 
in doctors and medical supplies 
for 
use 
in 
an 
emergency 
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'WE AIM TO PLEASE* 


Skylab Spacewalk 
For Repairs Set 


GARDEN GROVE— A des- 
perate hand-to-hand fight be> 
tween a homeowner and a nude 
prowler ended here early Sun- 
day when the homeowner's wife 
handed him a .22 caliber revolv- 


55 MPH SPEED LIMIT 
PROPOSED BY ROCKY 


LAKE TAHOE, Nev. (UPI) 
— Gov. Nelson A. Rockefeller 
of New York proposed Sunday 
that 
all 
states 
reduce 
the 
summer speed limit for au- 
tomobiles to 55 miles an hour to 
conserve gasoline 
during the 
energy crisis. 


Rockefeller made the propos- 
al in a state where there is no 
speed limit and motorists are 
accustomed to driving 80 to 90 
m.p.h. across the desert. 


The Republican governor said 


reducing the maximum speed 
limit to 55 m.p.h. would save 
about 1.5 per cent in gasoline 
consumption 
or 
1.4 
billion 
gallons for the entire nation 
The limit would be in effect 
through Sept. 30. 


"High 
speeds 
hurt 
fuel 
efficiencies," Rockefeller said 
in a prepared statement issued 
on the eve of the 
National 
Governors Conference. 


Nevada Gov. Mike O'Callag- 
han says he would oppose such 
a move. 
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er and he shot the youthful 
intruder in the face. The prow- 
ler died about five hours later 
in Orange County Medical Cen- 
ter. 


The coroner identified the in- 
truder as Larry Baldwin, 17, of 
13802 Bowen St., Garden Grove, 
who died at 6:30 a.m. 


Police said Robert Charles 
Staring, 
30, of 9662 Ingram 
Ave., told him that he and his 
wife returned home to find a 
nude man in the living room. 


Staring said the prowler at- 
tacked him immediately 
and 
that during the ensuing struggle 
he told his wife to get the 
revolver. 


Staring told police his imme- 
diate concern was for the safety 
of his two youngster- and the 
babysitter, none of whom, it 
turned out, had been injured. 


Police said Staring telephoned 
them with the first report of the 
shooting at 1:14 a.m. 


Police said they had investi- 
gated a report at 1:07 a.m. of a 
nude man roving the 9600 block 
of Blake Street and that the 
investigating officers reported 
finding a man's clothing strewn 
in the area, but no sight of the 
nude man. 


The 
Blake Street 
area 
is 
about two blocks from the Star- 
ing residence. 


Police said the wounded youth 
was taken to Westminster Com- 
munity 
for emergency 
treat- 
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HOUSTON (UPI) — Mission 
control 
told 
the 
Skylab 
1 
astronauts Sunday plans were 
"looking pretty good" for a 
bold spacewalk within a few 
days to fix a broken solar cell 
electrical generator and—as a 
bonus—lock open 
the broken 
cover of a key sun-watching 
telescope. 


"Very good," replied Charles 
"Pete" Conrad, veteran com- 
mander 
of 
America's 
first 
space station crew. "We aim to 
please. We're more than happy 
to do anything we can." 


Success in the risky walk in 
space, which could take place 
as soon as Wednesday, could 
salvage virtually all of the $2.6 
billion Skylab's project's objec- 
tives. 


Conrad, Joseph P. 
Kerwin 
and Paul J. Weitz had just 
finished a busy 10th day in 
space 
during 
which 
they 
flashed home a color telecast 
panorama of North 
America 
from 
coast 
to 
coast 
and 


searched from orbit for undis- 
covered oil and coal fields in 
Mexico. 


In a news conference, mean- 
while, a top NASA official said 
a 
10-day 
extension 
in 
the 
planned 
four-week 
Skylab 
1 
flight would be "very .desira- 
ble" and looked probable if 
doctors agreed it would be safe 
for the astronauts. 


Skylab director William C. 
Schneider also said he would 
hold an all-day meeting with 
other 
top 
level 
managers 
today 
to 
m a k e 
a 
f i n a l 
determination whether Conrad's 
crew should venture outside the 
space station and try to cut or 
pry open the jammed solar cell 
power generating wing. 


He said if the bold repair 
work was not attempted—or if 
it failed — other emergency 
procedures would be required 
to let two other crews remain 
aboard Skylab a full 56 days 
each later this year. 


CONRAD GETS CALL 
FROM HIS FAMILY 


HOUSTON (UPI) 
It was 


(UPI Tchnbolo) 


TOWNSPEOPLE RETURN TO THEIR SHATTERED HOMES IN GOUSSAINVILLE, FRANCE 


The Crash Of A Soviet Jet Sunday In This Paris Suburb Took The Lives Of 14 


* 
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just like a long distance phone 
call to father when he's away 
on business. 


Charles "Pete" Conrad got 
happy birthday greetings Satur- 
day from his wife, Jane, and 
four sons—Peter, 18, Thomas, 
16, Andrew, 14, and Christo- 
pher, 
12—and young 
Peter's 
girl friend, Beth Casal, 17, of 
Uvalde, Tex. 


In a 
sense, 
Conrad, com- 
mander of the Skylab space 
station, 
was only 
272 miles 
away. But he was orbiting the 
earth at 17,114 miles per hour 
during 
the radio 
call 
from 
mission control in Houston. 


"Hi, deary. You know who 
this is?" Conrad's wife asked to 
open the eight-minute birthday 
call. 


The talk was over normal 
communications lines and not 
over a special private radio 
circuit set up for conversations 
between 
the 
astronauts 
and 
their families during the long- 
duration flights. 


"The boys ought to be up 
here," 
Conrad 
said. 
"They 
would 
really 
enjoy 
this 
big 
tank." 


"I know it," Mrs. 
Conrad 
replied. 
"We 
watched 
the 
movie 
(live 
television 
from 
Skylab) yesterday and-we were 


just going crazy. That movie 
was so terrific. We don't wish 
you were here, we wish we 
were there." 


Generally fair today except 
for. some night and morning low 
clouds. 


Highs today from 68 along the 
coast to 80 inland. Lows tonight 
54-58. 


For late news on area weath- 
er and road conditions call 547- 
0501. 
(Additional Weather—Page A10) 


(The 
(ollowinq temperatures were 
recorded during the last 24 hours by 
The Register's recording thermometer 
on the roof of The Register building:) 
High: 71 
Low: 55 
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NEWS HIGHLIGHTS 


Egypt Will Seek U.N 


To Regain Lands 


CAIRO — Egypt is taking its case against Israel to the 
U.N. Security Council Wednesday, the sixth anniversary of 
the opening of full hostilities in the 1967 Middle East war. 
Egyptian officials said their basic goal is to get the council to 
order complete Israeli withdrawal from Egyptian territory 
seized in the 1967 war, either immediately or in stages under 
the aegis of the United Nations. 


VC Now Has Diplomats in 32 Countries 


SAIGON — The Viet Cong's Provisional Revolutionary Gov- 
ernment (PRG) has established diplomatic relations with 32 
nations, Hanoi's Vietnam News Agency (VNA) said Sunday. 
The countries recognizing the PRG were identified as the 
Soviet Union, China, Cuba, East Germany, North Korea, Hun- 
gary, Poland, Czechoslovakia, Albania, Bulgaria, Romania, 
Mongolia, Algeria, Egypt, Cambodia, Yugoslavia, Guinea, 
Syria, South Yemen, Mauritania, Sudan, Iraq, Mail, Congo, 
Tanzania, Sri Lanka, Ceylon, Somalia, Chile, Equatorial 
Guinea, Uganda, Dahomey and Burundi. 


Warning System On Smog Devices Ruled 


WASHINGTON — The Environmental Protection Agency 
set rules Sunday requiring 1975 and later model cars to have 
buzzers or dashboard lights to warn motorists if their air 
pollution controls get out of order. To meet standards of the 
Clean Air Act limiting the amount of pollutants in automobile 
exhaust emissions, the manufacturers are installing devices 
in the mufflers called catalytic converters and exhaust gas 
recirculation systems. Because these devices might stop 
functioning without the driver knowing it, the EPA said, it 
is requiring the manufacturer to install buzzers, lights or 
other means of warning when they malfunction. 


Missile Downs S. Viet Copter; 6 Killed 


SAIGON — A South Vietnamese air force helicopter was 
shot down by a Soviet-made missile 55 miles northwest of 
Saigon Sunday, military sources said. Six crewmen were 
reported killed. The CH47 Chinook was on a resupply mission 
•just north of the provincial capital of Tay Ninh City when it 
was brought down by a SA7 shoulder-fired heat seeking mis- 
sile at about noon, the sources said. The incident was one of 
88 truce violations the South Vietnamese command reported 
for the 24-hour period that ended at noon Sunday. 


Red Antiaircraft Fires At Yank Spotters 


PHNOM PENH — Cambodian rebels used antiaircraft fire 
Sunday against U.S. spotter planes directing American tacti- 
cal fighters flying southwest of Phnom Penh. There were no 
reports of any of the planes being hit. Field reports and pilots 
•speaking by radio from their OVIO Bronco planes said the 
rebels were firing at them with 12.7mm antiaircraft guns. 
The spotters were directing strikes by Thailand-based U.S. 
Pill fighter-bombers against rebels who surrounded and at- 
tacked two government positions about 24 miles southwest 
of the capital. 
. 
- 


South Viet Navy Seizes Ton Of Opium 


SAIGON — The South Vietnamese navy Sunday seized one 
ton of opium concealed in a load of fish on a Thai trawler, 
informed sources said. Sources said the cache was believed 
bound for Hong Kong, although some of the drugs may have 
been destined for the South Vietnamese domestic market. 
The shipment reportedly originated in Thailand. The opium, 
after being refined into heroin, would have been worth some 
.'$3 million in New York City, the sources estimated. It would 
have brought one-sixth that amount in Saigon. Thirteen per- 
sons were arrested in connection with the seizure, the sources 
said. 


Red China Slightly Revalues Currency 


HONG KONG — Red iChina has revalued its currency by 
1.5 per cent against the Hong Kong dollar in a reaction to 
world monetary instability. All Chinese State-owned banks 
. in Hong Kong, beginning last Friday, quoted the new rate 
of 38.41 yuan renminbi (RMB) against 100 Hong Kong dollars, 
compared with the old rate of 38.99 yuan RMB. Financial 
. officials in this British Crown Colony described the Chinese 
move as a "technical adjustment" that would cause little 
.•concern. 


3 Killed As Plane Plunges Into Atlantic 


. ATLANTIC CITY, N.J. — A Pennsylvania man, his daugh- 
ter and another teen-ager were killed Sunday when their 
single-engine plane crashed in thick fog and was submerged 
for 45 minutes near the Steel Pier amusement center, police 
said. The victims were identified as Robert L. Custer, 49, the 
pilot, of Willow Grove, Pa., his daughter, Nancy Lynne, 15, 
and her girl friend, Michelle O'Donnell, 15, of Upper Marlton, 
Pa. Police said there was no radio contact with Atlantic City 
Airport before the plane plunged into the ocean. They theor- 
ized the plane flew from a field in northeastern Pennsylvania 
and was attempting to land when it crashed. 


Syria To Close Air Space To Lebanon 


DAMASCUS — Syria, which closed its border with Lebanon 
May 8, will bar its air space to Lebanese flights soon, Damas- 
cus government sources said Sunday. The sources said the 
-border, which was closed at the height of clashes between the 
•Lebanese army and Palestinian guerrillas, will remain closed 
indefinitely. 


Russ Moon Robot Completes Research 


: MOSCOW — The Soviet Union's Lunokhod 2 moon robot 
has completed its research program after 4 
3A months on the 
Sea of Serenity, the Tass news agency said Sunday. Lunok- 
hod 2 was delivered to the moon's surface Jan. 16 by the 
Luna 21 mothership. It covered 23 miles during five lunar 
days of exploration, Tass said. The distance covered was 3.5 
times greater than that of the original Lunokhod, which roved 
the Sea of Rains for 10 months during 1970 and 1971. 


Mediterranean Pollution Talks On Today 


BEIRUT — Scientists and officials from 150 cities border- 
ing the Mediterranean will meet today to debate and draw 
up a charter protecting the sea from pollution. The aim of 
the three-day World Intercommunal Conference for protec- 
tion of the Mediterranean from pollution will be to halt and 
reverse a trend that is gradually turning it into another Dead 
Sea, according to the organizers. Cities in 15 countries bor- 
dering the Mediterranean will be represented. More than 
1,000 delegates have arrived in Beirut for the meeting, of- 


Gunmen Kill Pair Visiting N. Irish Home 


BELFAST — Gunmen burst into a home in Belfast's Old 
Park district Sunday, machine gunned a visiting Protestant 
man and woman to death and wounded their hostess in the 
arms and legs. Police said it was "another in the long line 
of motiveless murders." In Londonderry, hundreds of Pro- 
visional and Official Irish Republican Army (IRA) support- 
ers clashed with troops late Sunday, police said. One soldier 
was slightly injured and a bomb was hurled at the troops • 
who fired rubber bullets at the mob, police said. 


Watergate Panel 
To Hear 4 Testify 


WASHINGTON (UPI) - 
The Magrüder 
tentative 
list 
of 
witnesses 
expected 
to 
begin 
testifying 
Tuesday 
when 
the : Senate 
Watergate hearings resume: 


—Sally 
Jackson 
Harmony, 
former secretary to convicted 
Watergate conspirator G. Gor- 
don Liddy, has acknowledged 
typing memos about telephone 
conversations obtained from the 
wiretaps at Democratic nation- 
al 
headquarters 
and 
other 
intelligence 
sources 
which 
became part of the "Gemstone" 
file. 


-H. A. Post, a Washington 
printer 
who 
prepared 
the 
supersecret 
"Gemstone" 
sta- 
tionery ordered by Liddy. 


—Robert 
Reisner, 
29, 
a 
former 
assistant 
to 
deputy 
campaign director Jeb Stuart 


and currently 
em- 
vloyed 
by 
the 
Office 
of 
Management 
and Budget, re- 
portédly has . told Senate inves- 
tigators he saw the Gemstone 
file on Magruder's desk in a 
folder 
intended 
-or 
former 
Attorney 
General 
John 
N. 
Mitchell. 


•Liddy, 42, 
former 
White 
House consultant and counsel to 
the Finance Committee for the 
Re-Election of the President, 
was convicted at the Watergate 
trial last January and he has 
refused since then to cooperate 
with federal or Senate Water- 
gate investigators, even though 
he has been granted immunity. 


Clark Clifford 
Suggests Nixon, 
Agnew Resign 


NEW YORK (UPI) - 
For 
mer Secretary of Defense Clark 
Clifford suggested Sunday that 
President 
Nixon 
and 
Vice 
President Agnew resign, to be 
replaced by a man chosen by 
Nixon from candidates offeree 
by Congress. . 


Clifford, who was secretary 
of 
defense 
when 
President 
Lyndon B. Johnson decided not 
to run for re-electioii in 1968, 
said if Nixon resigned, "there 
would be no implied admission 
of personal guilt...but simply a 
recognition that misconduct by 
high 
officials 
of 
the 
Nixon 
administration has fatally com- 
promised its ability to function 
in the national interest." 


Clifford said as a result of the 
Watergate affair, "the execu- 
tive 
branch 
virtually 
has 
ceased to function and I cannot 
see it getting any better, only 
worse 
. . . " 


* 
* 
* 


Nixon Urged 
To Face Press 
And 'Teli All' 


STATELINE,. Nev. (UPI) 
The 
leader 
of 
the 
nation's 
Republican governors said Sun- 
day President Nixon can regain 
public confidence lost in the 
Watergate affair by submitting 
to regular "cross-examination 
by the press. 


Gov. 
Linwood 
Holton 
of 
Virginia, chairman of thè 19- 
member Republican Governors' 
Association, made the sugges- 
tion in a television interview 
(NBC's Meet the Press) on the 
eve of the National 'Governor's 
Conference at this Lake Tahoe 
resort. 


Holton 
was 
one 
of 
six 
governors interviewed, and all 
agreed that while Nixon suf- 
fered a loss of prestige as a 
result of Watergate, there could 
be a net gain for the' country in 
the form of a stronger Congress 
and judicial system. 


Holton said Nixon "has the 
opportunity 
to 
regain 
the 
complete 
confidence 
of 
the 
American people" if he will "go 
before the press, not just once 
but a number of times, in 
candid press conferences, and 
clarify the ambiguities as they 
come up." 


...AND CALL 
GIRLS, TOO 


United Press International 
Columnist 
Jack 
Anderson 
says former Attorney General 
John Mitchcll told Senate in- 
vestigators 
that 
call 
girls 
were hired by Watergate con- 
spirator G. Gordon Liddy to 
gather Information at the 1972 
Democratic National Conven- 
tion. 


"Topping all the other tac- 
tics used against the Demo- 
crats in the 1972 campaign, 
call girls were rccruited to 
romance Democratic leaders 
and, between k i s s e s , 
to 
wheedle political secrets from 
them at their Miami conven- 
tion," Anderson writes in his 
column for today. 


Anderson says the Senate 
investigators "confirmed that 
call girls were recruited, but 
have been unable to deter- 
mine whether they were ac- 
tually used." 


• 
* 
• 


Ervin Hopes 
Hearings End 
This Month 


WILKES-BARRE, Pa. (UPI) 
— Sen. Sam Ervin said Sunday 
Americans should not have to 
wait to find out the truth behind 
the Watergate scandal and said 
he "would hope" hearings coulc 
je completed this month with 
testimony by key White House 
aides. 


Ervin, 
chairman 
of 
the 
Senate 
Watergate 
Committee, 
told a college graduating class 
here that he had denied 
request 
by special Prosecutor 
Archibald 
Cox to 
delay 
the 
hearings "because the Ameri- 
can people are entitled to find 
out 
what 
actually 
happened 
without having to wait while 
justice travels on leaden feet. 


JAZXY m. AHCHZn 
\EW 
YORK 


SEN. SAM ERVIN JR. 


Israel Trades POWs 
With Syria, Lebanon 


TEL AVIV (UPI) 
-Israel 
Sunday returned 56 Syrian and 
Lebanese prisoners of war in 
exchange for three pilots held 
by Syria for more than three 
years in the biggest POW trade 
since 
immediately 
after 
the 
1967 Middle East war. 


The three pilots said later 
they were tortured and given 
substandard 
treatment 
during 
thir imprisonment in Syria. 


Israel also released a leader 
of Druze, a non-Moslem Arab 


Woman Pilot 


(Continued From Page Al) 
with an instrument rating. 


Miss Tiburzi will be assigned 
to 
American's 
727 
Astrojet 
Fleet at New York's LaGuardia 
Airport. 
She 
received 
her 
Federal 
Aviation 
Administra- 
tion rating on the 727 last week. 


Captain 
Ted 
Melden, 
vice 
president of Flight for Ameri- 
can, 
will pin the wings on 


Flieht Officer Tiburzi today. 
> 


sect, from the occupied Golan 
Heights 
of 
Syria 
who 
was 
convicted of spying a year ago. 


The exchange came just two 
days before the sixth anniver- 
sary of the war. 


The pilots, all captured after 
their planes were shot down in 
dogfights, were the only Israe- 
lis held by Syria, a command 
communique said. Three Israeli 
girl soldiers thrust flowers 
at 
them and kissed and hugged 
them as they crossed to Israeli 
territory. 


Five Syrian officers, includ- 
ing a brigadier general, and 
two 
Lebanese 
officers 
were 
part of the exchange. All 56 
Arabs were captured in Israeli 
raids into Lebanon and Syria in 
June and September, 1972, the 
command said. 


The International Red Cross 
(IRC) supervised the transfer, 
which 
a military 
spokesman 
said 
came 
after 
"a 
long 
process" of negotiations that 
started when Foreign Minister 
Abba 
Eban 
met 
with 
IRC 
officials in Geneva earlier this 
year. 


(UPI T«lepholo) 


FIREMEN FIGHT BLAZE O N CRIPPLED FREIGHTER 
Ship Rammed Oil Tanker In New York Harbor 


Eighth Victim Found 


In Crash Of 2 Ships 


MAGRUDER QUOTED 


Nixon Made Major 


Campaign Decisions 


NEW YORK (UPI) - Rescue 
workers searching the tanker 
Esso Brussels Sunday found an 
eighth victim of the fiery crash 
between the huge ship and 
cargo freighter in New York 
Harbor. 


Eight other crew members of 
both ships were missing and 
feared dead. 


The body, not immediately 
identified, was found in the 
aftersection 
of 
the 
tanker, 
which while riding at anchor, 
was rammed early Saturday by 
the containership Sea Witch. 


Among the dead was John L. 
Patterson, captain of the Sea 
Witch. A coroner said Sunday 
Patterson 
had 
a 
history of 
heart trouble and probably died 
as a result of shock. 


The other six identified dead 
were from the Esso Brussels, 
as were seven of the missing. 
Tugs 
and 
fireboats 
rescued 
63 crew members aboard the 
two vessels which had a total of 
79 
persons 
aboard 
them, 


120-Mile 
Stormfront 
Hits Texas 


By United Press International 
A band of thunderstorms 120 
miles wide pummelled North 
Texas with tornadoes, hail and 
heavy rain Sunday. Two sepa- 
rate 
weather 
fronts 
carried 
severe thunderstorms and tor- 
nado-like winds into Ohio. 


One 
twister 
caused 
heavy 
damage in Palestine, Tex., and 
hospitalized 
two 
persons. 
At 
least eight mobile homes and 
several houses were damaged 
and larger 
trees 
were 
torn 
down. 


The worst damage in Ohio 
came 
in 
the 
Kent-Ravenna 
area, where a concrete compa- 
ny building was damaged and a 
church annex flattened by high 
winds. 


The 
thunderstorms 
dumped 
more than five inches of rain in 
an hour on parts of Texas. The 
national weather bureau warn- 
ed that the heavy rains, com- 
ing the second day in a row, 
probably 
would 
cause, some 
flooding in the state's major 
rivers. 


Marlin, Tex., was hit by more 
than a half foot of rain, hail 
three-quarters of an inch in 
iameter and a tornado. The 
twister .destroyed seven barns 
two houses and power lines, 
police said, but no injuries were 
reported. 


More than a dozen funne 
clouds 
and 
tornadoes were 
reported 
in 
northern 
Texas 
during the evening and tornado 
warnings were placed over 40 
counties 
in 
the 
northeast 
section of the state 


including one woman—a stew- 
ardess—who was 
among 
the 
missing. 


The 
610-foot 
Sea 
Witch 
steaming to Aruba from Staten 
Island, one of New York City's 
five boroughs, a p p a r e n t l y 
veered off course and struck 
the 
700-foot 
Esso 
Brussels 
which 
was 
carrying 
313,000 
barrels of crude oil. 


Schooner, 12 
Aboard, Object 
Of Wide Search 


ASTORIA, Ore. (UPI) - 
The 
Coast 
Guard 
conducted 
border-to-border harbor check 
Sunday for a 60-foot schooner 
with a dozen people 
aboard 
reported missing by its shore 
contact in Sausalito, Calif.» 


The 
agency 
intensified 
its 
check of inlets and harbors on 
the 
Columbia River 
after 
retired Coast Guardsman re- 
ported he may have seen the 
boat heading up the river. 


The 
ferro 
cement 
boat, 
'Light on Water," which has a 
green hul' and tan decks and is 
junk-rigged as a three-masted 
schooner, sailed from Sausalito 
April 16 on a one-year cruise to 
Mexico and other Pacific Coast 
points. There were 12 or 13 
persons, including several chil- 
dren, aboard. 


It 
was 
reported 
missing 
Thursday by Isabel Grabham of 
Sausalito, who had not received 
the expected periodic reports 
on its progress. 


"There 
is 
no 
reason 
to 
believe the ship is in distress," 
said a Coast Guard spokesman, 
"We're c o n d u c t i n g harbor 
checks up and down the coast. 
There is no radio aboard." 


"Light on Water" was owned 
and 
operated 
by 
a 
man 
identified only as "Seagull." 


Robert 
Lawlis, 
a 
retired 
Coast Guardsman who operates 
a marina in Astoria, reported 
seeing a 50 to 60 foot sailboat 
matching the general descrip- 
tion 
of 
the 
missing 
craft 
heading up the Columbia on 
May 26. But he was too busy to 
put the binoculars on the boat 
and didn't get its name. 


Prowler 


(Continued From Page Al) 
ment and transferred to the 
intensive care unit of the medi- 
cal center. 


The incident was classified by 
police as a residential burglary 
which resulted in a shooting. 
Officers did not reveal how the 
youth gained entrance to the 
Staring home. 


Placentia OKs 
Computer Bid 


PLACENTIA—Trustees 
of 
the Placentia Unified School 
District this week unanimous- 
ly voted to accept the low bid 
of $68,250 for the purchase of 
an electronic computer sys- 
tem from Data Automation 
Services, Inc., a Texas-based 
firm. 


Dr. John Mullender, direc- 
tor of business services, said 
the district received only one 
valid bid on the system be- 
cause the 1401 computer sys- 
tem was not in large supply 
when the bid was advertised. 


However, he told trustees 
he thought the $68,000 price 
was a good one because the 
system sells new for almost 
$400,000. The computer, to be 
used for data processing, will 
be installed in a vacant class- 
room in June and moved to a 
permanent site later. 


WASHINGTON (UPI) - For- 
mer 
White House 
aide 
Jeb 
Stuart Magruder told a Har- 
vard University political forum 
in 
January 
that 
President 
Nixon took part in day-to-day 
decisions for his 1972 re-election 
campaign, it has been reported. 


Gary Hart, campaign manag- 
er for Democratic presidential 
candidate George S. McGovern, 
said 
he 
quoted 
Magruder's 
remark 
at the forum in a 
deposition Hart gave Friday in 
connection with a Nixon re- 
election 
campaign 
committee 
countersuit against the Demo 
crats. 


Magruder, who left the White 
House 
to 
become 
deputy 
manager of the Committee for 
the Re-election of the Presi- 
dent, was quoted as saying the 
President 
was one 
of 
three 
persons who made the major 
campaign decisions. The others 
were 
identified 
as 
H. 
R. 
Haldeman, then White House 
chief 
of 
staff, 
and 
Nixon's 
campaign 
managers 
—first 
John 
N. 
Mitchell 
and 
then 
Clark MacGregor, who succeed- 
ed Mitchell in July, 1972. 


"Magruder said Mr. Nixon 


was personally involved in the 
day-to-day campaign decisions 
of the Republican campaign," 
Hart told reporters after he 
completed nearly four hours of 
testimony for the deposition. 


"He said Nixon, Haldeman 
and Mitchell, and later Mac- 
Gregor, were the three people 
who made the decisions," Hart 
said. "Magruder said the basic 
campaign policies and major 
decision were 
made by 
the 
P r e s i d e n t , 
Haldeman and 
M i t c h e l l , 
and later Mac- 
Gregor." 


Hart said he spoke for the 
Democratic campaign and Ma- 
gruder 
for 
the 
Republicans 
among 16 participants in the 
Jan. 
5-6 
forum, 
sponsored 
jointly by Harvard University 
and the Nieman Foundation. 


Hart said Magruder did not 
refer to any decisions involving 
the Watergate bugging or other 
political espionage activities. 


Asked 
whether 
Magruder 
seemed to realize in January 
that his remarks might have 
significance in the Watergate 
scandal, Hart said the question 
of involvement by "higher-ups" 
was not as sensitive an issue 
then as it is now. , 


M o r e A b a u t 
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hospital set up in the Goussain- 
ville school house. 


The 
nose 
of 
the 
plane 
smashed about a dozen houses 
in Goussainville, and an engine 
fell into thè courtyard of the 
town 
hall. 
Another 
engine 
smashed a nursery school that 
was 
closed 
for the 
Sunday 
holiday. Pieces of the fuselage, 
passenger 
seats 
and 
other 
pieces of the plane covered a 
mile-square area. 


Air show sources said there 
was no immediate indication of 
the cause of the crash, but 
Soviet aviation leaders started 
an immediate investigation. 


The 
official 
Soviet 
news 
agency, 
Tass, 
reported 
the 
crash in a five-line dispatch 
filed from Moscow six hours 
after it occurred. "The causes 
of 
the 
crash 
are 
being 
investigated," Tass said. 


Tupolev and Soviet Aviation 
Minister Pyotr V. Demehtev, 
who also was attending 
the 
show, flew by helicopter to the 
crash area. 


The crash of the Tupolev 144 
was a new setback in develop- 
ment of the plane and the sixth 
crash of a Soviet commercial 
airliner 
within 
the 
past 
10 
months. In the five previous 
crashes, involving Ilyushin and 
subsonic Tupolev aircraft, 513 
persons were killed. 


The 
plane 
that 
crashed 
Sunday was not the prototype 
of the TU144 t h a t 
in 1968 
became the first of such civil 


Airliner Crash 


aviation aircraft to break the 
sound barrier, but it was the 
first production model 
sche- 
duled to go into commercial 
service in the Aeroflot line late 
next year. 


The 
plane 
originally 
was 
announced feady to go into 
commercial service in 1972, but 
it was withheld for reasons 
never 
explained 
by 
Soviet 
officials. 
; 


Western aviation sources have 
long suspected that-design and 
mechanical flaws have blocked 
smooth progress of the TU144 
into passenger service. In 1971, 
Western mechanics in Warsaw 
reported 
hat the TU144 had 
structural 
cracks 
when 
it 
landed there en route home 
from the 1971 Paris air show. 
Aeroflot spokesmen denied at 
that time that anything was 
amiss. But last year there wa3 
a design alteration in which; 
small, retractable wings were 
added on the nose to improve 
takeoff and landing performan- 
ce. 


More About 


'I Saw Plane1 
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searching for dead and in- 
jured. 


"I saw the plane shooting 
towards me. That image will 
remain in my mind all my 
life," said Mrs. Marcelle Cou- 
lange, 52, one of those in 
Goussainville who was outside 
her home watching the air 
show. 


"I just ran,'" she 
said. 
"The wreckage hit my house. 
I ran inside and my daugh- 
ter-in-Iaw and her baby mi- 
raculously were all right. I 
was panicked completely. My 
son told me they were all 
right." 


The nursery school in Gous- 
sainville, which was closed 
for the Sunday holiday, was 
smashed like a matchbox by 
one of the Tupolv's giant en- 
gines. In a tragically ironic 
touch to the scene, publicity 
pamphlets praising the per- 
formance of the Tupolev 144 
were scattered over much of 
the devastation It caused. 


Car Hits Girl 
Playing In Yard 
SANTA 
ANA — Ernestina 
Medina, 11, of 1402 W. Cubbon 
St., suffered leg and hip injuries 
Sunday noon when a car struck 
her while she was playing alone 
in the front yard at home, po- 
lice reported. The driver fled on 
foot. Investigators said Ernes- 
tina was admitted to Riverview 
Community Hospital. 


The car went out of control, 
over the curb, struck the child, 
knocked down a. tree and hit 
the Medina 
residence, 
police 
said. Police impounded the car 
which, they said, had not been 
reported stolen. 


Soviet Superjet 
First Supersonic 
Plane To Fly 


MOSCOW (UPI) — The crash 
of 
the 
Soviet 
Tupolev 
144 
supersonic airliner Sunday at 
the Paris air show was the first 
tragedy on the path toward 
development of a commercial 
plane 
to 
carry 
passengers 
faster than the speed of sound. 


The prototype of the • Soviet 
TU144 was the first of such 
planes to fly. It made its debut 
Dec. 31, 1968, one month before 
the Anglo - French Concorde 
first soared into the air. The 
crash Sunday also was a first 
for the supersonic plane. 


The TU144 is due to begin 
commercial service late next 
year and is Already in serial 
production, according to Soviet 
aviation officials. 


On June 5, 1969, six months 
after 
its 
maiden' flight, 
it 
became 
the 
first 
aircraft 
designed for commercial pass- 
engers 
to 
break 
the 
sound 
barrier. Since then, it has flown 
at twice the speed of sound. 


The TU144 was the crowning 
achievement of the late Andrei 
Tupolev, founder of the Soviet 
Union's domestic aricraft indus- 
try, and his son, Alexei, who 
now heads the Tupolev design 
bureau. 


Alexei Tupolev said at the 
1971 Paris air show that the 
TU144 had reached a speed of 
1,526 miles per hour and would 
eventually carry 124 passengers 
a distance of 4,000 miles at a 
top speed of 1,862 miles per 
hour. 


Ex-POW 
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life with their families, he said, 
"but we expect a period at 
home to do away with these." 


Wilbur also said 
Pentagon 
counselors would try to remain 
in close contact with individual 
returnees and their families for 
at least five years to reduce the 
incidence of accidents, suicides 
and homocides common among 
former 
POW's 
in 
previous 
wars. 


SACRAMENTO 
(UPI) 
- 
Assembly Speaker Bob Moretti 
Sunday unveiled sweeping legis- 
lation 
imposing 
"environmen- 
tally 
sensible, 
agriculturally 
sound" controls on the use of 
pesticides in California. 


"Our pesticide laws are filled 
with loopholes and deficiencies 
that endanger the health of the 
general population as well as 
the farmers and workers who 
harvest crops," the Van Nuys 
Democrat declared. 


"Not only are many private 
applicators 
unregulated," 
Moretti said, "but the current 
laws exempt 
applicators 
who 
work for public agencies from 
meeting 
any 
examination 
or 
competence requirements." 


Moretti's legislative package 
contains 
15 
different 
bills, 
authored by Republicans 
and 
Democrats, 
representing 
both 
rural and urban communities. 
The measures will be formally 
introduced today. 


One bill proposed by Assem- 


blywoman 
March 
Fong, 
D- 
Oakland, is designed to prevent 
future contamination of produce 
on grocery shelves. She noted 
that 
8,000 
cases 
of 
lettuce 
contaminated 
with Monitor 
4 
reached 
markets 
earlier 
this 
year before they were quaran- 
tined and destroyed. 


Other measures affect pesti- 
cide reporting and monitoring, 
research 
into 
pesticides 
and 
farmworker 
safety, 
pesticide 
residue levels and the use of 
pesticides by public employes. 
One bill increases enforcement 
of pesticide laws and regula- 
tions. 


Moretti noted that the Fleming 
Memorial 
Poison 
Information 
Center in Los Angeles —one of 
eight such California centers 
reported 4,156 pesticide related 
injuries, all of which were in 
urban or suburban areas. 


Moretti said the bills 
"are 
environmentally 
s e n s i b l e , 
agriculturally sound, and in the 
interest of farmworkers, grow- 
ers and home gardeners." 


BIPARTISAN GROUP SAYS 
3 3 % Of Congressmen 


Have Outside Income 


WASHINGTON 
(U P I) 
More 
than 
a 
third 
of 
the 
members of the House —170 out 
of 433 —have outside income- 
producing business or 
profes- 
sional 
ties, 
The 
National 
Committee 
for 
an 
Effecive 
Congress (NCEC) said 
Satur- 
day. 


The 
NCEC, 
a 
nonprofit 
bipartisan 
organization, 
based 
its 
information 
on 
reports 
submitted to the House, Ethics 
Committee 
by 
the 
legislators 
themselves. 
House 
members 
are 
required 
to 
file 
reports 
disclosing 
specific 
financial, 
business 
and 
professional 
in- 
comes by April 30 of each year. 


The NCEC said that it was 
Important 
to 
note 
that 
the 
overwhelming majority of non- 
freshmen congressmen have no 
professional 
or 
managerial 
business • affiliations 
beyond 
their 
$42,500-a-year 
legislative 
salary. 


"Undoubtedly, many of these 
men and women have conscien- 
tously' and deliberately avoided 
any outside relationship which 
gives rise to real or potential 
conflicts of interest, or even to 
the appearance of such possible 
conflict,' the committee said. 


"If this has meant financial 
hardship, it seems to have been 
more than offset by the desire 
to 
preserve 
the 
integrity 
of 
public office and to assure the 


Police Watch 
Heist, Nab 3 


ANAHEIM—Police 
watdied 
Saturday night as three men 
held up a motel manager in his 
office at 1735 S. Harbor Blvd. 
and arrested the trio outside the 
building. 


The 
three men, booked on 
suspicion 
of 
armed 
robbery, 
were 
identified 
by police 
as 
Forest 
Lee 
Gipson, 
20, 
and 
Henry Robert Ridge, 21, both of 
Inglewood, 
and 
Richard 
Earl 
Gipson, 28, Los Angeles. 


Officers said a pistol and a 
knife and money taken at the 
motel and at another motel rob- 
bery within the hour at 1126 W. 
Katella 
Ave., were 
recovered 
from the trio. 


freedom of independent judg- 
ment." 


In 
reviewing 
the 
House 
reports, which were described 
as 
"limited and 
incomplete," 
the NCEC said it 
discovered 
that 60 of the 433 congressmen 
reported associations with law 
practices 
and 
at 
least 
44 
r e p o r t e d 
associations with 
banks, 
savings 
and 
loan 
as- 
sociations 
or 
other, financial 
institutions. 


Another 
53 
reported 
direct 
links with other businesses, and 
some of them reported two or 
more kinds of affiliation. 


Other than to say that 19 had 
affiliations with law practices 
as of April 30, the report did 
not 
review 
affiliations 
of 
freshmen congressmen because 
the reports required listing of 
1972 income. AH freshmen of 
necessity 
had 
outside 
income 
before they 
were 
elected, 
it 
said. 


Twenty-one of 
the nonfresh- 
men were affiliated with banks, 
12 
with 
savings 
and 
loan 
associations, 6 with insurance 
companies, 
7 
with 
insurance 
and real estate agencies, 4 with 
other financial institutions such 
as 
title 
companies, 
mutual 
funds or finance corporations, 9 
with real estate development or 
management 
companies, 
14 
with farms and 35 with various 
other 
businesses, 
the 
NCEC 
said. 


The NCEC said Rep. James 
M. 
Collins, 
R-Tex., 
had 
the 
most 
connections, 
receiving 
income 
from 
six 
farms 
and 
affiliations from two real estate 
firms. 


Rep. James H. Quillen listed 
income 
from 
two 
businesses, 
two real estate and instance 
agencies and one bank, it said. 


Listing 
as 
many 
as 
four 
outside 
incomes 
were 
Reps. 
Robert 
B. 
Mathias, 
R-Calif.; 
Sam Hanna, D-Calif.; Peter H. 
B. Frelinghuysen, R-N.J.; and 
Peter A. Peyser, R-N.Y. 


Russell D. Hemenway, NCEC 
director, said in a 
statement 
accompanying the report that 
"if Watergate has taught us one 
thing, it is that secrecy has no 
place in public affairs." 


GALA SALUTE TO EX-POWS — A cheer- 
ing crowd in Dallas paid tribute to for- 
mer Vietnam War prisoners. They were 
guests of the city for weekend festivi- 
ties, which began with a ticker tape 
parade, and ended with a gala rally 
Saturday night at the Cotton Bowl, The 
affair was sponsored by 23 Dallas busi- 


(UPI Telenhoto) 
nessmen, led by computer magnate H. 
Ross Perot and soft drink millionaire W. 
W. 
Clements. Former 
Governor 
John 
Connolly, currently an advisor to Presi- 
dent 
Nixon, thanked 
the 
assembled 
POWs and all servicemen for their sac- 
rifices. Bob Hopo was master of cere- 
monies. 


$100 Bill Spree 


Publicity 
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Senate Quiz 


WASHINGTON 
(U P I) 
Cabinet 
members 
and 
the 
heads of other agencies would 
be asked to appear before the 
entire Senate to reply to written 
and oral 
questions 
during 
a 
two-hour 
period 
every 
week 
under a bill to be introduced 
today in the Senate. 


Sen. Walter F. Mondale, D- 
Minn., 
its 
sponsor, 
said 
his 
proposal was first offered by 
the late Sen. Estes Kefauver, 
D-Tenn. 
It 
appears 
to 
be 
modeled 
after 
the 
"question 
period" in the British and other 
parliaments during which gov- 
ernment 
ministers, 
who 
are 
also members 
of 
parliament, 
must submit to questions from 
the opposition party. 


Mondale said his plan would 
not 
alter 
the 
constitutional 
doctrine 
of 
separation 
of 


FORT 
LAUDERDALE, 
Fla. with 
(UPI) 
— 
Millionaire 
Stuart 
Holzman 
was 
back 
at 
the 
elegant Le Club Internationale 
Sunday, 
surprised 
at 
the 
publicity 
generated 
-when he 
sped off to the Bahamas from a 
Fort Lauderdale marina Friday 
tossing $100 bills into the water. 


Insisting that he was not a 
publicity seeker, Holzman, 45, 
declined to give any explana- 
tion for his whimsical behavior. 


He went to the marina Friday 


Here Rolls 


The Bride, 


On Skates 


VALDOSTA, Ga. 
(UPI)-The 
bride wore white satin, a broad 
smile, and roller skates. 


C a t h y 
Hayes 
and 
Harry 
Sewell were married Sunday at 
the Red Barn Roller 
Drome. 
The whole wedding party, in- 
cluding the Rev. John Hazelit, 
wore skates. 


Sewell, 20, works at the skat- 
ing rink and met his 17 year-old 
bride there. 


The bride was given away by 
Dick Davis, owner of the rink. 
He skated her down the 180 foot 
makeshift aisle. 


Honeymoon plans were kept 
secret, but the couple said it 
would include plenty of skating. 


three 
pretty 
-women in 
tow, paid $45,000 in cash for 
three 
sleek 
speedboats, 
then 
left for Bimini scattering the 
bills in the intracoastal water- 
way. Several startled fishermen 
leaped into the! water to recover 
the money. 


Holzman, who returned dur- 
ing 
the 
weekend, 
said 
he 
considered himself a rich man 
with pretty-level-headed 
goals 
for a man of his means. 


"I'm a staunch Republican," 
he added. 


At age 35 he inherited about 
$50 million from an uncle in 
New Brunswick, N.J., but the 
uncle said he must spend time 
as a common workingman. So 


Holzman drove a bus for 10 
years. 


Now at age 45, he says he 
owns 
a 
$1.7 
million 
jet, 
businesses 
in South 
America 
and Florida 
and enjoys hob- 
nobbing with the wealthy set. 


At 
Le 
Club 
Internationale 
Sunday, where Hlozman likes tf> 
spend his time, he arrived in a 
pickup truck wearing a work- 
shirt. 


The club is currently organiz- 
ing 
a 
Fort 
Lauderdale-to- 
Bahamas balloon race to raise 
money 
for 
a 
charity, 
and 
Holzman announced he would 
match the largest donation for 
the benefit. 


"Iwant to do more to help 
children," he said. 


CUMBERLAND, 
Md. 
(UPI) 
— 
State 
police 
announced 
Sunday they believe they have 
found the body of a young man 
believed 
to 
be 
the 
seventh 
victim of last month's killing 
spree that also took six lives in 
Donalsonville, 
Ga. 


The body, which was found in 
Allegany County about 10 miles 
from the town of 
Flintstone, 
near the Pennsylvania border, 
was 
tentatively 
identified 
as 
that 
of 
19-year-old 
Richard 
Miller. 


The youth, from McConnels- 


burg, Pa., was last seen alive 
May 10, when, he chased four 
men who stole a pickup truck 
near his home. 


Wayne Coleman, one of the 
accused 
killers 
of 
the 
rural 
Georgia 
farming family, 
was 
reported to have told author! 
ties after his capture that his 
cohorts 
had 
kidnaped 
Miller, 
shot him and dumped his body 
near a sign reading, "Welcome 
to Maryland." 


The 
body 
was taken 
to 
a 
Cumberland 
hospital 
for 
an 
autopsy. 


Police 'Rescue' 


Wedding, Host 


Happy 
Couple 


PASADENA, 
( U P I ) 
— 
The night shift at the police 
station toasted John and Ka- 
thy, a pair of newly weds mar- 
ried in the chief's office Sat- 
urday night following a fran- 
tic 
search 
for 
a 
missing 
preacher. 


When John Zaita, 26, and 
Kathy Wilcox, 20, turned up 
at a private chapel for their 
wedding 
c e r e m o n y , 
the 
preacher failed to keep the 
appointment 
and the young 
couple filed a missing persons 
report. 


Hours later The Rev. Tom 
Hubbard 
was 
finally 
found 
and rushed to police head- 
quarters, where the service 
was performed. The officers 
assembled in the chief's office 
and presented the Zaitas with 
a bottle of champagne. 


"These guys made me one 
of the happiest people alive— 
and my wife, too," the bride- 
groom said. 


powers 
s i n c e 
appearances 
would not be compelled. 


"The events surrounding the 
Watergate affair have revealed 
the dangers 
inherent 
in 
the 
ability of a few men on the 
White House staff —responsible 
to no one, mostly without the 
sobering experience of electoral 
politics and beyond the reach of 
Congress —to control policy," 
he said in a statement. 


Under existing practice, con- 
gressional 
committees 
h a v e 
little trouble forcing officials to 


appear before them for ques- 
tioning. If they refuse to com« 
voluntarily, they can be subpo- 
enaed. 


Under 
Mondale's 
bill, 
the 
heads 
o£ 
departments 
and 
agencies 
would 
1» 
asked 
to 
appear 
when 
the 
question 
period took up their area of 
jurisdiction. Questions would be 
screened by the Senate commit- 
tee having jurisdiction over the 
subject matter but oral ques- 
tions, if germane to the written 
questions, could be asked later. 


Senator Tells Nixon 


WASHINGTON (UPI) - 
Sen. 
James A b o u r e z k , 
D-S.D., 
charged Sunday that major oil 
companies 
have 
"artificially 
contrived" 
the 
oil 
and 
gas 
shortage by deliberately with- 
holding crude oil supplies from 
midwest independent refineries. 


Abourezk, 
in 
a 
letter 
to 
President. 
Nixon, 
called 
for 
immediate investigation by the 
Justice Department 
for 
anti- 
trust violations. 


" I 
am 
convinced 
that 
the 
present shortage of fuel supply 
for the Midwest is artificially 
contrived to force the independ- 
ent sector of the industry out of 
business 
and to get a price 
increase," he said. 


Sen. Henry M. Jackson, D- 
Wash., raised similar questions 
Friday in a letter asking the 
Federal 
Trade 
Commission 
(FTC) to report promptly on 
the situation. 


Jackson asked FTC Chairman 
Lewis A. Engman to supply a 
report in 30 days on whether 
the 
major 
companies 
are 
engaged 
in 
a 
conspiracy 
to 
seize monopolistic control of the 
oil market. 


" I 
want 
action," 
Jackson 
wrote. 
"We've 
waited 
too 


long." 


Abourezk 
also 
maintained 
that 
the 
fuel 
oil 
shortage 
experienced 
this 
past 
winter 


was "contrived." 


* 
* 
* 


Customers Pay 


91c A Gallon 


SAN FRANCISCO 
(UPI) — 
When 
his 
supply 
of 
gas 
dwindled to 200 gallons, service 
station owner Ken Yano hiked 
his 
prices—to 
90.9 
cents 
a 
gallon for premium and 85.9 
cents 
for 
regular. 
And 
had 
some takers. 


He said he'd rather charge 
outrageous prices than run out 
of gas. 


Yano raised his prices after 
closing down for three days last 
week because he was out of 
gasoline 
and 
being 
told 
by 
Mobil 
that 
he 
was 
being 
rationed—90 per cent of 
last 
year's 
gas 
and 
only 
8,600 
gallons at a time. 


FOR YABLONSKI S LAYINGS 


Secretary Faces Trial 


ERIE, Pa. (UPI) — Former 
United Mine 
Workers 
official 
Albert Pass faces trial Monday 
for 
the 
contract 
murder 
of 
union 
dissident 
Joseph 
A. 
"Jock" Yablonski with five of 
the six prior murder defendants 
prepared to testify against him. 


A panel of 250 veniremen was 
drawn 
for 
jury 
selection, 
expected to require a week, in further 
the courtroom of Erie County 
Judge Edward H. Carney. 


Pass, 52, a former District 19 
financial secretary from Mid- 
dlesboro, Ky., has maintained 
his innocence despite a state- 
ment by alleged co-conspirator 
William Prater, which reported- 
ly named him as financier in 
the death plot. 


Prater 
was 
convicted 
last 
March 26 on three counts of 
first 
degree 
murder 
for 
the 
deaths of Yablonski, his wife 
and daughter, at their Clarks- 
ville, Pa., home on New Year's 
Eve, 1969. 


Yablonski 
was 
slain 
three 
weeks after losing a violence- 
marred union presidential elec- 
tion to W. A. "Tony" Boyle. 
Special 
prosecutor 
Richard 
Sprague has charged that Boyle 


prompted 
the 
killings, 
but 
sources said the Prater state- 
ment provided no link to Boyle. 


Both Pass and Boyle, recent- 
ly deposed as UMW president, 
have denied any involvement in 
the murders. 


Although 
Pass 
is 
the 
last 
indicted 
suspect 
facing 
trial, 
Sprague has promised to make 
arrests 
in 
the 
case, 


ALBERT PASS 
Faces Trial 


which has spanned nearly two 
years 
since 
hired 
gunman 
Claude Vealey gave the first 
confession on June 22, of 1971. 
Another 
statement 
made 
by 
Prater to the F B I may further 
the investigation, sources said. 


Since 
Vealey's 
statement, 
four 
other 
conspirators 
have 
confessed, 
including 
former 
UMW 
local 
president 
Silous 
H u d d l e s t o n , of LaFollette, 
Tenn., the first person to link 
the 
slayings 
to 
Pass 
and 
Prater, 
a 
District 
19 
field 
representative. Huddleston said 
he acted as 
a 
money-carrier 
between the officials and the 
hired killers, including his son- 
in-law, Paul Gilly. 


Sprague charged the money 
was 
provided 
by 
Boyle 
and 
strained through a District 19 
organizing committee. 
Several 
committee 
members 
testified 
they 
kicked 
back 
expense 
checks to Pass and Prater and 
lied before investigating grand 
juries at their request. 


Boyle 
testified 
at 
Prater's 
trial the money was intended 
for 
organizing. 
There 
were 
indications he would not appear 
as a witness in the Pass trial. 


ree Spending' Power Allocated From $27 
Contingency 


Editor's Note: This is the first 
of four articles on the use of 
.contingency funds—money allo- 
cated to the legislature and gov- 
ernor without question. 


By DONALD H. HARRISON 
and OTTO KREISHER 
Copley News Service 
, 
SACRAMENTO—A l]andful of 
men in the legislature and the 
•governor's office control more 
-than $27 million in taxpayers' 
money, and have the power to 
•spend it in whatever manner 
they see fit. 


The money is allocated 
to 
them without question, and they 
are directly accountable to no 
one. 


A recent example was a deci- 
sion 
by 
the Assembly 
Rules 
Committee to spend $3 million 
ifor the d e v e l o p m e n t of a 
steam-powered 
automobile, 
without ever asking the legisla- 
t u r e to vote on the question of 
: whether the state should get 
"into that business. 
* 
The seven-member committee 
has control over nearly half the 
'money that may be spent for 
- unspecified purposes by the leg- 


islature and the governor's off' 
ice. 


The 
five-member 
S e n a t e 
Rules Committee has jurisdic- 
tion 
over 
the 
next 
sizable 
amount, followed by chairmen 
of Assembly-Senate joint com- 
mittees and by the governor's 
office. 


By long standing tacit agree- 
ment, the governor permits the 
legislature to appropriate for it- 
self whatever amount of money 
its leaders determine is neces- 
sary to run its operations. The 
legislature returns the favor to 
the governor. 


A look at 
the stale's 
$9.4 
billion budget, as proposed by 
the state Assembly, illustrates 
the process. 


Choosing an item at random: 
The governor asked the legisla- 
ture for $1.2 million 
for 
an 
educational liaison office in the 
Health 
and 
Welfare 
Agency. 
The figure was slashed to only 
$171,376 by the Assembly Ways 
and Means Committee. 


By contrast, the governor's 
request for money to operate 
his own office went unscathed 


State Legislature, Governor Not Accountable 


by the} Assembly budget mak- 
ers. He asked for $2.1 million 
"for support of governor and of 
governor's office," and he got 
it. He asked for $15,000 for 
"special 
contingent 
expenses" 
and he got it. 


The two houses of the legisla- 
ture, in turn, told the governor's 
budget makers what it would 
need. '"For contingent expenses 
of the Assembly" the governor 
allocated 
$12.8 million. 
"For 
contingent expenses of the Sen- 
ate," 
he alloted $8.9 million. 
"For the expenses of joint com- 
mittees and their members," he 
set aside $3.8 million. 


How did this "hands off the 
other 
fellow's money" 
policy 
get started? 


Spokesmen for the governor 
and the legislature say it is 
rooted in the doctrine of separa- 
tion of powers. Were there no 
such 
tacit 
understanding, 
in 
their view, chaos would result. 


Were the governor lo give the 
legislature less than it wanted, 


the legislature 
would 
simply 
add the money. Were the gover- 
nor to "blue pencil" the addi- 
tion, the legislature would over- 
ride the veto. 


On the other hand, were the 
legislature to cut the appropria- 
tion for the governor's office, he 
could retaliate by lowering the 
legislature's appropriation. The 
whole process could go on indef- 
initely, 
possibly 
with 
neither 
branch of government ultimate- 
ly able to win the funds it 
considers necessary to operate. 


The "you don't rock my mon- 
ey boat; 
I 
won't rock 
your 
money boat" process has been 
going on for years, but 
the 
announcement of the Assembly 
contract for development of a 
steam car has prompted scruti- 
ny of the whole process. 


Cornelius Dutcher, president 
of the Steam Power Systems, 
Inc., of La Jolla, said the deci- 
sion to use Assembly funds for 
the steam power project was 
made by Assembly Speaker Bob 


Moretti. 


Dutcher said he and Moretti 
met over lunch in Sacramento 
and he asked the Van Nuys 
Democrat if the state might be 
interested in funding the pro- 
ject. 


Dutcher 
and 
Moretti 
was 
greatly interested, and at first 
considered introducing a bill to 
that effect. But Moretti decided 
a 
bill's 
chance 
for 
passage 
would not be good, Dutcher said, 
and that utilizing the Assembly 
contingent fund might be more 
appropriate. 


This version was corroborated 
by Jim Lane, an Assembly con- 
sultant, in a press interview last 
January, 
shortly 
after 
an- 
nouncement of the $3 million 
spending program. Lane 
said 
then that it would be "much 
more arduous" to follow the 
usual legislative route than to 
simply obtain the approval of 
the Assembly Rules Committee. 


Gov. Ronald Reagan's admin- 
istration "was not really very 


i 


enthusiastic" about the! steam 
car project, Lane added. If the 
project were authorized by an 
ordinary 
bill, 
Reagan 
would 
have had the option of vetoing 
it. 


At a press conference later, 
Reagan 
was 
asked 
what 
he 
thought 
about such an 
"end 
run." 
The 
governor 
replied: 
"Well the legislature has the 
authority to use its contingency 
fund for things of this kind. 
Certainly there is no question 
about the interest of California 
in nonpolluting sources of pow- 
er, but something I suggest you 
take up with the legislature (is) 
whether they are all in agree- 
ment that that is a proper use 
of the money." 


Assemblyman 
John 
Burton, 
D-San Francisco, chairman of 
the contingent 
fund-controlling 
Assembly R u l e s 
Committee, 
was asked that question in an 
interview. 


He said the Assembly contin- 
gent funds could be used for 


anything that serves a "legiti- 
mate legislative prupose." 


Burton did say, however, that 
the contract for the steam cars 
was out of the ordinary. He said 
it would never have been en- 
tered into if the Assembly had 
not engaged in a previous pro- 
ject for the development of a 
steam bus. 


The steam bus project was 
financed by the federal Depart- 
ment of Transportation, but ad- 
ministered 
by 
the 
Assembly. 
Over the years, the Assembly 
spent about $50,000 of its funds 
overseeing the multimillion-dol- 
lar project, the Assembly's fis- 
cal 
officer A1 Monighan 
re- 
called. 


Burton was asked if any pet 
project of an important legisla- 
tor 
could 
receive 
Assembly 
Rules Committee approval in 
lieu of 
the 
"more 
arduous" 
process of having a bill enacted. 


"I 
don't think so," 
Burton 
replied. "This 
was 
something 
the Assembly 
had 
experience 
in. It was approved by a unani- 
mous vote of the Rules Commit- 
tee—four Democrats and three 


Republicans." 


Burton said the steam 
car 
contract was a one-of-a-kind sit- 
uation. To prove it, he offered 
to provide Copley News Service 
a complete accounting of how 
the money was used, an un- 
precedented offer. No account- 
ing of the funds has ever been 
made public. 


The appropriation for the fis- 
cal year ending June 30, Burton 
said, was $12.3 million. From 
the year before, the contingent 
fund had $4 million left over, 
making the total available to 
the Assembly Rules Committee 
this year $16.3 million. 


Here are Burton's figures on 
how the $16.3 million will have 
been spent by June 30. The 
calculations were done by Mon- 
ighan, the fiscal officer. 


For 
salaries 
of 
secretaries 
and other personnel (not includ- 
ing legislators who are paid out 
of a separate fund): $8.3 mil- 
lion. 


For 
printing 
and 
supplies: 
$400,000. 


For gasoline and oil for as- 
(Plcase Turn To Page A-5) 
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WORRY CLINIC 


Editor Bob is an experienced 
journalist who has acquired a 
vast 
knowledge 
of 
practical 
psychology. Like Mr. Hearst, he 
knows that talk-up is a superb 
form of advertising. It zooms 
jiales, whether of commercial 
Roods or n e w s p a p e r s . Con- 
troversy fills stadiums! 


I CASE X-525: Bob P., aged 55, 
is a lifelong newspaper editor. 
) "Dr. Crane," he smiled, 
("take a look at this letter I 
received from one of your avid 
followers. 
I "Wouldn't you say she rarely 
misses reading one of your 
columns?" 
I Her letter is a fascinating 
evidence 
of 
how 
well 
newspapers 
can stir up 
wholesome debate and con- 
troversy. 


Remember, too, that it is 
[controversy that fills football 
stadiums, baseball parks and 
boxing arenas! 


So a newspaper that fails to 
evoke redhot letters, pro and 
con, is not going to produce the 
talk-up that is the usual form of 
superb advertising. 
Here's this lady's letter: 
"How much longer 
will 
women be insulted by that 
¡crackpot, Dr. George W. 
Crane?" she began. 


"He is obviously obsessed 
with sex! 
, "But sex is NOT the greatest 
cause of divorce, for money is! 


"Dr. 
Crane 
licentiously 
describes the boudoir and urges 
! us wives to stress 'boudoir 
cheesecake,' with gossamer 
nighties! 
| 
"He seems to think woman's 
: chief goal in life is to catch and 
then hold on to her man, as if the 
adult male is some sort of 
precious jewel! 


"And 
he 
insults 
all 
womankind by suggesting that 
Women's Libbers are either 
unmarried (& would end their 
nonsense if 
they 
;had a 
husband). 


"Or such women must 
masculine or lesbians 
sexually unsatisfied'wives. 


"How much longer must 
women be subjected to this 17th 
Century charlatan?" 


By 


George W. Crane, Ph.D., M.D. 


be 
or 


AN EDITOR'S TEST 


This type of redhot letter 
offers a quick test of an editor's 
journalistic experience.. 


For seasoned 
journalists 
relish this type of missive, since 
it is as good an indication of 


avid reader interest as any poll 
by Dr. Gallup, Harris et al. 


But some younger editors, 
just out of journalism school, 
don't realize that such ap- 
parently critical letters are 
really a boost for circulation. 


For such a writer as this lady 
will pour out her grimes at 
bridge parties, church Women's 
Societies and the Country Club. 


The resulting talk-up then will 
provoke superb controversy, 
with the local 
newspaper 
gaining the spotlight thereby. 


One of America's pioneer 
n e w s p a p e r 
A p p l i e d 
Psychologists was William R. 
Hearst, Sr. 


"Dr. Crane," he once told me, 
"I'd advise you to 'needle' 
readers unmercifully to wake 
them up. 


"So why don't you pick on the 
soporific clergymen who empty 
churches by their dull ser- 
monizing? 


"And attack the lazy teachers 
who wish tp_coast on mediocre 
output just because they have 
'tenure', and thus can't be fired 
-for anything less than moral 
turpitude. 


"But especially pick on the 
fat, stodgy wives who rebuff 
their mates, thus driving the 
latter 
into 
the arms of 
paramours. 


"For then these irate readers 
will talk-up our newspapers and 
write scathing letters .to the 
editor. 


"We'll print them and thus 
promote a furious pro and con 
debate. 


"It will soon become the best 
read page of our entire paper." 


Older editors realize the 
wisdom 
in Mr. Hearst's 
suggestions but many young 
editors take such letters at face 
value and get scared. 


Address: Dr. George W. Crane, car« 
of The Register, Syndicate Bldg., 
Mellott, Ind. 


TUESDAY, JUNE 5 \ 


Your birthday today: What 
seems an, overconfident, expan- 
sive dream can become reality 
this year with work and prayer. 
What you do tends to bring 
more reaction than normal. To- 
day's natives have lively imagi- 
nations, may follow varied vo- 
cations. 


Aries (March 21 - April 19): 
Today's ventures should be de- 
signed for long-term success. 
Familiar contacts deepen into 
more meaningful relationships. 


Taurus (April 20-May 20): Do- 
mestic concerns can be settled 
with sensible, simple changes. 
Home 
arrangements 
needn't 
stay on the same schedule. 


Gemini (May 21-June 20): 
Make this day a vacation from 
your usual daily living, if only 
in spirit. A token of your feel- 
ings means much to loved ones. 


Cancer 
(June 
21-July 22): 
Speak up, claim your own to- 
day. Together with others of 
like mind you can overcome 
limitations of local conditions. 


Leo (July 23-Aug. 22): The 
way is open before you. Ex- 
press yourself firmly, proceed1 


.vigorously. Others will follow, a 
few will copy. 


Virgo 
(Aug. 23-Sept. 22): 


Rather than coaxing others into 
your affairs, simply tend them 
quietly. Get details clearly es- 
tablished. 


Libra (Sept. 23-Oct. 22): Car- 
eer interests expand swiftly; 
h o p e f u l l y you're prepared. 
Don't hesitate to be conspicious 
today. 


Scorpio (Oct. 23-Nov. 21): Sat- 
isfaction and awareness of 
what's happening don't arrive 
until some later time when con- 
ditions settle a bit. 


Sagittarius (Nov. 22-Dec. 21): 
Go into details; you could over- 
look one which changes the 
whole picture. Postpone travel 
except for fact-finding trips. 


Capricorn (Dec. 22 - Jan. 19): 
All is not profitable that sounds 
as if it is. Above-board transac- 
tions with witnesses are pre- 
ferred. 


Aquarius (Jan. 20-Feb. 18): 
It's time for learning complex 
and elusive arts, listening rath- 
er than offering advice. Cooper- 
ate with young people. 


Pisces (Feb. 19-March 20): 
Home and family affairs contin- 
ue to conflict with career de- 
mands. Find extra time by 
starting early. 


Jlaaüly 
AUTO 
PAINTING 
Since 1937 
ANY CAR 


STALL O N L Y 


Mariner To Seek 
Mercury's Clues 


NASA will attempt the first 
exploration of Mercury in 
March, 1974, when the Mari- 
ner 
spacecraft 
will 
come 
within 635 miles of the plan- 
et. 


The television cameras will 
take pictures and six other 
scientific experiments 
w i l l 
send • back 
information to 
earth to try to answer such 
questions as what is the shape 
of the planet and why does it 
rotate so slowly, turning only 
once every 59 days. 


EXPERT BODY & FENDER REPAIR 


WORLD'S LARGEST AUTO PAINTER 
IN BY 9 - O U T BY 5 


ANAHEIM 
suníjuhY 


225 S. HINCHESTER 
= 1 It) 2 East 17 th St. 


635-6491 


HI 7-3636 J 


If your birthday or an- 
niversary 
takes 
place 
before June 20, we will 
give you a 
4-course 
banquet, a celebration 
cake 
and a 
present 
completely 
free 
of 
charge, at 1520 A.D., 
the English Theatre Re- 
staurant you've seen in 
Time Magazine and TV 
News. 


Call Lady Janet 
826-3360 


big value décoratives 
in a traditional mood 
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elegant 
values. •. 
hand decorated 
table lamps 


each 


.55.00 value each. Lamps of fine 
quality imported glass by Lagin. 
Each is graced with raised floral 
designs and sits atop an exquisite 
marble base. A charming complement 
to your traditional room settings. 


Urn lamp with gold braided silk 
drum shape shade. Melon ball 
shape lamp with gold braided silk 
drum shade. Raised floral urn 
lamp on marble base with gold 
braided silk drum shade. 


We invite your mail or phone orders. 


Lamps, 71 


f 


»II 


las 


create a colorful walL • • 
plaques lu bold tones 


:<L99 o39.99 


Great value imported decor brighteners. 
. .colorful inspiration in plaques, choose 
from four styles. Daisy Spray in white, 
green, yellow, 10.00 value 6.99 each. 
Plum tre6 Spray with wood frame. White, 
yellow, green. 10.00 value 6.99 pair. 
Large Cornucopia in multi-color 75.00 
value 39.99. Hanging Lantern in green, 
yellow, white. 10.00 value 6.99. Mail or 
phone orders invited, see the coupon 
below. 
Pictures, 31 


Order by Telephone or Use Handy Mail Order 


Coupon 


T H E B R O A D W A Y , 
Pleasa send ma: 


The Broadway 
Telephons Orders Welcome 227-1177 


Personal Shopping Service 
Telephone Order Board 


P.O. Box 20/2 
Open Dally 8:30 A.M. lo J ; X P.M. 


U » Angeles, California 90054 
Sunday 5:30 to 5 P . M . 


Quantity 
Item 
S i » 
price 


Nam« (please print). 


Address 


City. 
_Slale. 
-Zip. 


O Cash — I enclose $. 
• 
C.O.D. 
D 
C h a r g e 


My Broadway number if 
— . . 
, 


Pleaie add'tales tax. Handling charges additional beyond The Broadway «delivery 
area. Add 75c tervîc* charge on ordert under $5.00 and oll C.O.O.'i. 


A N A H E I M 
444 N. Euclid (714) 535-8121 


N E W P O R T 
47 Fashion Island (714) 644-1212 


H U N T I N G T O N B E A C H 
7777 Edlnger Avenue (714) 892-3331 


O R A N G E , M A L L O F O R A N G E 
2300 N. Tustin Street (714) 998-1311 


C E R R I T O S 
500 Los Cerritos Mall (2U) 860-0411 


SHOP 10 A.M. TO 9:30 P.M. M O N D A Y T H R O U G H F R I D A Y . S A T U R D A Y 
10 A.M. TO 6 P.M. S U N D A Y 12 NOON TO 5 P.M. 


I» • * » 


EVERYTHING 


TORNOW 


BUT WERE 


niSrioo 


you'll learn at 


...onci 
love 
every 
minute 
of it! 


From the basic steps that start you 


on your w a y . . . to touch dancing 


that's sweeping the s c e n e . . . 


to keeping time with the music, 


fast or s l o w . . . to timeless waltzes 


and popular discotheque. 


Even how to 


help your partner 


relax if she's not 


sure of herself 


(or how to 


relax yourself, 


if you're not). 


Learn to add new life and 


sparkle to your leisure hours, 


at-home parties. To get more 


out of dances, clubs, cruises and 


vacations-where the people you 


meet are happy to meet you bccause 


you're more fun! 


One lesson and you're alive again, 


rhythmically enjoying the beat and 


music that's been inside you all 


the time! 


So starf today at 
ARTHUR 
MURRAY'S 


Celebrating 60 years of teaching • 


the v/orld to dance! 


Special 30 Day 
60th Anniversary 
Offer 


ONLY 


For 
10 lessons 


Call now! 


Start now! 


Dance now! 


Learnina how is half the fun at 


ySG* 


STATE BONDED 


A r t h u r ^ 
A l a r r n v 
„FRAHSHIlfO DANCE STUDIO 


114V2 N. Broadway 
Santa Ana 


547-0141 


(f.) 1973. Aflhur Murin/., Inc. 


Free Spending 


(Continued From Page A3) 


semblymen's autos: $60,000. 


For c o n t r a c t s , including 
$500,000 for the first phase of 
the steam car development pro- 
ject: $700,000. 


For automobile rentals for as- 
semblymen: $300,000. 


For travel: $300,000. 
For telephones: $800,000. 
For rent: (district offices): 
$500,000. 


For postage: $900,000. 
For building equipment and 
furniture: $300,000. 


For employes payroll contri- 
butions: $800,000. 


For miscellaneous expenses 
$100,000. 


Total expenditures, by that es- 
timate, would leave the Assem- 
bly Rules Committee approxi- 
mately $2.8 million to carry into 
the next fiscal year. Added to 
the budget request for the next 
fiscal year, it means $15.6 mil- 
lion will be available to the 
Assembly Rules Committee in 
fiscal 1973. 


Next: How the Senate spends 
its contingency fund. 


City Urged 


To Ask County 


Park Funds 


SAN CLEMENTE—Council- 
man Thomas O'Keefe urged 
the city during a joint study 
session of city council and 
city commissions to apply for 
a share of some $10 million 
the county has available for 
parks acquisition and develop- 
ment. 


O'Keefe said the funds, re- 
ceived by the county under 
the federal revenue sharing 
program, are available to ci- 
ties on a matching fund basis 
for parks that would serve the 
entire county. 


A member of the county 
parks and recreation commis- 
sion, O'Keefe said no projects 
have been applied for in the 
south Orange Coast area. 


From 
his experience, he 
said, the city's beaches, which 
are visited largely by out-of- 
town people, would "definitely 
qualify." He picked the beach 
at the foot of Camino Capis- 
trano as a particularly worth- 
while project, since it is "one 
of the few remaining undevel- 
oped areas." 


The first $2 million have 
been allocated, O'Keefe said, 
but there will be funds availa- 
ble periodically and the ear- 
lier applications are filed, the 
better chances the city will 
have of 'being considered. 


Evening 
Miss Service 


If your carrier fails to deliver your 
evening or Sunday Register, please 
call 
the convenient 
number 
listed 
below at the times indicated. 


M o n d a y thru Friday 


S a t u r d a y 


S u n d a y 


¡'vine So. of S.D. Frwy. 


Costa Mesa. Newport Beach 


Anaheim So. of S.A. Frwy., 


Garden Giove, Westminster, 


Midway City 


Huntington Beach, Fountain 


Valley. Huntington Harbour 


Anaheim Nu. of S.A. Frwy., 


ftilletton. Brea, Placentia, 


Yorba Linda. U H a h r a ' 


Buena Park. Ceriitos. Cypress, 


La Palma, Stanton 


5:00 to 7:30 P.M. 


6:30 to 10:00 A.M. 


5:30 to 12:00 A.M. 


540-3006 


537-5800 


842-1468 


870-4141 


522-1112 


Santa Ana. Oranje, Tustin, 


Santa Ana Canyon, livine No. 


of S.D. Fiwy.. Mission Viejo, 


El loro. LajuaaHills 


Dana Point. San Clemente, 


Laguna Niguel. Capistiano Beach. 


San Juan Capistrano 


Laguna Beach, So. laguna 


Corona. Norco, l a Sierra 


íossmoor, Leisure World, Seal 


Beach, l o s Alamitos 


835-1234 


.496-5618 
.494-1397 
.735-2277 


.897-7762 
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Morning 
Miss Service 


Hours: 7:00 A.M. to 9:30 A.M. 


If y o u 
should miss 
your 
Morning 


Register, 
pleas« 
phone 
our 
main 


office 
(835-1234) 
or 
one 
of 
the 


convenient numbers listed below: 


Capistrano Beach 


Dana Point 


San Clemente 


Laguna Niguel 
496-561 8 


Laguna Beach 
4 9 4 - 1 3 8 7 


La M i r a d a 
Norwalk 
522-1112 


Rossmoor 


Leisure World 


Seal Beach 


Los Alamitos 
897-7762 


All other areas 
835-1234 


b y M a n h a t t a n 


Here's how to say happy Father's 
Day. Give him a seersucker shirt. 
This one. Because it's a.Manhattan 
Custom Limited.. .short sleeved for 
summertime. In a crisp leno weave 
polyester/cotton 
that 
practically 
takes care of itself. Red, blue or 


brown, 10.00 
Men's Furnishings, 7 
yes, o u r anaheim 
store is open! 
every Broadway service 
is at your service 
during the remodeling 
of Anaheim Center! 


M 
b 
M 
i t t i ® 
D D r r a P â x f l w a i y 


ANAHLTM 
444 N. Euclid (714) 525-8121 


NEWPORT 
47 Fashion Island (714) 644-1217 


H U N 1 I N G I O N BfcACM 
7777 Edinger Avenue (714) 892-3331 


O R A N G E . M A U OF O R A N G E 
2300 N. Tustin Streer (714) 998-1311 


CERRITOi. 
500 Los Cerrilos Moll (213) 860-0411 


S H O P 10 A.M. to 9:20 P.M., M O N D A Y IHRU FRIDAY, SATURDAY 10 A.M. to 6 P.M., S U N D A Y , 12 N O O N to.5 P.M. 


A 
A 
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"I AM FINDING THATMANY STUBBORN 
AND ENTRACTABLE BACK CASES ARE 
RESPONDING VERY 
SATISFACTORY 
AND THE PATIENTS EXPRESS A REAL 
APPRECIATION FOR THE RESULTS." 
Dr. Sylvan L. Cooper, D.C. X-ray 
Doctor of Chiropractic-Since 1942 


613 W. 17th St., Santa Ana 
Ph. 543-9459 - see yellow pages 


Gold Outlook 


The total amount of gold 
that can still be recovered 
from the earth is estimated at 
31,250 tons, more than half of 
it in the gold fields of South 
Africa and 625 tons in the 
United States. 


FREE YOGA 
DEMONSTRATION 


Tomorrow at 10 am & 8 p.m. 
at the famous 


YOGA CENTER 
OF CALIFORNIA 


445 E. 17th Street, Costa Mesa 


Only the YOGA C E N T E R 
teaches the TWO; 
systems of yoga. Raja Yoga for the mind. Hatha 
Yoga for the body. Learn mind control, while you 
build a beautiful body. Learn the famous Sri' 
Surath Short cut meditation system. It accomp- 
lishes in weeks what may take months or years 
by other methods. .Every person attending the 
free demonstration will learn the yoga breath, 
which will help you breathe deeper-live longer. 
Don't miss it. Yoga Center of California between 
Tustin and Irvine Streets at 445 E. 17th, Street 
Costa Mesa. Tele. 646-8281. 
Eight week'classes start next Tuesday, June 12 
at 9:30 a.m. & 7:00 p.m. 


Rites Tuesday 
For Firestone 
AKRON, 
Ohio 
(UPI) 
- 
Private funeral services for the 
late rubber industry 
magnate 
Harvey 
S. 
Firestone 
Jr. 
are 
scheduled here Tuesday after 
noon at the Idabelle Firestone 
Memorial Chapel of St. Paul's 
Episcopal Church. 


Interment will follow at the 
Firestone family plot in Colum- 
biana 
Cemetery, 
Columbiana, 
Ohio. 


Firestone, 75, former board 
chairman of the Firestone Tire 
& Rubber Co., died of cancer 
Friday at his home here. He 
continued as honorary director 
of the company until his death. 
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BY CARRIER 


Mommi; and Sunday 
S2.J5 per month 


(leniniani Sundar 
MperironU 


Sonday Only 
1.90 per inoiilh 


MAIL RATES (Payable In Advance) 
ORANGE COUNTY 


Eveninj and Sondar 
JUSpemonlh 


Sunday Only 
1.51 per moniti 


U.S., APO ANO FPO 


(renins and Sunday 
$3.75 per monili 


SundayOnix 
Ulpermontli 


FOREIGN COUNTRIES 


$3.15 per monlh plus posiate. Dllief rates militili on request 


At Newsstands - Single Copies 


H'»r 
i oc 


Sunday 
jjc 


If your birthday or an- 
niversary 
takes place 
before June 20, we will 
give 
you a 4-course 
banquet, a celebration 
cake 
and 
a 
present 
completely 
free 
of 
charge, at 1520 A.D., 
the English Theatre Re- 
staurant you've seen in 
Time Magazine and TV 
News. 


Call Lady Janet 
826-3360 


6% Jobless Cities Down By I 


WASHINGTON (UPI) — The 
number of major cities 
with 
unemployment of (! per cent or 
more declined by one in May to 
37, lowest in 29 months, the 
Labor 
Department 
reported 
Sunday. 


Removed from the list was 
the Wilkes-Barre and Hazleton, 
Pa. metropolitan area. 


The announcement came two 
days 
after 
the 
department's 
Bureau 
of 
Labor 
Statistics 
reported 
that 
unemployment 
across the nation hung at 5 per 
cent 
in. May, 
virtually 
un- 


Ocean Trickster 


Some octopuses cah change 
from shages of light aqua to a 
deep red-brown within 
sec- 
onds, blending with the sea or 
mimicking a corah mass, to 
fool their prey and enemies. 


Register Offices 


Serve Orange County 


.547-3311 
. 835-1234 


, 522-1822 
, 522-1 1 12 


646-9377 
540-3006 
547-3311 


870-4444 


M A I N OFFICE 
Classified Adv. 
Al! Other 
BUENA PARK 
News 
Circulation 
COSTA MESA 
News 
Circulation 
Classified Adv. 
FULLERTON 
News 
Circulation 
870-4141 


Classified Adv .... 547-331 1 
GARDEN GROVE 
News 
537-5.981 


Circulation 
537-5800 


Classified Adv.... 547-331 1 
HUNTINGTON BEACH 
News 
494-1069 


Circulation......... 842-1468 
LAGUNA BEACH 
News 
Circulation 
Classified Adv.. 
SAN CLEMENTE 
News 
Circulation 


.494-1069 
494-1387 
646-9377 


492-1413 
496-5618 


changed from, the level at the 
start of the year despite the 
economic boom. 


In Sunday's report, the Labor 
Department's 
Manpower 
Ad- 
ministration said the number of 
smaller cities with "substantial 
unemployment" of at least 6 
per cent also declined by nine 
last month to 794, the lowest 
total in 19 months. 


One smaller area, Tiptonville, 
Tenn, was added to the list, 
but ten others were dropped as 
their unemployment rates fell 


below 6 per cent, they were 
Greensboro, 
Ala.; 
Malvern, 
Ark.; Carlsbad and Santa Fe, 
N.M.; Williamsport and Sayre- 
Athens-Towanda, Pa.; Parsons, 
Kansas; 
Vernal 
and 
Provo- 
orem, 
Utah; 
and 
Drakes I 
Branch, Va. 
' 


The 37 major cities on the 
substantial 
unemployment 
list! 
in May was the lowest number 
since 
December, 
1970, 
when 
there were also 37. A high in 
recent years of 65 was reached 
in October, 1971. 


Keep Up With Sports In The Register 


SAPPHIRES 
FIRE OPALS 
RUBIES 


I s fOR EVERy OCCASÎON 


OUR 
GUARANTEE 


Full rrfunil of monrv if any item of j r w r l r v fail« lo appraixr 
for IT I.h: 1ST 
n'mrt- than vimi navi 


f O R 


qRAd 


pay; 


Ladies' Black Star Sapphire 8 Ruby 
Ring, 6 Rubies Enhance Star in YG.. 
Man's Diamond Solitaire Ring, 
fine dia. 1/3 Ct. in solid 14K 
Fire Opal Stud Earrings, Many 
styles to choose from 
Solid Gold Bangle Bracelet, 
Narrow, chain twist design YG 


Cultured Pearl Pendant, Lustrous 
pearl in many styles, 14K YG 


. . . ' 7 0 


. 5 2 5 5 


. . . ' 2 9 


. . . ' 6 5 


. . . ' 1 4 


f O R 


dAd 


f O R 


WFddÎNÇS 


Cultured Pearl Tie Tak, Lustrous 
fine quality pearl 7MM 


Man's Diamond Cluster Ring, 
9 brill, diamonds .60 Cts. TW, 14K. 
Fire Opal Tie Tak. Gen. Aust. 
Opal in many styles 14K YG 


' 5 


. . . ' 3 6 8 


' 1 7 


Cultured Pearls, Strand of 7MM 
fine quality, lustre & color! 
Diamond Bridal Set, Swirl of dias. 
surrounds center .63 Cts. TW 


Matched Wedding Bands, Modern 
Heavy Nugget in solid 14K Gold, the set.. 
Diamond Bridal Set, Open Free 
Form Nugget, Antiqued, 1/3 Ct 


. . . ' 9 1 


' 4 6 0 
.noi 


• 
' 2 7 0 


fOR 


ANNIVERSARIES 


Ladies' Garnet & Diamond Ring, 
Pear Shape Garnet, Gold Twist YG . . . . 


' Ladies' Triple Pearl & Diamond 
J 1 C n 


: Ring, 3 lustrous pearls, 3 Dias. YG 
I U U 


Diamond Heart Pendant, 14 Diamonds 
in brilliant heart .75 Cts. TW 


: Diamond Wedding Set, Oxidized 
: finish in leaves, .62 Cts. TW, 14* 


Fire Opal Drop Earrings, Long 
Drops, 4 fiery opals in 14K YG 


. ' 6 9 


. ' 3 9 5 


' 4 7 0 


. . . ' 7 9 


STARC 


S i a m 


SOS CREDIT PLAN • LAY-A WAY 
BANKAMERICARD 
• MASTER CHARGE 


• LONG BEACH, 4313 Atlontic Ave. 
• SANTA ANA, 2015 N. Main 
• TORRANCE, 24455 Hawthorne Blvd. 
• WHITTIER, 12918 Philadelphia St. 
S) 
j 
SHERMAN OAKS, 4515 Van Nuys Blvd. 


7 C H C 
y C M C V U f 
. TORRANCE, Del Amo Fashion Square 
-OPEN SOON- 


NEWPORT BEftCH. Fashion Island 
REDONDO BEACH 


mill 
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* N 
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The Great Western feeling. 
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WELFARE PROGRAM FALLS SHORT 


SACRAMENTO 
(UPI) 
— 
Gov. Ronald Reagan's "'work or 
else" 
welfare! 
program 
has 
"fallen 
far 
short 
of 
the 
expectations" announced by his 


administration, 
a 
federal 
view team has found. 


In a report disclosed Sunday, 
the 
reviewers 
said 
only 
18 
welfare 
recipients 
who 
took 


ORTHOPEDIC SHOES 


Beeman's 


Foot R e l i e f Shop 


Headquarters Dr. Scholl Supplies 


314 W. 4th St., Santa Ana 
543-9525 


re-1 part in job training in the first 
'eight months ultimately found 
work 
to remove them from 
relief rolls. 


"Most of the assignments are 
menial, and little training or 
supervision is provided," 
the 
investigators said in the report, 
The review was 
conducted 
from July, 1972, through Feb- 
ruary, 
1073, 
by 
the 
San 
Francisco regional office of the 
U.S. 
Department 
of 
Health 
Education and Welfare (HEW) 
The 
study 
also 
said 
the 
welfare 
caseload 
wen 
up 
during the! eight-month period 


"I concentrate on newl 
dentures at prices 
you can afford" 


What you can't afford is 
to be without them. 
» . f. l campMi 


Why I can offer new dentures banks or finance companies to 
at such reasonable prices: Of all deal with. Many of my patients 
our services, the basic and most work part time, are on Social 
important one is making new Security, a small pension or re- 
dentures. We do all our own work tired. Whatever your circum- 
in our own modern laboratories, stances, I tailor the terms to 


fit them - on approval of your 
credit-even if you earn UNDER 
$200 a month, even if you've 
never, had credit before. 
Extra work? No extra charge. 
Even though we never know in 


With the popularity of my 
INSTANT CREDIT PLAN-I can 
deliver new dentures at prices 
you can afford. 


Instant Credit Makes it Easy. 
Older people often face a differ- advance how much time and 
ent'kind of credit problem than work your new dentures may 
younger ones. I understand your take —you always know in ad- 
credit problems. I carry my own vance how much they'll cost, 
credit, so I can make my own de- Exactly. We never charge extra 
cision on your credit INSTANTLY, for difficult cases. All work in 
No waiting for an answer. No our labs by union technicians. 


Dr. Campbell 


One Day Service. Usually, if you 
come in to our downtown L.A. 
office by 9:30 A.M. - your den- 
tures can be ready the same day 
- a real advantage for out-of- 
towners. 


Fast Plate Repairs in all 12 of- 
fices. Usually...while you wait. 


Union Members. All union and 
insurance dental care plans wel- 
come. Bring your I.D. card. We 
do the rest. 


Any questions? We'll gladly 
answer them in detail. Come in 
anytime or phone the office 
nearest you. No appointment 
necessary for examination. 


CREDIT 
DENTIST 


SANTA ANA, 504 North Main Street (ground floor) 
1543-1296 


Irvine Jewish 
Families Slate 
Shavu'ot Eve 
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Most offices at sround level for your com/enlenct. 


IRVINE—Israel 
A c a d e m y 
will mark the first year of its 
e x i s t e n c e i ' a s a cooperative 
learning community of Jewish 
families at Shavu'ot eve serv- 
ices Tuesday evening in Multi- 
Room C at University High 
School, Culver Road at Campus. 


The 8 p.m. service will revive 
the Biblical Festival of First 
Fruits, also known as Pentacost 
because it comes 50 days after 
the 
start 
of 
Passover. 
All 
branches of Israel Academy, as 
well as families and individuals, 
will bring the. fruits of their 
first year 
of 
activity—crafts 
projects 
and 
class 
achieve- 
ments. 
Members 
of 
Hebrew 
class will read a short, story 
they wrote in Hebrow. The He- 
brew High School will demon- 
strate its last unit on basketball 
vocabulary. The M a c a b b e e 
Sports Fellowship will reenact 
their participation in the Walka- 
thon for Soviet Jews. Mahol will 
bring the offering of its folk 
dance. 


Since Shavu'ot, in Jewish tra 
dition, also marks the anniver- 
sary of the Covenant at Sinai, 
the academy and its families 
will reconsecrate themselves to 
that ancient covenant, as well 
as the Israel Academy Cove- 
nant, adopted and signed on the 
charter cruise last August. The 
academy was founded a day 
after Shavuot-in May, 1972. Its 
handful of families have grown 
to 62. 


The academy, which meets 
regularly at University High, 
seeks to restablish the Jewish 
family as the learning and ob- 
serving unit and as the vehicle 
for transmission of Jewish val- 
ues. It is a cooperative, requir- 
ing the adult members of its 
families to earn at least six 
credits a year in learning, ac- 
tivity and service. 
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• ASSORTED FABRICS AND STYLES 


• FAMOUS BRANDS 
DRESS 
SLACKS 


Values 
to $20 


All the latest styles and colors 
in beautiful Double Knits, 
A l l 
Wools and Dacron and Wool. 


PORT 
COATS 


Values to $65 


Beautiful Double Knits 
Luxurious All Wools 
SUITS 


Values to $100 & more! 


Sizes 36 to 54 


Regulars-Shorts-Longs 


r 
SHOP N O W FOR 
GRADUATION 


A N D 
FATHER'S DAY! 


SihKiMUiCtRD 


A U ALTERATIONS Will BE DONE ON THE 
PREMISES BY C4R CUSTOM TAILORS. 


• WEST IOS ANGELES • DOWNTOWN LOS ANGELES 
• HOLLYWOOD • GLENDALE • V A N NUYS • RESEDA 


• SOUTH BAY • LONG BEACH • DOWNEY 
ANAHEIM • COSTA MESA - JANTA ANA « CITY OF ORANGE 


• MQNTCLAIR . WEST COVINA • SAN BERNARDINO 
' SAN DIEGO (4 GREAT LOCATIONS) 


3715 SO. BRISTOL 
(2 Blocks,North 


of South Coast Plaza) 
(714) 979-2685 


1235 S. KNOTT AVE. 


(KNOTT AVE. AND 


. BALL ROAD) 


k (714) 826-8820 


ORANGE 


780 N. TUSTIN AVE. 


(BETWEEN CHAPMAN 


AND KATELLA AVE.) 


CITY OF ORANGE 


(714) 639 3561 
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Everywhere you go, all over California, the giant GW means 
strength. And when you save with Great Western, our strength 
is your strength. Because then you know you have money that 
is safe and growing. 


You're backed by assets over $4 Billion and our record of 
absolute safety since 1887. You're earning the highest rates in 


GREAT 


the nation on insured savings. And you're getting all of our 
free financial services. With the help of more good people in 
more offices than any other savings association. 


Get the good feeling of strength. The feeling that comes 
from knowing you've put your savings in exactly the right place. 


That's the Great Western feeling. 


WESTERN SAVINGS 


SANTA A N A • B U E N A PARK • F U L L E R T O N • NEWPORT • OFFICES A L S O IN LOS ANGELES • BELLFLOWER • BELMONT SHORE • BEVERLY HILLS • CANOGA PARK • GARDENA • GLENDALE 


LAGUNA HILLS • LAKEWOOD • LONG BEACH . MALIBU • MISSION HILLS • NORTH HOLLYWOOD • NORTHRIDGE • PALM SPRINGS • PANORAMA CITY • POMONA • RESEDA • SEAL BEACH 


T O R R A N C E / S O U T H BAY • VAN NUYS * VENICE • BAKERSFIELD • OILDALE • TAFT • SAN DIEGO • SANTA BARBARA • SAN LUIS OBISPO • AND THROUGHOUT NORTHERN CALIFORNIA 


FREE WITH ACCOUNTS OF $1000 OR MORE: Safe Deposit Boxes (at most omces), Travelers Checks, Money Orders, Notary Service, Trust Deed/Note Collection. Also Free Check-A-Month Plans. 


M E M B E R : F E D E R A L SAVINGS A N D L O A N I N S U R A N C E CORPORATION, F E D E R A L H O M E l.OAN BANK • A SAVINGS ASSOCIATION OF GREAT W I S TERN FINANCIAL CORPORATION 


$ 
J 


<t 
u, 


f'^u, 
» 


• 
tr 


" 
, 
» 


f 
l 


00 


Natural Menthol Blend 


(means naturally fresh taste) 


Salem's unique blend features natural 
menthol is naturally grown. You'll get a 
menthol, not the kind made in labora- 
taste that's not harsh or hot...a taste as 
tones. Like our superb tobaccos, our 
naturally cool and fresh as Springtime. 


© 1 9 7 3 B. J. BtVHOlDS TO>»CCO CO. 


Warning: The Surgeon General Has 
Determined 


That Cigarette Smoking Is Dangerous to Your Health. 


KING-19 mg. "tar", 1.3 mg. nicotine, SUPER KING: 21 mg."tar",1.5 mg. nicotines, per cigarette. FTC Report F E B / 7 3 . 


T h e s m e l l of 
mothballs 


repulsive to squirrels. 


is 


PU\ Ot»"^®'' : 


EX-PENTAGON AIDE CHARGES 
VOLUNTEER ARMY 'SABOTAGE' 


WASHINGTON ( U P I ) 
—Tliel 
Roger T. Kelley, who has left 
architect 
of 
the 
all-volunteer as assistant 
defense 
secretary 
military concept c h a r g e d 
Sun- for m a n p o w e r , talked with U P I 


day 
that 
opponents, 
in 
the 


P e n t a g o n a r e ready to s a b o t a g e 


the s y s t e m and . force a 
r e t u r n 


to the d r a f t . 


EXPERTLY 


C k E Ä N l P 


C A R E F U L L Y 


P 
R 
E 
S 
S 
E 
D 


D R Y 
C L E A N I N G 


GR A N ADÂ.ri ILLS1800 Chats worth St. : 
WOODLAND HILLS 21500 Victory, Blvd. 
RIVERSIDI.352Û Tyler St.. . 
SANTA ÂNA 3900 South Bristol St. 


TORRANCE Sepuiveda and iia.vihc.ins ... 
LAKEWOOD Carson St. and Paramount Blvd. 
BUENA PARK Beach and Orangethofpe.'•", : 
ORANGE Garden Grove Blvd. and Manchester 


Open weekdays 9:30 to 9:30 - Sundays 10 to 7. 


d's he c l e a n e d out his office and 
prepared to r e t u r n 
to his 
old 
job as h e a d of personnel for the 
Caterpillar T r a c t o r Company in 
Peoria, 111. 
; ' 


The d r a f t w a s suspended 
a t 
the end of D e c e m b e r 
and 
t h e 
all-Volunteer .system is to begin 
on July 1. 


"As 
I 
l e a v e 
I 
a m 
v e r y 
sensitive t h a t 
some are 
r e a c t - 
ing to m y 
d e p a r t u r e 
and 
the 


adversaries 
(of 
the 
draft-free 
military) a r e bolder and 
m o r e 
frequent 
in 
their 
acts 
of 
sabotage agai'nst the 
system,"; 
he said. 


Keilley 
did 
not 
n a m e 
a n y 
particular opponents and 
m a d e 
n o 
blanket 
condemnations 
of 
military or civilian ¡officials in 
the Pentagon,' 
' v ' " 


" I 
found 
m o r e 
cooperation 
t h a n . resistance, 
b u t «icertainl$' 
enough 
r e s i s t a n c e 
that 
its 
d a n g e r 
signal 
to 
m y 
succes- 
s o r , " he said. 
^ 


NAMES IN THE NEWS 


reak-ln 
trauss 


PENN-MAYFLOWER * 


WORLD-WIDE 
MOVING 


DEPENDABLE 
STORAGE 


CALL FOR FREE ESTIMATE 


$on»o Ano . 
1610 Penn Way . . . . . . . . . 
542-7233 


Anaheim 
2309 Via Burton 
526-8358 


Garden Grove . . , . , . . 7S72 Anthony Prive . . . . . . . " 893-8591 
Newport Area 
Fullerton 
Huntington Beach 


542-7233 
526-8358 
893-8591 
1 


,. 
"Serving 
Orange 
County 
for 50 
Years" 


'' 
Democratic National Chairman Robert Strauss said 
Sunday the' FBI Has started a n investigation to see if 
there is a n y link between the break-in a t his home in 
Dallas last ..year arid the Watergate scheme. Strauss, 
In Stateline, Nev., to attend the National 
Governors 
•Conference, told newsmen his home Was broken into 
by . what appeared to be professionals shortly before 
the Democratic convention last July. He said his home 
was "rifled" but'no money, jewelry, furniture or silver- 
w a r e was taken. 


Juan D. Peron announced through a spokesman Sun- 
d a y 
he will 
end 
18 years 
in exile from 
Argentina 
June 21 and return to his homeland, where his follow- 
ers ^control the government for the first time since his 
ouster as president in 1955. 
It was also 
announced 
Argentina's 
new 
Percnisf 
president, 
Hector 
J. 
Cam- 
pora, would fly to M a d r i d to accompany Peron home. 


. 
" 
" 
* 
• 
' 
• 
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Fulfilling 
a 
pledge m a d e 
by her late husband 
to 
speak at the 
University of 
Virginia 
commencement, 
Lady Bird Jqhnson Sunday stressed individual action 
and faith in the future as the keys to happiness in later 
life. -"A 
cleaner 
neighborhood 
begins at 
your 
own 
door-," she said. "A better government begins with your 
ovVn vote. I don't believe talk of a new doomsday des- 
i.y," she said. 


FROZEN ORANGE 


JUICE 


Scotch Treat Concentrate 


POTATO 
CHIPS 


" 
Party P r i d e — T w i n Pack 


fc 
-fAti : 


M o t a t o c W ç s j 


10-oz. I 
Pkg. 


MRS. WRIGHT' 


CAKE MIXES 


SUPER SOFT 
BREAD 


M r s . W r i g h t ' s — A G r e a t Buy! 


16-oz. 
Loaf 


TOWN HOUSE 


PEAS or CORN 


h ' •*' 
" 


Layer—For Delicious Cakes 


HAPPINESS IS..*SAf EWAY FRESH PRODUCE 


ANAS 


Fancy Quality 
Firm & Golden Ripe 


Large Size—ideal For 
Slicing Into Salads 


SODA 


CRÄC9CÜS 
i 


i n 
a s 


Molrose — Fresh Salted 


i f t . 
U 1-lb. 


r 
i 
® 
le. 
« 
u i 
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Look for these tags. 
They mark temporary 
extra savings all over 
the store. Stock up! 


Prices Effective June 4 , 5 , 6 , 1 9 7 3 in Los Angeles & O r a n g e C o u n t y ( Except C a t a l i n a ) 


T h e 
REGISTER 
M o n d a y , 
J u n ® 4 , 
T 9 7 3 


Be careful! This is the seqson for most people's first 
venture of the year out into the sun, and it is all too 
easy to bum your soft and tender, lily-white skin to a 
well-known, lobster-red crisp! Take Carel 


. That extra measure, of 
protection against blistering 
and peeling and PAIN is our 
Vitamin E Oil. 
W e carry a huge selec- 
tion of outstanding sun- 
tanning lotions a n d ; 
oils, for every type of 
skin, to use when 


you are outside in the sun. 


However, when 
you come inside out 
of the sun, that's 
when you want 
to really 
Saturate 
your 


^ 
s^in 


•(all over your whole body) with VITAMIN E OIL. 


Use it lavishly! 
You'll 
love 
it! 


THE ORIGINAL ALL NATURAL 


* * VITAMIN E OIL * 
* 


FOR SOFT, TOUCHABLE SKIN! 
IN-SYMPATIIY-WITH-SUNBURN-SPECIA LS: 


1 oz. (reg. $3.95). 
Summer-Vacation-Special 
$2.95 


2oz.(reg. $5.95y 
...Sunburned-Shoulders-Special 
S4.50 
4 oz. (reg. $10.95) Sunburned Front & Back Special 87.95 
8 oz. (reg. $20.95) 


Rub-It-All-Over-Your-Whole-Body-Special $14.50 
i6 oz. (reg. $39.95) 
Group-Pain, Sunburn-Special $25.00 


WITH THIS COUPON 


M A G N E S I U M 
2 5 0 
n i g . 


Magnesium Oxide from Sea Water. 


100 tabs. (reg. 95c) 
.LIGHT-WEIGHT-PRICE 
69c 


250 tabs. (reg. 2.15) 
.. .SHINY-BRIGHT-SPECIAL 1.69 


500 tabs. (reg. 3.95) 
SUPER-SPECIAL 2.99 


1000 tabs. (reg. 7.50) 
FAMILY-SIZE-SPECIAL 5.69 


WITH THIS COUPON 


; 
V I T A M I N 
E 
1 0 0 ; I . U . 
, 


Natural d-alpha tocopherol. Your choice:Capsules ' 
or Tablets,- straight d-alpha or mixed tocopherols. 
100 Vit. E (reg. 2.50) .IRRESISTABLE-SPECIAL 
1.59 
250 Vit. E (reg. 
5.95)....GET-IT-NOW-SPECIAL 
3.59 
500 Vit. E (reg. 10.95) STOCK-UP-FOR-SUMMER 
6.99 
1000 Vit E (reg. 20.95).. .AU-In-The-Family-Special 12.99 


WITH THIS COUPON 


Bring us any other Local, Legitimate, Current Health-Food 
Storo Advertisement, and we gladly honor their specials, too. 


VITAMIN E 400 I.U. 
1 0 0 % 
P U R E , 
A L L - N A T U R A L 


Y o u r C h o i c e : 
Either straight d-alpha tocopherol, 
or m i x e d tocopherols 
(E-Complex) 
100 Capsules (reg. $ 6.95) ......Fantastic Special 
4.50 


250 Capsules (reg. $15.95) 
Such A Deal 
9.95 


500 Capsules (reg. $30.95) 
So Good. So Good 18.95 


1000 Capsules (reg. $59.95) 
Big Time User 36.95 


WITH THIS COUPON 
DARE 
TO 
COMPARE! 


: r 
for DADS 
& 
GRADS 


. c 
Give a VITAMIN VILLAGE 
Gift 
Certificate 


•c 
T h e N A T U R A E G I F T 


Remember: W e feature JUICERS, for juicing 
delicious, fresh fruits & vegetables, BLENDERS, 
SPROUTERS, The WORLD'S FINEST STAIN- 
LESS-STEEL COOKWARE, 
and 
many 
other 
kinds of appliances. Also, cosmetics for men & 
women, books, posters, and the best natural 
foods and vitamins you can buy. 


Dad—or that grad—will find many, many 
wonderful items he'll want to buy for himself, 
so get him a VITAMIN VILLAGE 


Gift 
Certificate 


S * * * * * * * * * * * * * * * * * * * * * * * * * * * * 
CALCIUM-LACTATE 


" M I L K - C A L C I U M " 


10 G R A I N T A B L E T S — P H O S P H O R U S 
F R E E 


100 Tablets (reg. 95c) 
Really-Smooth-Special 
69c 


250 Tablets (reg. $2.15) 
Big, Big-Deal 1.69 


500 Tablets (reg. $3.95) 
So-Good. So-Good 2.99 


1000 Tablets (rex- $7.50) 
....Family-Size-Special 
5.69 


WITH THIS COUPON 


DELICIOUS—NATURAL 
ORANGE 


J- 
>• 


J- 
J- 
a- 
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J- 
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V I T A M I N 
C 
2 5 0 
i n g . 


Sugar-Free. Great f o r the whole family. 


100 wafers (reg. 
1.95) 
Delicious-Special 1.19 


250 wafers (reg. 
4.50) 
Natural-Orange-Special 2.69 


500 wafers (reg. 
8.50) 
Easy-To-Take-Special 5.29 


1000 wafers (reg. 15.95) 
Family-Size-Special 9.99 


WITH THIS COUPON 


VITAMIN C POWDER 


5 , 0 0 0 « i g . p e r t e a a p o o n f u l 


The most economical and potent way to use Vitamin C. 
This C Powder-is the Real Thing! 100% Pure & Uncut. 
Completely in its Natural State. 


1 oz. (120 grams) (rog. $2.95) .. .Play-It-Safr-Special 2.29 
8 oz. (240 grams) (reg. $5.50) .Better-Tlian-Anytliing 3.95 


WITH THIS COUPON 


R O S E 
H I P S 
VITAMIN C 500 mg. 


100 Tablets (reg. $ 1.95) 
Fantastic-Special 
1.39 


250 Tablets (reg. « 4.50) 
Summer-Special 
2.99 


500 Tablets (reg. $ 8.50) 
All-In-Tlie-Familv 
5.69 


1000 Tablets (reg. $15.95) 
So-Good, So-Good 10.99 


WITH THIS COUPON 


DARE 
TO 
COMPARE! 


LECITHIN SUPER-CAPS 


Each 19 grain capsule supplies 1200 mg. of natural 
soy bean lecithin, r natural fat-emi'lsifier. 
NOTE: Pronunciation k'ey: Lecithin scunds like 
"Less-ih-thin," as in "LESS fat makes you THIN." 
100 Capsules (reg. S 1.05) .. .Rrally-Skinny-Spmal 
1.39 


250 Capsules (reg. $ 1.50) 
No-Fat-Here-Special 
2.99 


500 Capsules (reg. S 3.50) 
Hikini-Size-Special 
5.69 


1000 Capsules (reg. $15.95) .. .Looking-Good-Special 10.99 
WITH THIS COUPON 


ALL SPECIALS IN THIS AD WILL BE IN 
EFFECT 
THROUGH SATURDAY. June 9th, 1973. l'lcase bring 
in this ad for the "Coupon Specials." 


VITAMIN VILLAGE 


ANAHEIM 
ORANGE 
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1010 N. Euclid 
(Cornar Sue lid and 


732 N. Tustin Ava. 
(betwten Chapman and 
Katcllat 
Ph. ( 7 1 4 | 639-2582 
9:30 A.M.-6 P.M. 
Friday 'til 8 P.M. 
C l o s r d 
S u n d a y * 


¥ 


li •• 


R E G G I E S E Z : 
rum off 
lights not in use 


S a v e e l e c t r i c i t y 


OVERWEIGHT f 


56 lb. LOSS 


A I O 
The REGISTER 
Monday, June 4, 1973 


40 DAYS 


UNDER MEDICAL 
SUPERVISION 


AT THE 


OMEGA 
CLIN 


(This RECORD A n d M A N Y 


O T H E R S A V A I L A B L E On R E Q U E S T ) 


HOURS: 9 TO 7 


WV HOMOS 


SANK 
« M I W O U D 
root 


I 
"j";"j 


MON. TUES. & WED. JUNE 4th, 5fh, 6th 


m 


Santa 
mart 


Westminster K-mart 15440 
e Quantities 


1400 Edingei 


Beach 


III : w ¡ 
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' ' l i ' 


2 ^ / j S M O W I RS 
> 
! l O W 


WEATHER AHEAD — 
Rain is forecast today for the 
northern Dakotas while showers and thundershowers 
are 
expected 
from 
central 
Texas 
northeastward 
through the middle Mississippi Valley and the Ohio- 
Tennessee 
Valley 
to 
New 
England. 
Fair 
to 
partly 
cloudy weather will prevail 
elsewhere. 


State Weather Forecasts 


SANTA ANA 
ANAHEIM 


13922 TUSTINAVF. 1664 W. B D W Y . 


547-6329 
778-4841 


Fullerton - LoHabra. 
COSTA MESA 
750 W . La Hab™ BlvdJ 


' ^ N e w p o r t 
( 2 1 3 ) 6 9 7 - 1 7 9 1 


046-1633 
(714)870-9347 


If y o u r 
b i r t h d a y 
or 
a n - 


n i v e r s a r y 
t a k e s 
p l a c e 


before J u n e 2 0 , w e will 


g i v e 
y o u 
a 
4 - c o u r s e 


b a n q u e t , 
a 
c e l e b r a t i o n 


c a k e 
a n d 
a 
p r e s e n t 


c o m p l e t e l y 
f r e e 
o f 


c h a r g e , 
at 
1 5 2 0 
A . D . , 


the E n g l i s h T h e a t r e 
R e - 


staurant y o u ' v e s e e n 
in 


T i m e 
M a g a z i n e 
a n d 
T V 


N e w s . 


Call L a d y 
J a n e t 


8 2 6 - 3 3 6 0 


By United Press International 
S o u t h e r n California: Fair 
through Tuesday with the ex- 
ception of low clouds during the 
night and early morning hours 
over the coastal 
s e c t i o n s . 
Warmer days. 


Southern California mountain 
areas: 
Fair 
through 
Tuesday 
but low clouds and fog along the 
coastal slopes Monday morning. 
Warmer days. Highs Monday 68 
to 75 and Tuesday 74 to 80. 
Overnight lows 42 to 52. 


Men's Pants 
3V2-HP Self-propelled 


>88 


FUEL SAVER 
A 747 consumes 25 to 30 per 
cent less fuel per passenger 
than 
a 
707, 
according 
to 
Boeing operations analysts. 


Men's polyester pants with 
- K w r 


n f f i ; 
' M a " y c o l o r s a n d 
£, U l S,r, 2" 
SVyaih- RecoiTstarting, front wheel chain drive, 
most sizes. 
Throttle and drive control mounted on handle. 


o money-saving volumes 
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Meat-stretching 
and meatless recipes...easy to pre- 
pare, easy on the budget! 


Here are hundreds of delicious, easy-to-fix 
recipes . . . meat-stretching and meatless one- 
dish meals . . . buffet dinners . . . elegant party 
entrees. There are savory suggestions for using 
leftovers . . . menu ideas . . . freezing tips! 


Famous all-purpose 
guide covers hundreds of projects 
in complete detail! 


384 p a g e s . . . 1,300 how-to-do-it photos covering 
every kind of home repair and remodeling, from 
faucet fixing to wiring. Whether you're a beginner 
or expert, home owner or apartment dweller, this 
famous guide saves time, tempers and money. 


OPEN 
OR TRANSFER 
A SAVINGS 
ACCOUNT 
when you come 
in ior your free book. 
Your 
money 
begins 
earning 
interest 
the same day you open your account, 
and you'll 
find many 
valu- 
able free services. 
BRING 
YOUR PASSBOOK. 
We can transfer 
funds from any bank or 
savings 
institution 
for you, simply 
and easily. 
No bother 
to you . . . no embarrassment. 
Just bring 
your 
passbook 
along when you come, and we'll handle 
all the 
details. 


V 
current rale per year 
Passbook Accounts 
$5 minimum 
Annual Yield - 5.1.V/. « 


BRING THIS AD 
WITH YOU WHEN 
YOU COME IN 


one to a family, 
while supplies 
last... 
adults only, 
please. 


5V4 


% 


per year 


H rvtonlh Bonus Account« 
$100 minimum 
Annual Yield - 5.39% • 


3/ % 


F l D E U Y Y 


per yenr 
1 loJO years Certificale Account» 
SI,000 minimum 
_ Annual Yield - 5.92% * 
• 


6 


% 


S A V I N G S 
A N D 
L O A N 
A S S O C l A T i O N 


per year 


2 lo 10 years Certificate Accounts 
$5,000 minimum 
Annual Yield — 6.18% * 


• Inlerest compounded doily and left 
in account (or on® year. 


S A N T A A N A - O R A N G E 


2700 N. Main St., 92701 • Telephone 547-9605 


F U L L E R T O N 


225 E. Commonwealth, 92632 • Telephone 879-7440 


S T A N T O N - G A R D E N GROVE 


12000 Beach Blvd., 90680 • Telephone 530-2668 


M A I N OFFICE: Glendale OTHER OFFICES: Bellflower. Long Beach, San Pedro, Sherman Oaks, Van Nuy3 


There 
Is a dollar 
and sense 
difference 
FIDELITY F E D E R A L There is a dollar 
and sense 
difference 


TANK TOPS 


$ 
^ 
3 
3 


.Men's terry cloth'tank tops in 
s t r i p e s 
o r 
s o l i d s . 
Sizes 
S-M-L-XL 


Spray'n Vac 


New 
noserub 
rug 
cleaner. 
Dries in one hour 
num. 24 OZ. 


froiiii^' board cover with tuf- Plastic 
desk-File 
organizer 


then vac- 
Ladies hi-rise panty-hose in 
flex pad and silicone cover 54'' 
has vols for letter; pouch fof 
S-M-MT-T 3 colors. 
in length. Buy now. Save! 
pencils. 
- 


h 
r 
- 
^ 
- 
— 
7 
. 
- 
V 


Kodak 
• 
W ^ T T . ^ - 


fiocket 
! r'."''p',M„',n.,,,"1""""1 


nstámatie 


Cassette Recorder 


reg. $52.93 Top quality solid 
state recorder 
with 
built-in 
microphone, push button con- 
trols. batteries included. 


SANTA ANA 
ONLY 


ELECTRIC SHAVER 
$ 
POCKET 20 


Remington 
M a r k 
11 J. 
Six 


Inslamalic camera is only 1" thick, but takes big, sharp 
sharp shaving tracks for a 
3'.Z"X4,..2" pictures. 
comfortable shave. 


PILLOWS 
FINISHED DRESSER 


88 


Flowered throw pillows to arid 
J:- drawer dresser with beautiful salem maple finish. Just say 
accent and color lo any room. 
. 
Charge 
it! 


TAPE DECK 


$ 4 9 6® 


Keniote control 
microphone, 
sound monitor system, slide; 
control 
volume & tone has- 
AM, FM radio 


Ä 5 


A- : 
»s:- 


" 4P ;,->', 
•4 
§f\ i; 


J 1 


Í 
K 


SLIPPERS 
„ „ 
„ 
. 
, r 
A 
1 
4 Pc. Redwood Set 


s2°° 
4999 


Women's vinyl slipper with 
^ t S t ¿8? 


wed^e yel, cork, white and 
Handsome and comfortable! Two chairs with pads. 
Hold. 
chaise lounge with pad and coffee table 


(i ol- 
one 
spray 
fertili 


SPRAYER 


$ | 77 


15 gallon 
hose 
and 
er. for weed killer or 
/.er 


SANTA ANA And WEST! VilN! >TER 
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lOOO's OF ROLLS ON DISPLAY 
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KODEL POLYESTER 
PILE 
REG- $5-95 
$ ^ 9 7 
SHAG 


SQ. 
YD. 


TEXTURED NYLON 


REG. $ 4 . 9 7 
$ 2 9 7 
PILE 
CARPETING 


S Q . 
YD. 


PATTERNED NYLON 


f 
| 
| 
| 
J 
i 
REG. $8.95 


M A b 
$C88 


BEAUTIFUL KITCHEN 


REG. $5.95 


NYLON PILE $097 


I l 
• à l t f 
MB 
M 
P 
Ä 


MULTI-COLORED 


SQ. 
YD. 


MANY PATTERNS, 
MANY COLORS 


SQ. 
YD. 


SHOP AT HOME AND SAVE. . . 


CUSTOM THICK 
NYLON STAND UP 
REG. $12.95 
COMMERCIAL CADON NYLON 
PILE MULTI-COLORED k M . » 


SAXONY TEXTURED 


- N Y L O N « » « * 


S H A G 
7I 8|tweed $5?7|shag $ 3 ? 7 


HEAVY LEVEL LOOP 
MULTI-COLORED 
COMMERCIAL 
NYLON 
PILE 
CARPETING 


REG. $6.95 


TRADITIONAL LEVEL 
LOOP PILE 
K O D E L 
POLYESTER 


REG. $9.95 


DÀCRON POLYESTER PILE 


THE 
NEWEST 
IN 
MULTI-DYED 
DENSE 1 EE iJSI.PATTERNED SHAG FOUR 
S A v O N Y 
B INCH KNOTTED FRINGE 


»0. ».w I NYLON SHAG REG. $14.95 
MOHAWK Shag 


THICK NYLON PILE 
• CONTRACT 


c u A f * 
reg-$s-"HVELVET 
SH G $3'7Iplush $4?7|SHAG *1 V|pi.USH$10?CeGA 
$ 2 9 ? 5 


REG. $69.95 


CONTRACT HI-LO 
POPCORN 
TEXTURED 


REG. $2.95 
REG. $5.95 


TONE-ON-TONE LOW CUT 
NYLON 


N Y L O N * 1 ? 7ISHAG *3?7 


SUPER CUSTOM THICK 
POLYESTER 
STAND-UP 
S H A G 


REG. »15.95 


THE NEWEST IN HIGH STYLED 
MULTI-COLORED STAND UP 
NYLON PATTERNED 
R E G. $14.95 


CUSTOM THICK ACRILAN 
ACRYLIC 


SHAG$10?7|FFH 


REG. $11.95 


THE NEWEST IN CONTEMPORARY 
CARVED THREE LEVEL 


REG. $11.95 
TEXTURED 


CONTEMPORARY 
ETCHED 
TONE-ON- 
ITONE SAXONY 
FINISHED NYLON 
REG. $12.95 
NYLON 
HEAT SET 


REG. $4.95 


MULTI-COLORED DENSE 
LOW PROFILE 


N Y L O N $ 8 ! 7 S H A G 
* 8 P 
S H A G 


^ 4 7 | N Y L O N 


REG. $10.97 


SQ. 
YD. 


THE NEWEST IN CUSTOM THICK 
_ 
m ' - " ® ~ • - 
— w w . . . 
— - 


ROPE TWISTED STAND UP 
$ 
g 
REG. $6.95 
• 
REG. $3.97 | 
| 
) 
l 
REG. $34.95 


c u n r $ 1 1 9 7 I T U R F 
$A97|CARPET 
A 7 4 • £ ! £ ? $ 1 
A M 
S n A l j ^ 
| 
| 
a 
| 5 C 0 L 0 R S 
f S 
j 
MANY COLONS S 7 / ! i 1 <.- 
8 ®f 


ARTIFICIAL 
INDOOR OUTDOOR 
I NYLON ROOM SIZE 


LOCATED ON SANTA ANA FRWY. BETWEEN VALLEY VIEW & ARTESIA EXITS 
14500 FIRESTONE BLVD., LA MIRADA PHONE (213)921-8529 (714) 522-6321 
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Doctor 
Says 


By Lawrence E. Lamb, M.D. 


Dear Dr. Lamb—Your series 
on low blood sugar was great. 
Your suggestion about adding 
roughage to the meals was un- 
known to me but seems to be a 
l'eal help. 


Sometime when you're dis- 
cussing it I wish you would 
consider the fact that some of 
these people with low blood sug- 
ar have a genuine intolerance 
for certain protein foods espe- 
cially. Not all but some. Do you 
find this to be true and is it 
related to the general picture or 
just a second complicating con- 
dition that one sees at times 
with the hypoglycemia? The in- 
tolerances are usually multiple 
and include milk, cereals, leg- 
umes, etc. 


Dear 
Reader—I 
receive 
number of good letters from 
doctors, such as yourself. They 
contain important public infor- 
mation. I hope to include such 
information from other doctors 
when possible. 


It's certainly true that some 
of the people who suffer from 
low blood sugar attacks do not 
tolerate other foods well. Many 
of these people have multiple 
problems in absorption from the 
digestive tract. This can affect 
milk tolerance, particularly, if 
they have trouble splitting and 
absorbing the double milk sugar 
lactose. It might be difficult to 
establish that this was due to 
the proteins in some of the 
foods or whether they were as- 
sociated with other elements 
that are common in certain 
protein foods such as the milk 
sugar in milk. It is also true 
that some people don't tolerate 
soybean and soybean products 
well and find them to be gas 
formers. 


Some individuals who have 
low blood sugar also have stom- 
ach acidity with their attacks 
and generalized digestive com- 
plaints. As an initial approach, 
eliminating sweets, and in se- 
vere cases eliminating milk and 
cereals 
(both 
of 
which 
are 
s o m e t i m e s troublesome in 
terms of absorption and diges- 
tion) and sticking to lean meats, 
poultry, fish, and natural vege- 
tables with plenty of roughage 
is helpful. After the problem 
has been controlled, by individ- 
ual experimentation 
one can 
find what foods are best tolerat- 
ed. Some individuals who do not 
tolerate cereals may have some 
intolerance to the gluten protein 
common in all cereals except 
rice and corn. 


Dear Dr. Lamb—I'm a 16- 
year-old female and have sy- 
philis. I'm having treatment, 
and also started work at a V.D. 
clinic. The reason I'm writing is 
because there are hundreds of 
people who have V.D. and don't 
know it. I would like to say if 
you think you might have V.D. 
go to your doctor, or better, go 
to a V.D. clinic, there are a lot 
of them. V e n e r e a l disease 
doesn't just get teens. V.D. 
doesn't play favorites. V.D. can 
infect at any age. The youngest 
person in our clinic was 11 and 
the oldest was 53. I read an 
article 
about an 80-year-old 
man who got syphilis. If you're 
over 30 don't think you can't get 
V.D., because you can. 


Please print this letter be- 
cause I want everybody to know 
about this disease. 


Dear Reader—Thank you for 
trying to help other 
people. 
You're absolutely right V.D. 
does not play favorites in terms 
of 
age, 
religion, 
sex, 
race, 
wealth or social position. Hav- 
ing intimate relations with oth- 
ers, regardless of their social 
standing or other aspects, rais- 
es the possibility of venereal 
disease, unless both partners 
are free of disease and are not 
engaging in activities with any- 
one else. I also agree with your 
recommendation 
that 
anyone 
who has any reason to think 
they might have venereal dis- 
ease should seek an examina- 
tion from 
a V.D. clinic or 
through 
the 
county 
or 
city 
health office. 
(Newspaper Enterprise Assn.) 


Send your questions to Dr. 
Lamb, in care of this newspa- 
per, P.O. Box 1551, Radio City 
Station, New York, N.Y. 10019. 
For a copy of Dr. Lamb's new 
booklet on diverticulosis, send 
SO cents to the same address 
and 
ask 
for 
"Diverticulosis" 
booklet. 


If your birthday or an- 
niversary 
takes 
place 
before June 20, we will 
give 
you 
a 
4-course 
banquet, a celebration 
cake 
and 
a 
present 
completely 
free 
of 
charge, at 1520 A.D. 
the English Theatre Re- 
staurant you've seen in 
Time Magazine and TV 
News. 


Call Lady Janet 
826-3360 


NOW IN PROGRESS 
MAY CO'S FIFTIETH 
ANNIVERSARY 


SHOP MONDAY TO FRIDAY 10:00 TO 9:30 • SUNDAYS NOON TO 5 - Saturdays io to (> 


may co buena park, la palma at dale, 827-4000 » may co so. coast plaza, san diego fwy. at bristol, costa mesa, 546-93?! 


k 


Anaheim Church Plans Dinner 


Q7jda ¿dean, GLdilor 
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Dickens Descendant 
Carries On Literary 
Tradition Of Family 


( R o q l s t o r P h o t o ) 


GRECIAN HOLIDAY—Ernest 
Chiacos adjusts a poster 
of Greece as his wife, center, and Mrs. Thomas J. Roper, 
Jr. share a pictorial essay of that country. The interest 
in Greece is all due to St. John the Baptist Greek Orth- 
odox Church of Anaheim's annual building fund bene- 
fit dinner dance. First prize of the evening is a round 
trip for two to Athens. The event, which takes place 


Saturday, June 9, at 7 p.m. in the Magnolia Room of 
the Disneyland Hotel, also features as door prizes trips 
to Acapulco and Hawaii. Entertainment for the evening 
will be provided 
by the Dan Greeban Trio and the 
Hellenic Sounds. Additional 
information 
may be ob- 
tained by calling Chiacos, Tustin or the church 
office. 


THE SLIM 
GOURMET 


Tempt Vegetable Haters 
ers 


Byy BARBARA GIBBONS 


Got a family of vegetable-haters? 
Perhaps you just haven't found the 
right vegetable. Or the right way to 
cook it. 


Peppers, for example. For some rea- 
son kids and men just don't seem to 
think of peppers as vegetables. The 
husband or tyke who turns thumbs 
down or nose up at parsnips and 
spinach will munch happily on green 
pepper...particularly if it's raw. 


How about cooked pepper? 
Why not borrow a page from Orien- 
tal or Italian cuisine? After all, every- 
body loves Chinese and Italian food! 


With both the Oriental and Italian 
chef, the preferred procedure with 
green peppers is to fry them...howev- 
er, that doesn't rule it out in our book. 
With a nonstick skillet and our Slim 
Gourmet technique you can prepare 
enough Italian or Oriental fried pep- 
pers to serve four—with only one tea- 
spoon of oil! That's only a few drops 


On The 
Homefront 


per person! No wonder these pepper 
dishes are so much lower in calories 
than most mushy, mashed vegetables" 
ladled with butter. 


The preferred pepper for these dish- 
es is the small, light-green Italian 
"frying pepper," rather than the dark- 
green bell pepper...although you can 
use either type. 


SERVE CHICKEN 
For a main course with either dish, 
why not serve calorie-wise broiled 
chicken breasts. If you're preparing 
the Oriental-style peppers, baste your 
chicken with soy sauce. For Italian- 
style chicken, baste it with bottled 
low-calorie Italian salad dressing and 
sprinkle lightly with grated Parmesan 
cheese. Either way, an appealing meal 
that doesn't seem "dietetic." 


ORIENTAL FRIED 
PEPPERS AND ONIONS 
5 sweet green frying peppers (or 3 
small bell peppers) 
1 very large onion (or 2 small) 


2 tablespoons soy sauce 
1 tablespoon water 
1 teaspoon salad oil 
Slice the tops from the peppers. Cut 
in narrow lengthwise strips, removing 
the inner pulp and seeds. Peel and 
slice the onion and break into rings. 
Combine all ingredients in a nonstick 
covered 
skillet over medium 
heat. 
Cook, covered, two minutes. Uncover 
and continue cooking, stirring fre- 
quently with a wooden spoon, until 
moisture evaporates and 
vegetables 
just begin to brown slightly in remain- 
ing oil. Don't overcook; onions and 
peppers should remain firm and crun- 
chy. Serves four, 36 calories each. 


LOW CALORIE ITALIAN 
FRIED PEPPERS 
5 sweet green frying peppers (or 
3 small bell peppers) 


sea- 


1 medium onion 
2 cloves of garlic, minced 
2 tablespoons dry red wine 
1 tablespoon water 


- 1 teaspoon salad oil 
,'Vz teaspoon oregano or Italian 
Soning 
Salt and pepper 
Prepare peppers and onions as in 
previous recipe. Combine all ingredi- 
ents in a covered skillet. Cook as in 
previous recipe. Serves four, 33 calo- 
ries each. 


(For more low-calorie Italian recipes 
and diet tips send a stamped, self-ad- 
dressed envelope and 25 cents to SLIM 
GOURMET ITALIAN RECIPES, 
in 
care of The Register.* 


Copyright, 1973, by 
UNITED Feature Syndicate, Inc.) 


By KRISTI WITKER 
Women's News Service 


NEW YORK (WNS) - In this day of 
broken traditions it's always refresh- 
ing to see one perpetuated, and Mary 
Danby, a great-great-granddaughter of 
Charles Dickens is doing just that with 
the publication of her first novel, "A 
Single Girl" 


"When we were children we were 
never allowed to forget our family's 
literary background," says the pretty 
long-haired brunette in her lilting Eng- 
lish accent. Mary, who was born and 
raised in the London suburb of Wim- 
bledon, vivdly remembers the famous 
Dickens desk which her grandparents 
(Mary's 
grandfather 
was 
Charles 
Dickens' grandson) kept in their Eng- 
lish home. 


"It was set off by itself in a corner 
with a dressing gown pulled across the 
chair seat to keep us away — rather 
like a museum — but of course that 
didn't stop us. I used to climb up on 
the chair and sit there with my arms 
folded on the desk, feet dangling well 
above the floor, waiting for inspiration. 
Unfortunately 
none 
came 
at 
that 
time!" 


Mary was also reminded of Dickens 
by the existence of the Dickens Fellow- 
ship — "largely composed of nice old 
ladies who meet periodically and give 
toasts to the immortal memory — and 
there's also the Dickens Museum. So 
you see, in England, it's rather hard 
for us to forget him." 


But it wasn't Charles Dickens who 
first inspired Mary, now thirty-two, to 
write. It was her aunt, Monica Dick- 
ens, who had once worked as a cook in 
some of the wealthiest homes in Lon- 
don. Monica had talked with a book 
publisher, hoping to sell him an idea 
for a cookbook based on recipes she 
served in those estates, but instead, 
the publisher had convinced her to 
write about something far tastier than 
the food - the people themselves and 
their private lives. 


"In three weeks Aunt Monica wrote 
down everything she could remember 
in some Woolworth's note pads," Mary 
recalls, "and the p u b l i s h e r 
was 
thrilled." The book that resulted, One 
Pair of Hands, became a best seller. 


One evening, four years ago, Mary 
happened to join her aunt and the 
publisher for dinner, during which she 
told him about some of her more 
peculiar jobs. The next day the pub- 
lisher asked Mary for lunch. "I want 
you to write a book," he said. So she 
did. 


In her collection of jobs Mary could 
not rival her great-great-grandfather 
in employment discomfort (Dickens 


Art Of Meditation Aids' 
Novice Women Relaxers 


By JOAN COLBY 
Copley News Scrvice 


Recently we began attending a series 
of lectures on the Art of Meditation. 
Meditation is not only an "in" activity 
(or nonactivity) we were told, but is 
also good for you; It helps you relax. 


It also can enable you to experience 
life-changing mystical revelations, but, 
on the whole I would be satisfied with 
learning to relax even though our son 
and three friends are engaged in an 
indoor 
football 
contest 
while 
our 
daughters and ten cohorts practice 
song and dance routines for the 6th 
grade variety show. 


The lecture audience was composed 
both of people who wanted to learn 
relaxing and people who wanted to 
have the Secrets of the Universe re- 
vealed. 


The hopeful relaxers were mainly 
female, with tension lines engraved on 
their foreheads by the rigors of home- 
making and gracious living. The Uni- 
versal Secret seekers were 
mostly 
young, hirsute, and either well on their 
way to enlightenment or stoned. 


Luckily, we did not have to assume 
the Lotus position in order to begin. 
The one time I managed to achieve the 
Lotus position, 
I could never 
get 
around to emptying my mind, because 
of the distracting cramp in my left 
thigh, not to mention my dislocated 
right knee. 


Instead, we were told to merely 
relax by a lady with obvious hypnotic 
powers. I got so fantastically relaxed, I 
came home and dropped off to sleep 


right in the middle of the TV thriller of 
the season, which necessitated a fran- 
tic call to my neighbor the next morn- 
ing to learn the spine-chilling conclu- 
sion. 


Regardless, hoping to recapture that 
pleasant sensation of total relaxation, I 
decided to do some meditation home- 
work. 


Turning off "Beat the Clock" and 
sending my children out to play, I 
arranged myself in a comfortable pos- 
ture and looked around for an aesthetic 
object on which to meditate. 


I eliminated Three's finger paintings 
and a wall plaque that proclaims my 
home is "clean enough to be healthy, 
dirty enough to be happy" which al- 
ways arouses my guilty feeling that 
while the first part is an overstate- 
ment, the second part is only skirting 
the awful truth. 


Finally, I selected a cypress knee as 
being an object graceful and natural 
enough to contemplate. 


However, what seemed easy in a 
room full of shut-eyed 
meditators, 
steered by that mesmeric voice, was a 
lot tougher in my own family room 
with the cat circling me in fascination 
and my children peering through the 
window, laughing and pointing. 


Though I tried like mad to be serene, 
focusing on how heavy my hands were 
getting, and how vacant my mind was 
becoming, little thoughts kept flashing 
on my mental screen. Thoughts like, "I 
wonder if the potatoes are boiling 
over?" "Is it my turn to drive to Girl 
Scouts tonight?" and "Boy, is medita- 
tion boring!" 


( R e s i s t o r Photo) 


FUN NIGHT — Mrs. William 
Cessna, 
dean of chairmen of Midway City Wom- 
an's Club, will be in charge of the pro- 
gram 
featuring 
a variety of musical 
numbers 
at the 
po tluck-dinner 
and 
game night sponsored 
by the club at 
6 p.m. Friday, June o, in the clubhouse. 
Mrs. Henrietta Temple, amenities chair- 
man will be in charge of card games, 
while Mrs. Jumes Badgett, art chairman, 


will be in charge of decorations. 
Special 
guests to be honored will be members of 
the Evening Section, their husbands and 
invited prospective members. The event 
is open to all interested women. Mrs. IM- 
I erne Maxemu president 
may be con- 
tacted for further information. In a mu- 
sical mood are, from left, Mines. liagett, 
Cessna, and Temple. 


had worked as a drudge in a blacking 
factory), but she certainly outdid him 
in variety, having put in time as a bar 
maid, a film extra, a cook, a maid, a 
seller of fireworks, a saleswoman at an 
airforce base, an assistant television 
producer, and a secretary in a firm 
that made skins for skinless sausages. 


But her book isn't about those jobs, 
except indirectly. It is an entertaining 
story, set in London, about a single 
girl, Jane Carpenter, whose nearly 
perfect but extremely sheltered life is 
suddenly torn apart by the death of her 
American fiance in Vietnam. Suffering 
intense guilt that because of her con- 
ventional upbringing she had remained 
a virgin during her brief engagement, 
she tries to make up for it belatedly by 
throwing herself into a series of mean- 
ingless experiences including drugs, 
and unwanted pregnancy, and a near 
abortion, until she is ultimately forced 
to find her own set of standards in a 
balance between those of her strict 
childhood and our present permissive 
society. 


"Because the book is written in the 
first person, it's terribly hard for peo- 
ple to accept the fact that it's a novel, 
not an autobiography and that all those 
things haven't necessarily happened to 
me," says Mary. "When I meet people 
they 
constantly 
act 
surprised 
and 
all the sort of person who would have 
done THAT!" 


Because she had a fulltime job as an 
editor at one of London's largest pap- 
erback houses, as well as a number of 
freelance assignments, including the 
editing of several anthologies of horror 
stories ("Subtle horror" she explains) 
children's 
ghost 
stories, 
and 
joke 
books, Mary could only work on her 
novel on Sunday afternoons. 


"On Saturdays I used to do my 
shopping and work on my antholo- 
gies," she says, "and on Sunday morn- 
ings I would sleep late, but then, no 
matter where I was, I reserved that 
afternoon for writing. To make the 
time really count I used to work out 
Sunday's 
schedule 
ahead 
of 
time, 
usually on the tube going to work, and 
since I was usually late I fras able to 
get a seat." 


"Sometimes I just loved writing and 
felt it all worked, and sometimes I 
hated every moment," she goes on, 
"but I became terribly absorbed. When 
I was doing the part about my fiance's 
death, for instance, I had to imagine 
eve 17 detail of how I would feel, and I 
actually began to live the whole thing. 
Apparently I went around for days 
looking absolutely desolate with every- 
one worrying about me and asking 
each other what was wrong. It was the 
first time I'd ever been so involved in 
what I was writing. 


Mary had been doing some less 
involved writing, however, for a long 
time, since the age of six, in fact, when 
she used to exchange letters in rhyme 
and couplet with her grandmother (not 
herself 
a Dickens, but married 
to 
Dickens' grandson). 


"I became sort of the poet laureate 
of the family. Everyone got a birthday 
poem, about their age and whatever 
they'd been doing all year, and I 
always wrote a poem for important 
occasions. Actually, thinking back, I 
guess I wrote an awful lot of rubbish!" 


Now, with her first book just pub- 
lished in the United States and already 
a big success in London where it was 
printed in September, Mary is at work 
on her second novel. 


But she has to fit in among a number 
of other projects. With her mother, a 
secondary school teacher, she is writ- 
ing several books of puzzles and quizz- 
es, and "games for children to play in 
the car." Then there's London's BBC 
radio, where she often appears on a 
program "Listen with Mother," featur- 
ing stories for five-year olds. "I tell 
stories about a character I made up 
called Big Fat Rosie, and I do it with 
sound effects," she says. "I'll say 
something like 'and then Big Fat Rosia 
began to snore and it sounded like this 
—Cor-fyphooohhh...' The children love 
the sounds and they can say them over 
again with their mothers." Now BBC 
puts out a book at the same time as 
the program which has all the sounds 
written out. 


The program, like Mary's antholo- 
gies and books, has also bccome a big 
success. "1 guess I tend to do anything 
anyone asks me to do," she says, 
"because I'm terrified they won't ask 
me again." 


The youngest of four children, Mary 
describes her mother as "the brains of 
the family. She and 1 are the writers, 
one of my brothers is an organist, 
another works in an electronics firm, 
and the third is an inventor so the 
family is a good balance between the 
artistic and scientific. We can handle 
most things that come along." 
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Orange District Wins 
Awards At Convention 


Mrs. Vernon Cunningham of 
Rossmoor and immediate past 
state president of the Califor- 
nia Federation of 
Women's 
Clubs, was endorsed for the 
office of recording secretary 
for the General Federation of 
Women's 
Clubs, 
during 
the 
state convention held in San 
Francisco. 
' - A highlight of the convention 
was the annual awards lunch- 
eon, where Orange 
District 
received 19 awards for work 
done in the past year. 


Fourteen 
clubs in 
Orange 
District received 36 awards 
for their work in a variety of 
categories. Honored Clubs in- 
cluded 
Rossmoor 
Woman's 
Club, 10 awards; Yorba Linda 
Woman's Club, one, Fountain 
Valley Woman's Club, four; 
Tustin Area Woman's Club, 
nine; 
La 
Palma 
Woman's 
Club, two; Woman's Club of 
Cypress, three; Rancho Viejo 
Woman's Club, two; Woman's 
Club of Seal Beach, two; San 
Clemente Woman's Club, two, 


LOSE WEIGHT 
THIS WEEK 


Odrinex can help you become the trim 
slim person you want to be. Odrinex is 
a tiny tablet and easily swallowed. Con- 
tains no dangerous drugs. No starving. 
No special exercise. Get rid of excess 
fat and live longer. Odrinex has been 
used successfully by thousands all over 
the country for 14 years. Odrinex Plan 
costs $3.25 and the large economy size 
$5.25. You must lose ugly fat or your 
money will be refunded byyour druggist. 
No questions asked. Accept no sub- 
stitutes. Sold with this guarantee by: 
mmmmm 


and Woman's Club of Leisure 
World, Seal Beach, one. 


Other awards went to Mrs. 
La 
France 
Terrell, 
Junior 
Ebell Club of Anaheim, gener- 
al-junior 
coordinator 
c l u b 
award; second place for skits 
or. plays to Mrs. Gerald Wes- 
sler of Fountain Valley Wom- 
an's Club, second place for 
short stories to Mrs. R. J. 
Conroy of Rancho Viejo Wom- 
an's Club, and Second place 
for 
inspirationals 
to 
Mrs. 
Nona Keen Duffy of Woman's 
Club of Laguna Beach. 


Home Advisor 
To Conduct 
Food Lectures 


Dorothy Wenck, University 
of California home 
advisor, 
will present a series of lec- 
tures 
on 
"Stretching 
Your 
Food Dollar" beginning to- 
day 
at 7:30-9:30 p.m. 
The 
series w i l l 
be in the Ir- 
vine Elementary School, 14736 
SW 
Sand 
Canyon 
Avenue, 
East Irvine, and will be spon- 
sored by the Irvine Elementa- 
ry School PTA. 


Registration for the lectures 
will be made at the door. 
There is no charge. 


Lécture dates and topics in- 
clude today, Management As 
You Shop; June 11, Making 
the Most of Your Meat Dol- 
lar; June 18, Fruits and Vege- 
tables: The Vitamin Team; 
and June 25, Rounding Out 
the Menu (But Not You). 


? C u i U G x ' l 


IO 


HAIRCUTS 


] 
Just a trim 
$2.00 


A 
Restyle 
$2.50 


. 
Colors 
in- 
. O H . J 
stantly 
and 
Ifllt^Ku« 
s h a m p o o s 
k 
\J 
out whenever 
V 
you wish. $ 1 . 0 0 


Nationally Guaranteed Permanent Waves 


A choice of five to suit your individual needs, 
/ 
plus our fabulous new Natural Body Perm 
gg 


$6.95 — $19.95 


(Includes shampoo, set, plus written guarantee) 


SHAMPOO 
& SET 
$ 2 . 9 5 
Regular 


BLOW WAVING . . The natural 
look of now . . . and ours exclu- 
$ 6 . 9 5 


sively. Unique 3-step process. 


A 
FROSTING WITH 
mil 


/ 
SHEER DELIGHT 
/ 
Creme hair lightener 


' 
FROM 


$ 1 2 . 5 0 


ftHÜX fanci-tone 


One-process 
Roux 
Fanci-tone Touch-up 


FROM 
$ 4 . 0 0 


We Feature Edie Adams' 
Cosmctic.s 


C u t & C i r L 
NO APPOINTMENT NECESSARY 


1541 E. Kalella (next lo Sav-on) Orange 
1634 W. Kalella (in Albertson-Payloss Center) Anaheim 


633-4335 
530-1832 


HERE'S HOW •— The French Invented the 
cravat. But now bow ties are in and the 
big question: how to fie them. Study the 
diagram and 1. Start with end in left 
hand extending IV2 inches below that 
in right hand. 2. Cross longer end over 
shorter end and pass up through loop. 
3. Form front loop of bow by doubling 
up shorter end (hanging) and placing 


Puerto De Luz 
Auxiliary 
Plans Membership Lunch 


Puerto de Luz Auxiliary of 
Children's Home Society will 
hold its annual membership 
luncheon and installation of 
officers Saturday, June 8, at 
11:30 a.m. in the Community 
Room 
of 
Western 
Federal 
Savings and Loan, 2233 N. 
Tustin, Orange. 


Officers to be installed by 
Mrs. James Ackley, president 
of the Council of Auxiliaries, 
are Mmes. Derrick Wakeham, 
president; 
Weston 
Warwick, 
first vice president and treas- 
urer of "Hidden Treasures" 
Thrift Store; 
Robert 
Paul, 
second vice president; Gaye 
Rogeness, corresponding sec- 
retary; 
Preston 
Moore, 
re- 
cording secretary and James 
Griffis, treasurer. 


Committee 
chairmen 
are 
Mmes. Robert Millhouse, in- 
terpretation; 
Gary H i c k s, 
publicity; Harry Fensler, his- 
torian; James Hall, hospitali- 
ty; and Kenneth Caines, par- 
liamentarian. 


Membership in the auxilia- 
ry, which works to help sup- 
port Children's Home Society, 
the largest private adoption 
agency in California, is open 


INDULGE 


INVEST 


MAGNIN 
FURS 


20% off 


1.11 xiirioiis furs. Licjhlhearled furs. Lots and 


lots of furs hand chosen from our regular 


(.0!lection and marked d o w n for June. 


A n inesisiible opportunity to make a sound 


investrri(;iil! CorriR. Let: our envoy show you 


evnrythinn Monday, Tuesday and Wednesday. 


Fur Salon 


ui product* l.ibpli'd lo show country of onrjin of imported furs 


lASH'ON' SQIIARF • SANIA ANA 


to all interested women in 
Orange, 
Tustin, 
and 
North 
Santa Ana. 


Mrs. James Griffis of Santa 
Ana, luncheon chairman, or 
Mrs. Robert E. Paul of Or- 
ange, membership chairman, 
may be called for further in- 
formation. 


Epsilon Lambda 


Board Meeting 


Slated June 5 


Mrs. Richard Telian, new- 
ly-elected president of Epsilon 
Lambda Chapter of Epsilon 
Sigma 
Alpha 
International, 
will discuss plans for the year 
with the board Tuesday, June 
5, at 8 p.m. in the home of 
Mrs. Richard Robertson, Ful- 
lerton. Mrs. Richard Paster- 
nak will assist the hostess. 


The chapter received sever- 
al awards during the 25th 
Annual State Convention held 
in the Disneyland Hotel May 
18-20. In the six to 11-year-old 
chapter category, the chapter 
received awards for rushing, 
third place; scrapbook, sec- 
ond place; chapter procedure, 
second place; disaster fund, 
second place; 
philanthropic, 
first place; and outstanding 
chapter, first place. 


"I AM FINDING THATMANYSTUBBORN 
AND ENTRACTABLE BACK CASES ARE 
RESPONDING 
V E R Y 
SATISFACTORY 
AND THE PATIENTS EXPRESS A REAL 
APPRECIATION FOR THE RESULTS." 
Dr. Sylvan L. Cooper, D.C. X-ray- 
Docfor of Chiropractic-Sfnce 1942 


613 W. 17th St., Santa Ana 
Ph. 543-9459 - see yellow pagoj 


wk 


GRAND CHIEF—Gladys V. 
Tyler, of Tustin, newly in- 
stalled grand chief of Py- 
thian Sisters of California, 
will 
be honored 
with 
a 
dinner 
reception 
hosted 
by 
Tustin 
Temple 
''27, 
Saturday, June J6. A no 
host social hour 
¡» sche- 
duled from 
6:30 p.m. to 
7:30 in the Grand Hotel, 
Anaheim. 
Pyfhians 
from 
throughout the 3tate will 
attend to honor Mrs. Tyler, 
a native of Orange Coun- 
ty. Mrs. Fred J. Fitschen of 
Orange may be called for 
reservations. 


LUAU 


Anaheim Junior Ebell Club 
will end its club year with a 
luau at the home of Mrs. 
Gerald Peters, 
A n a h e i m , 
Wednesday, June o, at 7:30 
p.m. 
Guests include 
Mmes. 
Ronald 
Graske 
and 
Walter 
Endres, 
graduating 
juniors 
and the executive board of the 
Anaheim 
Ebell 
Club. 
New 
members 
will 
be 
installed 
during the evening. 


Sale 
on 


Special 
Cottons 


Monday 
thru 
Wednesday 


SEWING 
KNITS 


Let STRETCH & SEW show you how easy and 
profitable sewing knits can be. 


MEN'S PANTS CLASSES: June 5/pm 
SPECIAL CLASSES: Lingerie, July 2/prn 
BASIC CLASSES: June 20/am 
MEN'S PANTS CLASSES: June 5/pm 
MEN'S TAILORED JACKET, June 13/am 


FREE DEMOS— RSVP 


• Color, June 2 • Butterfly Dress, June 8 
Halter Top Bikini, June 9. 
Tie, June 9 • Bikini Coverup, June 15 
MAKEUP POINTERS & SKIN CARE, June 30. 


633-2842 
724 E. Rateila, O R A N G E 


T.kt It,, I,.I Strttrli 1 Sr. Only .1 • M » {.T C H S Stw • Sl«r. 
H»ri: Mm.-Tkut. M:10 • Fri. t Sol. 10-5 • Sun. 13-4 


Anaheim Angels ABWA Chapter 
To Hear Talk By CSF Professor 


Dr. Otto Sadovsky, director 
of academic advisement and 
assistant professor of anthro- 
pology at Cal State Fullerton, 
will be the guest speaker at 
the Tuesday, June 5, meeting 
of Anaheim Angels Chapter of 
the American Business Wom- 
en's Association. 


The meeting will be held at 
7 p.m. in the Airporter Inn, 
Irvine. 
Vocational 
speaker 
will be Mrs. Gordon Ullerich, 
account supervisor for Cole of 
California in Los Angeles. 


Conducting the meeting will 
be 
new installed 
president, 
Mrs. Jerry Beatty. Serving on 
her board are the Mmes. Red 
Wager, vice president; James 
Roverson, 
recording 
secre- 
tary; 
Bert 
Morford, 
corre- 
sponding s e c r e t a r y ; 
and 
Charles Pickford, treasurer. 


Mrs. John Bellitto will be 
Installed as president of the 
newly formed expansion chap- 
ter Harrpy Hearts. Mrs. Rob- 
ert Coffeen, voted Woman of 
the Year, attended the North- 
western District meeting in 
Portland. 


MRS. JERRY BEATTY 
New President 


Fashion Show Luncheon Planned 
Thursday In Placentia Church 


(UPI Tilephoto) 


across collar points. 4. Hold this front • 
loop with thumb and forefinger of left 
hand. Drop long end down aver front. 
5. Place right forefinger, pointing up, 
on bottom half of hanging part. Pass up 
behind front loop. 6. Poke resulting loop 
through knot behind front loop. Even 
ends and tighten. 


Fashions for all ages and 
occasions will be featured at 
a fashion show salad luncheon 
sponsored 
by 
alumni 
and 
friends of the student mothers 
program of the Placentia Uni- 
fied School District at 11:30 
a.m. 
Thursday, June 7, in 
P l a c e n t i a 
Presbyterian 
Church, 849 Bradford Ave. 


Home-sewn clothes, as well 
as fashions from J.C. Pen- 
ney's, will be shown, accord- 
ing to Marlene Meiser, show 
chairman. Models will be six 


members of the Alumni and 
Friends Club, a 
community 
support group for the pro- 
gram, and eight students. 


Proceeds 
from 
the 
event, 
will be used for a scholarship 
fund to help girls in the pro- 
gram further their education 
beyond high school. The stu- 
dent mothers program offers 
girls who are pregnant or who 
have babies an opportunity to 
complete their high school ed- 
ucation. 


The 
Alumni 
and 
Friends 


Club was 
organized by 
its 
president, Clairee Tynes, to 
offer services where needed, 
including emergency babysit- 
ting, tutoring, teaching home 
arts skills, providing emer- 
gency transportation, collect- 
ing needed items through do- 
nations and acting as friends 
to the girls. 


Tickets may be reserved by 
calling Mrs. Don Meiser of 
Yorba Linda. A 
l i m i t e d 
number 
of 
tickets 
will 
bo 
available at the door. 


Junior Ebell Of Anaheim Will 
Install Neiv Officers Tuesday 


Mi's. 
Dean Benter, 
newly 
elected president of the Jun- 
ion Ebell Club of Anaheim, 
will be installed Tuesday, June 
5, at 7:30 p.m. in the Ana- 
heim Ebell clubhouse. 


She has chosen the theme 
"Listen to the Music" for her 
year as president. Installing 
officer will be Mrs. 
Michel 
Munc of Fullerton. 


Mrs. Benter has resided in 
Anaheim for the past seven 
years and has served as re- 
cording secretary, third, sec- 
ond and first vice president 
and as membership chairman 
for the juniors. 


ALPHA CHI 
Alpha Chi Chapter of Kappa 
Phi Sigma Sorority will hold 
its ritual of roses, pledge cer- 
emony and installation of offi- 
cers at a dinner Thursday, 
June 7, at 7:30 p.m. in the 
Golden Pheasant Restaurant, 
Anaheim. 
Mrs. 
Thomas 
J. 
Goy, Brea, will hostess a bun- 
co-dinner 
night 
Saturday, 
June 9, at 7 p.m. 


FAMILY 
CIRCUS 


Serving on her board are 
the Mmes. Dean Allen, first 
vice president; Carl Willhoff, 
second vice president; Connie 
Lakin, ways and means; Mi- 
chael Williams, recording sec- 
retary; James Hartman, cor- 
responding 
secretary; 
Jerry 
Johnston, 
treasurer; 
J a c k 
Shaffer, Build A Better Com- 


munity; Terrance Hall, pro- 
gram; Robert O'Such, press; 
Errol 
Taylor, 
social 
chair- 
man; Courtney Johnson, bul- 
letin; Tom Hammond, parlia- 
mentarian; 
Rock 
Bradford, 
house chairman; Jack Wyche, 
coordinator and George John- 
son, associate coordinator. 


Fiesta Theme Arranged 
For Club's Installation 


A fiesta theme will be used 
by Rancho Viejo Junior Wom- 
en's Club at the installation 
dinner planned for 7:30 p.m. 
Tuesday, June 5, in La Paz 
Restuarant, Santa Ana. 


"We've Only Just Begun" is 
the theme chosen by the new 
president, Mrs. Jack Richetts, 
who will be installed by Mrs. 
James 
Anderson 
of 
Covina 
Junior Women's Club. 


Other members of the new 
board will include Mmes. Ken 


By Bill 
Keane 


A 


"This little piggy had roast beef, and THIS little piggy 
had none 'cause I think he was boycotting meat." 


Get the most out 
of YOUK Summer! 


By Retting the most out ot Yourself! 


Special A c c e l e r a t e d P r o g r a m s f o r Teenagers. 


W l i y wcj'.'i' tun»» wheti you 
C U M develop timeless 


volu'",— I lOr.i' - 1 Ollf rcicnc«' --bl'UUt/ & JUlU'M 


in yovM M<\ linnN'd 5iijrii;ner eni oilmen!.. 
f 
So m» MO-.V S. f . e i v e a Fre# JRP Pottfolto 


i $ ] 0 Wtlur . ('Iri'ii»-. 
now br'Hia forni*d. 
{ 
^ 


t nil oi i ('('!•• j11 foi your • oinpirin.-.itoi > n i m i y ^ . 
^ 
^ 
^ 


Make Your Summer A Litrionf; fcxperienc 


John Robert Powers 


Srhnols for PoisoimI Development, FimshiiiR S Míhlrlinc 
ORANGE 3 Town & Country «547-8228 


Osborn, Herbert Godfrey and 
Bernard Mullaney, vice presi- 
dents; Dave Crandall, mem- 
bership chairman Mel 
Wil- 
liams, 
recording 
secretary; 
Thomas 
Meade, 
correspond- 
ing secretary; Merle Smith, 
Bulletin editor; Oliver Vaugh- 
an, 
treasurer; 
Fred 
Hutch- 
ings, press director; Roland 
B u c k, 
parliamentarian; 
James Toepfer, coordinator; 
and Michael Riley, associate 
coordinator. 


The club is a philanthropic 
organization for women be- 
tween the ages of 18 and 35. 


New Classes 
On Childbirth 
Begin June 7 


Prepared natural childbirth 
classes 
using 
the 
Lamazei 
Method will begin Thursday, 
June 7, at 8 p.m. in the home 
of Mrs. Jan Alabaster, 871 
Van Dyke Dr., Laguna Beach. 


The classes, for expectant 
parents who wish to share the 
experience of birth, are held 
weekly during the last eight 
to twelve weeks of pregnancy 
for both husband and wife. A 
new series of classes begins 
every seven weeks. 


Classes include lecture, dis- 
cussion, exercises and prac- 
tice for preparing mother and 
father for birth. Featured in 
each class series are two film 
showings of five Lamaze de- 
liveries to illustrate how prac- 
tice and knowledge will be 
used. 


A B W A 
C H A P T E R 
Susanne Russell, Wilson El- 
ementary School teacher, will 
be the speaker at the 7 p.m. 
Thursday, June 7, meeting of 
Newport Beach Charter Chap- 
ter, American Business Wom- 
an's 
Association. 
The 
con- 
clave 
will 
be 
at 
the 
Villa 
Sweden in Corona del 
Mar. 
The speaker, lead teacher for 
the Title I program 
at 
the 
school, will discuss the pro- 
gram designed to provide in- 
creased 
growth of students' 
abilities to read and under- 
stand English and arithmetic. 


WEDDINGS 
ORT Schedules June 5 
Miss Beruta Louise Conway Bride Of Clifton Heard Honor Roll Luncheon 


The REGISTER 


June 4, 1973 


Monday, 
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Atlanta, Ga. was the honey- 
moon destination of the for- 
mer Benita Louise Conway 
and her new husgand, Sgt. 
Clifton William Heard, USMA, 
following their marriage Sun- 
day in the First Presbyterian 
Church in Santa Ana. 


The Revs. Dallas R. Turner 
and G.W. Squyres solemnized 
vows for the daugher of the 
H. Jack Conways of Santa 
Ana and the son of the Wil- 
liam S. Heard Jrs. of Mobile, 
Ala. 


For the 7 p.m, ceremony 
and reception which followed 
in the Fellowship Hall of the 


Venta Inn, Palos Verdes Es- 
tates, united Miss Vicki Lynn 
Kile of . Newport Beach and 
Ronald 
Theodore 
Fredrick- 
son. A reception at the inn 
followed the cremony and the 
newlyweds left for a wedding 
trip 
to Ensenada, 
Mexico. 
They will make their first 
home in .Washington, D.C. 


The bride is the daughter of 
Mr. and Mrs. Victor Rudolph" 
Kile of Mesa, Arix., and her 
husband's parents 
are Mr. 
and Mrs. Robert Fredrickson 
of Ashville, N.Y. 


The Rev. Alfred J.N. Hen- 
ricksen was officiant. Maid of 
honor was Guyette Overland 
and John Wesley Kile, brother 
of the birde, was best man. 
Kyra Clark, cousin of the 
bride, and Mai-cia Peterson 
were bridesmaids and guests 
were seated by James Florey 
and William Palmer. 


Bever-Overman 


San Clemente was the hon- 
eymoon destination of William 
Howard 
Overman 
and 
his 
bride, 
the 
former 
Beverly 
Ann Bever, following their 
m a r r i a g e in the Calvary 
Chapel, Costa Mesa. 


The Rev. Chuck Smith so- 
lemnized vows for the daugh- 
ter of Mrs. and Mrs. Charles 
E. Bever of Anaheim and the 
son of Mr. and Mrs. Robert E. 
Overman of Orange. 


Miss Karen Bever attended 
her sister as maid of honor. 
Dan Overman, brother of the 


bridegroom, assumed the du- 
ties of best man. 


Seating guests were Rick 
and Gary Overman, cousins 
of the bridegroom, and John 
and Robbie Barnes, cousins o 
the bride. 


A 
reception 
immediately 
followed the ceremony in the 
home of the bride's parents. 
The newlyweds plan to reside 
in Orange. 


Lanza-Ledford 


Joan 
Lanza, 
daughter of 
Mr. and Mrs. Matthew P. Lan- 
za, 
Riverside, 
became 
the 
bride of Mel E. Ledford, son 
of Mr. and Mrs. William Leon 
Leford of Fullerton 
in St. 
Philip Catholic Church, Ful- 
lerton. 


Mrs. Donald E. 
Terwiske 
was matron of honor for her 
sister. Bridesmaids were Jo- 
Anne Sabin and Devona Bish- 
op. 


Bob Collins was best man. 
Joseph Lanza and John Schei- 
der ushered. 


Diane Klumb was flower 
girl and Brit Davidson car- 
ried the rings. 


McElrath-Firestone 


Sacred 
Heart 
Church 
in 
Palm Desert was the setting 
for the marriage of Miss Meg 
McElrath, 
daughter of Mr. 
and Mrs. Neil McElrath of 
Garden 
Grove, 
and 
David 


MRS. HEARD 


church, the bride wore her 
mother's 
long-sleeved 
satin 
gown with brocaded flowers 
on skirt and train. Calla lilies 
anchored her veil and she 
carried peach and yellow gla- 
diolas and talisman roses. 


Miss Cathy Pattee attended 
the bride as maid of honor 
and bridesmaids were Misses 
Vicky Fershin and Linda Per- 
ryman, cousin of the bride. 


Michael Lopez assumed the 
duties of best man. Seating 
guests were Sgt. David Crock- 
er, USMC, and Cpl. Michael 
Prewitt, USMC. 


Mrs 
Anthony 
Stark 
and 
Mrs. Don Kester co-hosted a 
recent bridal shower for the 
former Miss Conway in the 
Kesters' Santa Ana home. 


Special guests for the show- 
er attended by friends and 
family 
were 
the 
bride's 
grandmothers, 
Mrs. 
Bessie 
Perryman and Mrs. Caroline 
Conway, both of Santa Ana. 


The newlyweds will reside 
in Oxford, Miss. 
Kile-Fredrickson 


A garden wedding at La 


^ 
Rules For Reporting 
Engagement, Wedding 


Wedding bells to ring soon? If so please read our 
rules for publication so we may help you with two im- 
portant events in your life: your engagement and wed- 
ding. 


Forms to assist you are available by sending a 
stamped self-addressed envelope with request for en- 
gagement and-or wedding forms to The Register 
Women's Activities Department, P.O. Box 11626, Santa 
Ana, 92711 or by coming to the office at 625 N. Grand 
Ave.. Santa Ana. All information must be printed or 
typed and include a telephone number where you may 
be reached during the day. 


i : \ i s 


Engagements announced six weeks or less before 
the wedding will not be used. Stories will be pub- 
lished (without pictures) when space is available. 


WEDDINGS 


Wedding stories and pictures should be in the Wom- 
en's News Department one week preceding the wed- 
ding date or earlier. 


Pictures should be sharp, black and white glossies. 
A formal pose in wedding gown is not required. 


Weddings received after the deadline will be cut 
short and used in the Wedding Belles Column without 
pictures. 


JUNE SPECIAL: RESTYLING OFFER! 
twaal 


"TH! SWEDi" Will msln YOUR MINKSTOll Into n populor 30" 
Mink ( Itather Stroller tor only S765.00 
Offer Includes: Top leather and lining Cleaning I glaiing All 
work done in fur shop 'THE ONE YOU TALK 10 Will DO THE 
WORK' 
% 


Also For Your 5«rvi(»: Cleaning A Glaring: Cold Storag« on prem. (What «vtr YOUR FURS 
need $oe "TH! SWEDE"} 
i-. ; > h 
:SWy- 


1.49 each is all you pay 
for professional color 
portraits of your child. 
Select either large 5x7'^ 
or set of 4 wallet size, 
from several poses. 


• 2 children photographed 
together-1.49 each child 


• All portraits delivered 
to you at our store 


• Age limit: 12years 


And we never charge 
for handling or delivery, 
Pixy is available only 
through JCPenney. 


JCPenney 


Orange "The City" 


June 5th .thru June 9th. 


Tuesday - Friday 10 to 1:00 2:00 to 6:00 
Saturday 10 to 1:00 2:00 to 5:00 


Firestone, 
son of Mr. and 
Mrs. Jack Firestone of Ontar- 
io. 


Miss 
Danaeen 
DeAngelis 
was maid of honor, with Mary 
McElrath 
and 
Mrs. 
Hank 
Powers, sisters of the bride, 
bridesmaids. 


Bart Rainone was best man, 
assisted 
by Doug 
Knudson 
and John Firestone, brother 
of the groom. 


Following a wedding recep- 
tion in Palm Desert Greens, 
the couple departed for a hon- 
eymoon in Mexico. They are 
residing in Canyon Lake. 


Buller-Hialt 


Mr. and Mrs. John Bordby 
Hiatt Jr., 
nee Susan 
Jane 
Buller traveled along the Cali- 
f o r n i a 
coastline following 
their 
marriage in Stanford 
Memorial Chapel at Stanford 
University. 


The bride is the daughter of 
Mr. and Mrs. John A. Buller 
of San Jose. Mr. and Mrs. 
John B Hiatt of Garden Grove 
are the parents of the bride- 
groom. 


Miss Camille Bagood was 
maid of honor with Misses 
CROSSON FRICKER Calvary 
lne Lorraine Buller, brides- 
maids. 


Dr. Edward B Kirsch as- 
sisted as best man. Theodore 
L. 'Gamst and Victor E. Pett 
ushered. 


The reception was held in 
the patio and garden of the 
Iron Works Restaurant, Palo 
Alto. 


The newlyyweds reside in 
Mountain View. 


.BALLET;JAZZ 
T<aùOlùz W 
TMimct^ 


261 N. Glcfssell, Orange 532-6709 


Crosson-Fricker 


Crosson - Fricker — Calvary 
Chapel in Santa Ana was the 
setting for the wedding of 
Miss 
Diane 
Lee 
Crosson, 
daughter of Robert Crosson of 
Placentia and Mrs. Georgie 
M. Crosson of Tustin, and 
Dean William Fricker, son of 
Mr. and Mrs. William Frick- 
er 
of Fullerton. 
The new- 
lyweds reside in Costa Mesa. 


Necde-Newton 


Miss Susan Neale, daughter 
of Mr. and Mrs. Harry L. 
Neale of Tustin and David 
Newton, son of Mr. and Mrs. 
John Newton of La Habra 
were wed in Red Hill Luther- 
an church, Tustin. 


Mrs. Jennifer Webber was 
matron of honor and Miss 
Peggy Neale, sister of the 
bride, Mrs. Carol Robles and 
Mrs. Kathy Martindale were 
bridesmaids. 


Bob Markwald 
was 
best 
man and Brian Pattison, John 
and Jim Newton brothers of 
the bridegroom, were ushers. 


Following the wedding a re- 
ception was held in the Sad- 
dleback Inn, Santa Ana.. 


The couple honeymooned at 
Lake Tahoe and will make 
their 
home 
in 
Belmont 
Shores. 


Women's American Organi- 
zation 
for 
Rehabilitation 
through Training, Eastern Re- 
gion of Southern California, 
will hold its third annual Hon- 
or 
Roll 
luncheon 
Tuesday, 
June 5, at 11 a.m. in the 
Royal Inn, Anaheim. 


A musical program will be 
presented by Stan Throneber- 
ry, singer and former musical 
director of Laguna Moulton 
Playhouse. He is currently 
starring in the role of Tevye in 
the 
Downey 
Theatre 
Guild 
production of "Fiddler on the 
Roof." He will be accompa- 
nied by Phillis Messner, Or- 
ange County pianist. 


Honor roll membership in 
ORT is achieved by cash con- 
tributions in addition to dues 
or earned - credit, and is an 
important supportive arm of 
the world wide ORT program. 


Mrs. Bernard Lipman 
of 
Fullerton is president of East- 
ern 
Region. 
Mmes. 
Elliot 
Bell, Milton Legome and Mel 
Schwartz are co-chairmen of 
the luncheon. 


Eastern Region will install 
new officers for 1973-74 terms 
Tuesday, June 12, at 9:30 a.m. 
in Temple Beth Emet, Ana- 
heim. Mrs. Joseph Stein, past 
president of Eastern Region 
and vice president of Pacific 
Southwest District XI, 
will 
conduct the installation. 


Taking office will be Mmes. 


REMODELING SALE 
CUSTOM DRAPERBES 


• Cottons • Linens • Blends • 


"established 1960" 


QUALITY WORK AT 
REAUSTIC PRICES 


DRAPERIES • CARPET V INTERIORS 


MISSION VIEJO 
LAGUNA HILLS 
547-2571 


2311 E. 17th ST. SANTA ANA 547-2571 


** m m m m m 
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Legome, president; Bell, ex- 
ecutive committee chairman; 
Myles 
Atlas, 
Leslie 
Chad, 
Howard 
Goodman, 
Harvey 
Singer, Stephen Winston and 
Alvin Zeidman, vice presi- 
dents; 
Louis 
Entin, 
corre- 
sponding secretary; 
Stanton 
Rubin, 
financial 
secretary; 
John Thomasson, 
treasurer, 
and Bernard Lipman, parlia- 
mentarian. 


Immediately after the in- 
stallation, 
the officers 
will 
join the representative chair- 
men from each of the ORT 
chapters in the region in tech- 
nique and evaluation work- 
shops. 


LAS AMIGAS AFECTO 


New officers of Las Amigas 
Afecto Auxiliary of Children's 
Home Society were installed 
in the home of Mrs. Mike 
Hensley, 
Stanton, 
by 
Mrs. 
James Ackley, past president 
of CHS council. Taking office 
were Mrs. Clark Adams, pres- 
ident; Mrs. James Vearrier, 
first vice president; Mrs. Ed 
Hofman, second vice presi- 
dent; Mrs. Jack Johnson, sec- 
retary; 
Miss 
Sylvia 
Rolf, 
treasurer; 
Miss Pat Lewis, 
corresponding secretary, and 
Mrs. Fred Jefferson, parlia- 
mentarian. 


June 18 thru Aug. 18 
Pointing — Basic, Ad- 
v a n c « d; Landscapes 
Drawing — Basic, Fig- 
ure & Experimental; 
Wafercolor; Color & 
Design; 
Interior 
De- 
sign: Jewelry; 
Cera- 
mics. Art for Juniors 
& Children. WORKSHOPS: 
SEASCAPE PAINTING WITH 
BENNETT BRADBURY; JUNE 
4 - JUNE 15 & A U G . 20 - 31. 
Approved for Yeter«ni 


Write or phoiiè for brochure 


(714) 4941-1520 
630 Laguna Canyon Rd. 
Laguna Beach 92651 


OVERWEIGHT? 
Lose up to 40 pounds in 40 days. 


UNDER THE OMEGA CLINIC PROGRAM 


UNDER MEDICAL SUPERVISION 


IOMEGA CLINIC-- 
\ 
J m d V tidier 


HOURS: 9 to 7 


CALL FOR AN APPOINTMENT 


C O S T A M E S A 
A N A H E I M 


1 8 6 9 N E W P O R T 
1 6 6 4 W . B D W V . 


6.46-1633 
778-4841 


Fullerton - La Habra 


S A N T A A N A 
7 : 5 0 w - L a 
H i>b™ Blvd. 


1 ) 9 2 2 T U S T I N A V n . 
(213)697-1791 
547-6329 
(714)870-9347 


E 
rica's Calcutta "lizard" pump of 


gleaming grained calfskin with golden 


accent and wafer platform. T h e 


most refined new silhouette happening 


for that fresh, leggy-look, $-12 


Coordinated shoulder bag, 8 5 2 


Fashion Shoes 


An exciting new shape in 
suits to come: here in a 
wool blend, from De Graff 


This is a sensational new silhouette in suit dressing. 


Soft, extended blouson jacket just skimming the top of 


pleats to accent that crisp, swingy, leggy-look. 


David Hayes for D e Graff, in a wool blend. Because— 


"Wool Puts the Life in a Blend!' Spicy paprika jacket. 


Black and white honndstooth skirt. For sizes 


six to fourteen, 8 1 1 0 


Miss Bullock 


SANTA ANA 


Bullock's Santa Ana, Monday through i ;riJ:iy ¡ 0 : 0 0 a.m. rn <;;3() p.m., Saturday 1 0 : 0 0 a.m. to 6 : 0 0 p.m., t Fashion Square, Santa Ana, Telephone; 
547-7211 
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TELEVISION 
SCHEDULE 


KNXT . . . . Channel 2 
KFMB 
Channel 8 
KWHY 
Channel 1% 


KNBO . . . . Channel 
KHJ-TV . . Channel 9 
KOET . . . . Channel 28 


KTLA • • • » Channel 
S 
H u g o 
. . . . Channel 10 
K j n c x .... Channel 84 


XETV . . . . Channel 6 
KTTV . . . . Channel 11 
K T A ' A 
. . . . Channel 40 


K A B O 
. . . . Channel 
7 
K C O P . . . . Channel 13 
K B S O 
. . . . Channel 52 


TV Highlights 


(10) MAJOR LEAGUE BASEBALL. Live at 5 


p.m. (Three hour tape delay on Chan 


nel 4 at 8 p.m.) Kansas City Royals at 


Boston Red Sox. 


0 
LENNON SISTERS are guests on "Stand 
Up and Cheer." © 
(R) 7:30 p.m. 


0 
( 8 ) GUNSMOKE. Opportunistic worn 
on tries to take advantage of Kitty. 
Mercedes 
McCambridge 
guests. 
© 
(R) 8 p.m. 


0 
HERE'S 
LUCY. Lucy is the 
innocent 
party 
as 
the 
jealous 
wife 
of 
the 
milkman builds up a triangle situa- 
tion. Totie Fields guests. © 
(R) 9 p.m. 


Q 
( 6 ) MOVIE. 
"Marco." 
International 
jewel thieves at work. Gens 
Barryj 
© 
9 p.m. 


0 ( 8 ) 
MEDICAL CENTER. A young resi 
dent is overwhelmed by guilt when a 
friend is killed. Guests include Robert 
Foxworth, 
Jessica 
Walter, 
Patricia 
Harty. © 
(R) 10 p.m. 


n n s w g v n w m m ^ ^ 


5:55 A.M. 
0 
GIVE US THIS DAY. 
© 
f D 
PRAYER. 


6:00 A.M. 
0 ( 8 ) 
SUMMER SEMESTER. 
© 
( D 
CLASSROOM. 


6:25 A.M. 
Q 
KNOWLEDGE. 
© 


6:30 A.M. 
0 
ECOLOGY. 
© 


( 6 ) DAYBREAK. 
© 
( 8 ) CLASSROOM. 
© 
(10) GARNER TED ARMSTRONG. 
© 
( D 
NEW ZOO REVUE. 
© 
7:00 A.M. 
0 
( 8 ) NEWS. 
© 
© 
(10) TODAY. 
© 
( 6 ) BANANA SPLITS. 
© 
0 
EDUCATION. 
© 
( D 
CARTOONS. 
© 
© 
BOZO'S BIG TOP. 
© 
(22) MARKET REPORT. 
(28) SESAME STREET. 
© 
7:30 A.M. 
( 6 ) BOZO'S BIG TOP. 
© 
O 
NEWS. 
© 


Q 
DAVEY AND GOLIATH. 
© 
( 0 
CARTOONS. 
© 


8:00 A.M. 
0 
CAPTAIN KANGAROO. 
© 
0 
THE GALLERY. 
© 
( 6 ) LEAVE IT TO BEAVER. (R) 
0 
A.M. SHOW. 
© 


( 8 ) SUN UP. 
© 
o 
CARTOONS. 
Q ) 
DENNIS THE MENACE. (R) 


8:30 A.M. 
0 
FAITH FOR TODAY. 
© 
( 6 ) OZZIE AND HARRIET. (R) 
© 
LIVING EASY. 
© 
O 
CARTOONS. 
© 
© 
GUMBY. 
© 


9:00 A.M. 
0 
( 8 ) THE JOKER'S WILD. 
© 
O 
(10) DINAH'S PLACE. 
© 
0 
M A N IN A SUITCASE. © 
(R) 
( 6 ) PHIL DONAHUE. 
© 
O 
JACK LA LANNE. 
© 
835 I LOVE LUCY. (R) 
© 
CARTOONS. 
© 


9:30 A.M. 
0 
( 8 ) $10,000 PYRAMID. 
© 
E J 
(10) BAFFLE. 
© 
0 
MOVIE. © 
"Bend of the River" C52). 
Man's'gratitude for saving of his life 
turns to malice, on an 1847 
wagon 
train. James Stewart, Rock Hudson, 
Julia 
Adams, Arthur 
Kennedy, Lori 
Nelson. 
© 
NEWS. 
© 
C D 
MOTHERS-IN-LAW. © 
(R) 
© 
ROMPER ROOM. 
© 
(28) SESAME STREET. © 
(R) 


10:00 A.M. 
0 ( 8 ) 
GAMBIT. 
© 
o 
(10) SALE OF THE CENTURY. 
© 
0 
MOVIE. 
"City 
Without 
Men"C43). 
Wife 
tries to save falsely imprisoned 
husband 
from 
electric 
chair. 
Linda 
Darnell, Edgar Buchanan. 
( 6 ) BEN CASEY (R) 
0 
TEMPO. 
© 
( 0 
ANDY GRIFFITH. (R) 
© 
CITY KIDS. 
© 


10:30 A.M. 
0 ( 8 ) 
LOVE OF LIFE. 
© 
© 
(10) HOLLYWOOD SQUARES. 
© 
Q ) 
HAZEL. © 
(R) 
© 
WORLD TALK. 
© 
(22) MARKET UPDATE. 
(28) MISTER ROGERS. 
© 


11:00 A.M. 
0 ( 8 ) 
YOUNG AND THE RESTLESS. 
© 
© 
(10) JEOPARDY. 
© 
( 6 ) THE FUGITIVE. © 
(R) 
C D 
FLYING NUN. © 
(R) 
© 
WANDERLUST. 
© 
(28) ELECTRIC COMPANY. © 
(R) 


11:30 A.M. 
0 ( 8 ) 
SEARCH FOR T O M O R R O W . © 
O 
(10) WHO, WHAT, WHERE. 
© 
© 
GENE AUTRY. (R) 
0 
BEWITCHED. © 
(R) 
CD 
HOGAN'S HEROES. © 
(R) 
© 
NEWS. 
© 
(28) HODGEPODGE LODGE. 
© 


12 NOON 
0 
NOONTIME. 
© 
m 
THREE ON A MATCH. 
© 
0 
MOVIE. "Blackout" C54). Broke veter- 
an 
accepts 
mysterious 
$1,000 
job 
offer. Dane Clark, Belinda Lee. 
( 6 ) H A Z E L / © 
(R) 
0 
PASSWORD. 
© 
(ff)- NEWS. 
© 


(10) NEWS. C O 
C D 
NEWS. CO 


© 
GALLOPING GOURMET. 
© 


12:30 P.M. 
0 
( 8 ) AS THE WORLD TURNS. 
© 
O 
(10) DAYS OF OUR LIVES. 
© 
( 6 ) PAUL DIXON. 
© 
0 
SPLIT SECOND. 
© 
( D 
LET'S RAP. © 
' 
© 
DIALING FOR DOLLARS. 
© 
(22) MARKET CLOSE. 


1:00 P.M. 
0 ( 8 ) 
GUIDING LIGHT. 
© 
O 
(10) THE DOCTORS. 
© 
( 6 ) ANYTHING YOU CAN DO. 
© 
0 
AIL M Y CHILDREN. 
© 
0 
NEWS. 
© 


CD 
MOVIE. 
"The 
Flying 
Missile" 
C51). 
Submarine crew raids depot to get 
needed 
equipment, 
but 
missile 
ex- 
plodes. Glenn Ford, Viveca 
Lindfors, 
Richard 
Quine, 
Carl 
Benton 
Reid, 
Henry O'Neill. 


1:30 P.M. 
0 ( 8 ) 
EDGE OF NIGHT. 
© 
O 
((10) ANOTHER WORLD. 
© 
0 
LET'S f ^ K E A DEAL. 
© 


0 
MOVIE. 
© 
"Elephant 
W a l k " 
('54), 
Bride of Ceylon tea plantation owner 
has difficulty adjusting to new life. 
Elizabeth Taylor, Dana Andrews. 
© 
BARBARA WALTERS. 
© 
1:45 P.M. 


0 
MOVIE. "Outlaw G a n g " C49). Marshal 
and sheriff in conflict as they seek 
Dalton Gang. Don Barry. 
2:00 P.M. 
0 ( 8 ) 
PRICE IS RIGHT. 
© 
O 
(10) RETURN TO PEYTON PLACE. 
© 
O 
THE NEWLYWED GAAME. 
© 
© 
PETTICOAT JUNCTION. © 
(R) 


2:30 P.M. 
0 ( 8 ) 
HOLLYWOOD'S TALKING. 
© 
O 
(10) SOMERSET. 
© 
0 
DATING GAME. 
© 
© 
CARTOONS. 
© 


3:00 P.M. 
0 
SECRET STORM. 
© 
0 
BEAT THE CLOCK. 
© 
0 
HIGHWAY PATROL. (R) 
( 6 ) SUPERMAN. © 
(R) 
0 ( 6 ) 
GENERAL HOSPITAL. 
© 
( 8 ) MOVIE. 


(10) MOVIE. © 
"The 
Red Pony" 
C49). 
Story of a boy and his horse. Robert 
Mitchum, Myrna Loy. 


3:30 P.M. 
0 
IT'S YOUR BET. 
© 
o 
MIKE DOUGLAS. 
© 
0 
OZZIE AND HARRIET. (R) 
( 6 ) DENNIS THE MENACE. (R) 
O 
ONE LIFE TO LIVE. 
© 
0 
MOVIE. "Cry of Battle" ('63). Young 
man 
joins guerrillas 
in 
Philippines. 
Van 
Heflin, 
Rita 
Moreno, 
James 
MacArthur. 
0 
CARTOONS. 
© 
(30) LIVING WORD. 
© 


4:00 P.M. 


0 
MOVIE. 
© 
"The 
Flying 
leather- 
necks" ('51). Strict officer and squad- 
ron unite in crucible of war. John 
Wayne, 
Robert 
Ryan, 
Don 
Taylor, 
Janis Carter. 
0 
THE RIFLEMAN. (R) 
( 6 ) GET SMART. © 
(R) 
0 
LOVE, AMERICAN STYLE. © 
(R) 
(28) SESAME STREET. © 
(R) 
(30) NEWS. 
© 
(34) VELO DE NOVIA. 
(52) CARTOONS. 
© 


4:30 P.M. 
0 
FATHER KNOWS BEST. (R) 
( 6 ) FLYING NUN. © 
(R) 
0 
NEWS. 
© 
(22) EL AMO. 
(30) POW WOW. 
© 
(34) LOS POLIVOCES. 
© 
(50) ELECTRIC COMPANY. 
© 
(52) KIMBA. 
© 


5:00 P.M. 


O 
NEWS. 
© 


0 
NEWS. 
© 


( 6 ) 1 LOVE LUCY. (R) 


( 8 ) DRAGNET. © 
(R) 


0 
BEVERLY HILLBILLIES. © 
(R) 


(10) MAJOR LEAGUE BASEBALL. © 
Kansas 


City Royals at Boston Red Sox. 
I D 
FLINTSTONES. 
© 
© 
GILLIGAN'S ISLAND. © 
(R) 
(28) MISTEROGERS NEIGHBORHOOD. 
© 
(34) SERIAL. 
(40) MUSICAL. 
(50) SESAME STREET. 
© 
(52) THREE STOOGES. (R) 


5:30 P.M. 
0 
SEA HUNT. (R) 
( 6 ) MAYBERRY R.F.D. © 
(R) 
( 8 ) NEWS. 
© 
C D 
DENNIS THE MENACE. (R) 
© 
NANNY AND THE PROFESSOR. © 
(R) 
(22) DISCUSSION. 
(28) ELECTRIC COMPANY. 
© 
(30) PATTERN FOR LIVING. 
(52) SPEED RACER. 
© 


6:00 P.M. 


0 
NEWS. 
© 


0 
BONANZA. © 
(R) 


( 6 ) COURTSHIP OF EDDIE'S FATHER. 
© 


(R) 


O 
WANTED DEAD OR ALIVE. (R) 


C D 
FLINTSTONES. 
© 


© 
STAR TREK. © 
(R) 


(22) QUIREME Y OLVIDALA. 
(28) HODGEPODGE LODGE. 
© 


(30) THE ANSWER. 
© 


(34) NEWS. 
© 


(40) NEWS. 
(50) LEGACY. 
© 


(52) THREE STOOGES. (R) 


6:30 P.M. 
( 6 ) HOGAN'S HEROES. © 
(R) 
© 
MOVIE. 
© 
"The 
Warriors" 
C55). 
French plot to drive English back out 
of France after 100 Years War. Errol 
Flynn, 
Joanne 
Dru, 
Peter 
Finch, 
Yvonne 
Furneaux, Robert 
Urquhart, 
Noel Willman. 
0 
HAVE GUN, WILL TRAVEL. (R) 
C D 
ANDY GRIFFITH. (R) 
(28) CONSUMER. 
© 
(30) MUSICALE. 
© 
(40) AMATEURS. 
(50) ORANGE COUNTY. 
© 
(52) LITTLE RASCALS. (R) 


7:00 P.M. 
0 
BOWLING FOR DOLLARS. 
© 
( 6 ) TRUTH OR CONSEQUENCES. 
© 
( 8 ) WILDLIFE THEATER. 
© 
Q 
WHAT'S M Y LINE? 
© 
C D 
I LOVE LUCY. (R) 
© 
I DREAM OF JEANNIE. © 
(R) 
(22) SIMPLEMENTE MARIA. 
(28) CERAMICS. 
© 
(30) LIVING WORD. 
© 
(34) MUNECA. 
© 
(50) MOZART OPERA. 
© 
(52) SPEED RACER. 
© 


7:30 P.M. 


0 
STAND UP AND CHEER. © 
(R) The 


Lennon Sisters are guests. 
0 
THE PRICE IS RIGHT. 
© 
0 
MOVIE. © 
"Ghosts of Rome" C61). 
Spirits living in old mansion 
panic 
when owner dies and nephew plans 
sale of house. Marcello Mastroianni, 
Vittorio Gassman, Belinda Lee. 
( 6 ) TO TELL THE TRUTH. 
© 
( 8 ) THRILLSEEKERS. 
© 
0 
MOVIE. "San 
Antonio" C45). Singer 
on western tour falls in love with 
famed Ty Hardin. Errol Flynn, Alexis 
Smith, 
fl) 
THAT GIRL. © 
(R) 
© 
DRAGNET. © 
(R) 
(28) CHINESE EXERCISE. 
© 
(30) BEN ISRAEL. 
© 
(40) REV. PIZZARO. 
(52) ADDAMS FAMILY. 
(R) 
8:00 P.M. 


0 
( 8 ) GUNSMOKE. © 
(R) Opportunistic 
woman 
tries lo take advantage 
of 
Kitty. Mercedes McCambridge guests, 
o 
MAJOR LEAGUE BASEBALL. © 
Three- 
hour tape delay. Kansas City Royali 
at Boston Red Sox. 


0 
( 6 ) THE ROOKIES. © 
(R) " A Deadly 
Velocity." Willie is assigned to guard 
the daughter of a general struck in 
an 
assassination 
attempt. 
Belinda 
Montgomery 
guests 
as Laurie, Don 
Porter as Gen. Brooker. 
(10) NEWS. 
© 


C D 
GHOST AND MRS. MUIR. © 
(R) 
© 
THE UNTOUCHABLES. (R) 
(22) HERMANOS CORAJE. 
© 
(28) ARCTIC TALES. 
© 
(30) LIVING WATERS. 
© 
(34) MUSICAL VARIETY. 
© 
(40) MIGUELITO VALDEZ. 
(52) MOVIE. "Alibi 
Ike" ('35). 
Joe 
E. 
Brown. 


8:30 P.M. 


( D MERV GRIFFIN. Jaye P. Morgan, Trini 


Lopez, Fred Williamson, Richard Daw- 


son. 


(30) MEETIN' TIME. 
© 
(40) DRAMATIC SERIAL. 
(50) FLORIDA. 
© 


9:00 P.M. 


0 
HERE'S 
LUCY. © 
(R) 
Lucy 
is 
the 
innocent third party as the jealous 
wife of her milkman suspects hanky 
panky. Totie Fields guests. 
0 ( 6 ) 
MOVIE. © 
"Maroc." Intimation- 
al Jewel Thieves at work. Gene Barry, 
Elsa Martinelli, Cyd Charisse. 
(10) MOVIE. "To 
Hell 
and 
Back" 
C55). 
Story 
of 
Audie 
Murphy's 
military 
exploits. 
With 
Murphy, 
Marshall 
Thompson. 
' © 
DRAGNET. © 
(R) 
(22) NINO. 


(30) REVELATION HOUR. 
© 


(34) CRIADA BIEN CRIADA. 
© 


9:30 P.M. 


0 
DORIS 
DAY. © 
(R) Two 
of 
Doris' 
actual canine pets guest as a couplt 
of strays who stir up lots of trouble. 
0 
ONE STEP BEYOND. (R) 
0 
NEWS. 
© 
© 
GET SMART. © 
(R) 
(28) SCULPTURE. © 
(R) 
(30) OUTREACH UNLIMITED. 
© 
(34) MUCHACHA ITALIANA. 
(40) WRESTLING. 
(50) INTERVIEWS. 
© 


10:00 
P.M. 
0 
( 8 ) 
M E D I C A L 
CENTER. © 
(R) 
Young 
resident 
is overwhelmed 
by 
guilt when a friend is killed. Robert 
Foxworth, Jessica 
Walter, 
Patricia 
Harty guest. 
0 
NEWS. 
© 
0 
REGIS PHILBIN. 
© 
C D 
NEWS. 
© 
© 
NEWS. 
© 
(22) ROLLER GAMES. 
© 
(28) VERITE. © 
(R) 
(30) THE STORY. 
© 
(40) VARIETY. 


10:30 P.M. 
© 
TRUE ADVENTURE. © 
Adventure 
in 


Baja California. 
(30) PENTECOSTAL 
TEMPLE. 
© 
(34) VARIETY. 
© 
(40) NEWS. 


11:00 P.M. 


0 
NEWS. 
© 


o 
n e w s . 
© 


0 
ONE STEP BEYOND. (R) 
( 6 ) MARSHAL DILLON. (R) 
O 
NEWS. 
© 
( 8 ) NEWS. 
© 


o 
MOVIE. © 
"Blood and Black Lace" 
('65). Model for big fashion 
hous« 
steals drugs for boyfriend, then is 
murdered. 
Cameron 
Mitchell, 
Eva 
Bartok. 
(10) NEWS. 
© 


C D 
TRUTH OR CONSEQUENCES. 
© 
© 
MOVIE. "Lady in a Jam" ('41). Psy- 
chiatrist decides only way girl is to 
be cured is marriage. Irene Dunne, 
Ralph Bellamy, Jane Garland, Patris 
Knowles. 
(34) NEWS. 
© 


11:30 P.M. 
0 ( 8 ) 
MOVIE. "Night Must Fall" ('64). 
Suspenseful 
story 
of a young 
man 
with changing moods. Albert Finney, 
Susan Hampshire, Mona Washbourne. 
O 
(10) TONIGHT. © 
Tony 
Curtis 
is 
host. Scheduled: Ernest Borgnine, Carl 
Ballantine, Delia Reese, Peter Maas. 
0 
BEN CASEY. (R) 


0 ( 6 ) 
JACK PAAR. © 
Scheduled: Terry 


Stevens. 
C D 
TO TELL THE TRUTH. 
© 
12 MIDNIGHT. 
C D 
ALFRED 
HITCHCOCK. (R) 
"Victim 
Four." Paul Comi, Peggy Ann Garner, 
John Lupton. 


12:30 A.M. 
0 
HIGHWAY PATROL (R) 
O 
MOVIE. "Jennifer" 
C53). 
New 
girl 
caretaker of estate stumbles onto a 
murder. 
Howard 
Duff, 
Ida 
Lupino, 
Matt Dennis. 
© 
BILL COSBY. © 
R) 


12:45 A.M. 
© 
MOVIE. 
© 
"Circus 
of 
Fear" 
('66). 
Gangster goes from robbery to circus 
ond 
becomes 
victim 
of 
accurate 
knifethrower. 
Christopher 
Lee, 
L e o 
Genn. 


1:00 A.M. 
O 
NEWS. 
© 
0 
NEWS. 
© 
0 
NEWS. 
© 
( 8 ) NEWS. 
© 


(10) IT TAKES A THIEF. © 
(R) 


1:45 A.M. 
0 
MOVIE. "The Great M a n " 
('57). 
3:10 A.M. 


0 
MOVIE. "The Magic Fountain" ('64). 


FUNNY BUSINESS 


HOW CM 
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MIXED REACTION EXPECTED 
'Superstar' Unlike Any Other Picture 


By VERNON SCOTT 


H O L L Y W O O D 
(UPI) 
- 
"Jesus 
Christ 
Superstar" 
is 
perhaps the most remarkable 
film to emerge from Hollywood 
since Cecil B. DeMille founded 
the place. 


Director Norman Jewison has 
transformed the rock concert 
into a celebration of Christian 
youth using panoramas of1 the 
Negev Desert and ancient ruins 
to 
add 
dimensions 
never 
anticipated in the stage presen- 
tation. 


Unlike 
any 
other 
religious 
movie, 
"Jesus 
Christ 
Super- 
star" discards the heavy, self- 
consciousness of Biblical epics. 


The 
cast, 
headed 
by 
Ted 
Neeley -in the title role, 
is 


composed 
of 
performers 
in 
their 20's and stresses histori- 
cal verisimilitude and jarring 
20th century reality. 
Ancient 
Roman eagle staffs are seen 
side by side with submachine 
guns. 


Traditional 
religionists 
will 
almost certainly be turned off 
by the Universal picture, but 
young people will storm 
the 
boxoffice. 


Phraseology of scripture has 
been updated even in minor 
passages in favor of clarity. 


As Christ is being crucified 
instead 
of 
saying, 
"Father, 
forgive them, for they know not 
what they do," young Neeley is 
heard to say, "Forgive them, 
Father, they don't know what 


they're doing." 


Purists 
are 
liable 
to 
be 
offended. But as in the case 
with the play, the patina of awe 
has 
been lifted, leaving 
the 
reverent and mystical elements 
intact. 


Jewison, who also produced 
the musical in association with 
Robert 
Stigwood, 
filmed 
the 
entire 
movie 
on 
location 
in 
Israel during a 14-week inter- 
val. 


The picture 
is 
remarkable 
because it breaks away from 
traditional motion picture tech- 
niques and is equally revolu- 
tionary in its treatment of the 
passion play. Movie-goers will 
see something new in every 
scene. 


Temper Tantrum Postpones 


Actor's Career In Movies 


By JAMES MEADE 
Copley News Service 
HOLLYWOOD-When cast at 
the age of 10 through his talent- 
agent 
father, 
Robin Fox, 
in 
Mrs. Miniver" (1950), Edward 
Fox rebelled. 


"Apparently I kicked up a 
mighty 
fuss," the 
33-year-old 
Fox 
said 
in 
an 
interview. 


Shrieked, stamped 
my 
feet, 
tooted up a real tantrum. In the 
end, my parents, very disap 
pointed, had to withdraw me. So 
my middle brother James, got 
the part." 


James went on to make a 
career is such quality films as 
"The Loneliness of the Long- 
Distance 
Runner" 
and 
"The 
Servant" and commercial mov- 
es 
like 
"Those 
Magnificent 
Men in Their Flying Machines" 
and "Thoroughly Modern Mil- 
lie." 


Harrowing Edward went to 
Harrow, the public school that 
once 
b o a s t e d 
of 
Winston 
Churchill as a student. At 17, a 
trade was suggested so Edward 
Decame a porter at an exclusive 
haberdashery. He returned to 
merchandising after two years 
of military service but not for 
long. 


Fox turned up at the store one 
day 
in 
a 
prince 
of 
Wales 
checked suit last worn by a 
deceased uncle in 1911. "It was 
a very long affair that I thought 
somewhat smart." 


"This is the last straw, Fox," 
the 
stunned 
store 
manager 
fumed. 
"For 
heaven's 
sake, 
why don't you go be an actor or 
something?" 


Given the choice of being an 
actor or something, Fox drifted 
into the profession he once had 
spurned, starting at the Royal 
Academy of Dramatic Arts. 


Through stage and television 
appearances, 
Edward 
became 
known as the dependable, if not 
charismatic, brother of James 
Fox. 


Everything c h a n g e d when 
director Joseph Losey cast Ed- 
ward as the nice-guy aristocrat 
spurned by Julie 
Christie 
in 
favor of farmer Alan Bates in 
Harold 
Pinter's 
"The 
Go-Be- 
tween." 


Edward won the British Acad- 
emy's supporting-actor 
award. 
Director Fred Zinnemann saw 
the performance and 
decided 
Edward was right for the title 
role 
in 
Frederick 
Forsyth's 
"The Day of the Jackal," which 
Universal was going to finance 
on locations throughout Europe. 


"Now that I'm seriously start- 
ed in the theater I shall never 
get out of the business," Fox 
said. "I would like to do things 
other than acting but not in the 
cinema. Producing and direc- 
ing there is too specialized 
people have spent their lives 
doing it. 


"In the theater I can still be 
an actor and do other things 
such as produce or direct. This 
has been the age of the director 
in the English theater, not a 
reasonably 
good theory." 
(In 
England directors are more en- 
trepreneurs than elsewhere.) 


"The Day of the Jackal," the 
story of a hired assassin's at- 
tempt to murder Gen. Charles 
de Gaulle in 1963, was filmed in 
Vienna, Rome, Genoa, Nice, the 
south of France and Paris. It 
portrays a cat-and-mouse game 
between French police and a 
wily 
marksman 
believed 
to 
have been responsible for the 
assassinations of Rafael Trujillo 
and Patrice Lumumba. 


The job of Fox and Zinne- 
mann was to portray this cool 
professional 
killer 
w i t h o u t 
trench-coatism; keep him calm 
and 
professionally 
detached 
and yet hold audience interest 
for two and a half hours. 


"Zinnemann said to do a bit 
of walking about as a pleasant, 
relaxed man, as unlike the ster- 
eotype of the killer as possible. 


It's certainly a different sort of 
character on an odyssey with 
1,000 at work looking for one 
man." 


Fox conceded that a role in a 
major American-released film 
provides the exposure a foreign 
actor needs to become interna- 
tionally known, as his brother 
is. 


"I heard a story about Laur- 
ence Olivier calling Ralph Ri- 
chardson asking if 
'I should 
really go' when Olivier was of- 
fered a role in 'Jane Eyre' by 
Hollwood. 
'Why 
not, 
bit 
of 
fame, you know, was Richard- 
son's reply." 


Meanwhile, what of James, 
the 
actor whose 
career 
was 
launched when Edward balked? 
He has been converted by the 
Navigators, 
an 
evangelical 
group. 
Leaving 
his 
career, 
Jmes went on an evangelical 
mission to Australia and now is 
at 
a 
small-town mission 
far 
from London. 


"They 
use 
his 
name, 
of 
course, thinking young people 
will listen more readily. The 
great thing would be for one of 
them to talk an industrial ty- 
coon into giving up his job. Bit 
of a shame, really." 


The 
music 
of 
composer 
Andrew 
Tloyd 
Webber 
is 
overwhelming as conducted by 
Andre Previn, who whips from a 
full 
symphony 
orchestra 
to 
small rock combos within 
a 
single bar. 


So far not even 
Universal 
executives are sure what sort 
of movie they have on their 
hands. 


But there is a general feeling 
at the studio that it is the 
hottest prospect 
it 
has 
ever 
produced. One spokesman said, 


This is the most extraordinary 
film in our history." 


It may be safely predicted 
that 
no film bears 
even 
a 
remote resemblance to "Jesus 
Christ 
Superstar"—it 
is 
an 
experience for persons of all 
faiths, 
the 
unchurched 
and 
people 
who 
dig 
spectacular 
movies. 


Bit 
Parts: 
Paramount 
has 
cancelled plans to film "Camil- 
le" which Franco Zefirelli waa 
supposed to direct ... Marlon 
Brando is scheduled to appear 
on the Dick Cavett show June 
12 ... Johnny Mathis will sing at 
the White House dinner June 5 
honoring President Tobert of 
Liberia... 


¡CORNI.R PACIIIC COAS I HIGHWAY 8. 51H ST. 


ISLAND MAGIC" 


"Grass Roots Surfing ot Its Best" 
SURFER MAGAZINE 


W A Y OUT WEST (1937) 
SWISS MISS (1938) 


ÄPOR1 


CORONA D U M A R ? 
ODIOLE 3-Í260 


' m / E , T H E T I G E R ? 


îjhcao» 
AfwmjKinciu* | .-¿la.-. | 


» GRADUATES I r t i 


7:00.10:35 


CARNAL KNOWLEDGE m 


8:50 


Call theatre for Sunday Schedule 


LA MIRADA 
DRIVE-IN • 921-2666 
SANTA ANA FREEWAY AT: A10NDRA 


JOSEPH E. LEVINE 
» 
^ . 


MIKE NICHOLS 
LAWRENCE TURMAN 
«• 


THE GRADUATE 


[ECHNICOLOR' PANAVISION 
An AVCO EMBASSY R.I..1» 


'Pfi] 


P L U S 
J A C K N I C H O L S O N in 


CARNAL 
KNOWLEDGE »r» 


S C R Extends Run 


Of Current Plays 


A continuing demand for tick- 
ets has prompted the manage- 
ment at South Coast Repertory 
Theatre to extend the world 
premiere 
productions 
of 
"In 
The Midst Of Life" and "The 
Clowns" through June. 


The two productions, current- 
ly playing in repertory, repre- 
sent a major achievement for 
he Costa Mesa theater. The 
difficulties 
of 
successfully 
mounting two original works si- 
multaneously represents a ma- 
step forward both artistical- 
^ and technically, and the re- 
sulting approval from the public 
caused the expanded sched- 
has 
ule. 


In The Midst Of Life" is 
based on the life and writings of 
Ambrose Bierce, legendary San 
Francisco 
columnist 
of 
the 
1890's, and is written by the 
team of Ron Thronson and Torn 
Shearer aided with additional 
music from Bryant McKernan. 
Fans of Bierce will recognize 
Owl Creek Bridge," "The Dev- 


il's Dictionary" and "Fantastic 
Fables," classic vignettes of hu- 
mor and satire, some of them 
set to music. 


Alternating 
with 
"In 
The 
Midst Of Life" is "The Clowns," 
a look at the silent film greats 
of the past. Chaplin, Keaton, 
Laurel and Hardy will be redis- 
covered in this stage presenta- 
tion by the SCR Actor's Mime 
Theatre (AMT). Described as a 
"slapstick symphony" the pro- 
duction seeks to explore the art 
of comedy through pantomime 
without restriction on the audi- 
ence as to age or vocabulary. 


Performances 
of 
"In 
The 
Midst Of Life" are on Friday, 
Saturday 
and 
Sunday, 
while 
"The Clowns" plays on Wednes- 
days and Thursdays. 
Curtain 
time for both productions is 8 
p.m. and reservations can be 
made by calling the SCR box 
office or at all Mutual agencies. 


Horror Comedy 
Opening Slated 
New Troupe 
"Theatre of Blood," starring 
Vincent Price, Diana Rigg and 
Ian Hendry will open a multiple 
engagement June 13, in the Los 
Angeles-Orange County area. 


lie film was produced by 
„„„n Kohn and Stanley Mann. 
Gustave Berne and Sam Jaffe 
were e x e c u t i v e 
producers. 
Douglas Hickok directed from a 
screenplay 
by 
Anthony 
Gre- 
ville-Bell. 


I A M F I N D I N G T H A I M A N Y 5 TUDBORN 
A N D E N T R A C T A B L E BACK C A S E S A R E 
R E S P O N D I N G 
V E R Y 
S A T I S F A C T O R Y 
A N D THE P A T I E N T S E X P R E S S A R E A L 
A P P R E C I A T I O N FOR THE R E S U L T S . " 
Dr. Sylvan L. Cooper, D.C. X-ray- 
Doctor of Chiropractic-Since 19J2 


613 W. 17th St., Santa Ana 
Ph. 543-9459 • ice yellow pa9«i 


Wjt 1 attrers 
[Dinners Complete) 


FROM 
$ ^ 2 5 


No Extras to Buy! 


— Dancing Nightly to— 


THE FOOTNOTES 


"Superb Musical Sounds" 
IE40 S. Haibot - Opp. Disneyland. 
Hi 5-3710 or M 5-1500 


THÈ CATTLEMAN'S 


. STEAK HOUSE 


S P E C I A L 


MON. thru THURS. 


STEAK 
&WINE 


$ 2 5 0 


12625 HARBOR BLVD. 


G A R D E N G R O V E - 5 3 0 - 4 4 6 2 


(1 I/? Miles S o! Disneyland) 


Announcing 


A NEW 


ADULT FUN CLUB 


¡APPLICATIONS NOW BEING TAKEN 
lliii'i in 
iTimniTiTwiiTiiiiiiiHiiiiiiiiiiiii 


join the happiest people in town. 


SINGLE • DIVORCED • WIDOWED • W h e t h e r y o u ' r e 3 0 or 


8 0 y e a r s y o u n g , m e e t h a p p y c o n g e n i a l p e o p l e in y o u r o w n 


a g e g r o u p w h o w a n t to h a v e F U N t h r o u g h d a n c e p a r t i e s & 


c l u b get-togethers. Visit our c l u b h o u s e a n d m e e t o u r m e m - 


bers. You'll like t h e m - we'll like y o u - Parties e v e r y w e e k . 


Plus picnics - trips - nite c l u b o u t i n g s - ALL APPLICANTS 
PERSONALLY INTERVIEWED. 
N o escort n e e d e d . Y o u m a y a t t e n d alone. 


CALL NOW 


630-2286 


Holiday Dance 
Club 


N E W P O R T B E A C H 


S A N T A A N A 


A N A H E I M 


Holiday Dance Club 


129 GLENDON 
ANAHEIM, CALIF. 
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CITY 


PHONE 
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'Bug' Gets Sfar Billing In Disney Show 


: M A T I N E E S S A T Ú R D Á Y & 
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A 
Musical 
Adaptation 
o f Mark 
T m i / ú 


E N T E R ONCE AGAIN 
A W H O L E 
N E W W O R L D O F 
MAGNIFICENT 
MUSICAL 
E N T E R T A I N M E N T 
.r==i 


' u m ! s m 
" t o m 
s a w y e r " q 


m m v w 
CAMELOT AT 9:15; ON AT 7:00 


NO 
R E S E R V E D 
S E A T S 


O p e n W e e k n i g h t s 7:30; 
W e e k e n d s 7 : 0 0 


• i / m m m , ' , s o y l e n t 
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I M U u M M " B I L L Y J A C K " 
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o n e 
o f t h e m o s t 
p o p u l a r 


p i c t u r e s , o f o u r 
t i m e 


BILLY 


si.rnna TOM L A U G H L i N • D E L O R E S TAYLOR • Co-Starring CLARK HOWAT 


Scittnpliy bj FRANK and TERESA CHRISTINA • Produced by MARY ROSE SOLTI • Onteltd by T. C. FRANK 


A National Sludenl Film Corporation Production • TECHNICOLOR" 
[ j i 


Celtbritlng Warner Brol. SOth Anniversary f Q AWarntr Communiealioni Company 


H E L D 
O V E R 


E N D S 
T O M O R R O W 


IS BILLY JACK THE MOST POPULAR PICTURE OF OUR TIME? 
SEE IT AND JUDGE FOR YOURSELF! 


BUENA PARK - BUENA PARK • 522-2816 
COSTA MESA - CINEMA #4 - 9794141 
GARDEN GROVE • GROVE 
- 537-6600 
TUSTIN - TUSTIN THEATRE - 544-1696 
ORANGE • STADIUM DRIVE-#4-639-6990 


CunlA/ 
WEEKDAYS 6:00 8:00 10:00 
T...F-V 
SATURDAY 12 NOON 2:00 4:00 6:00 8:00 10:00 
T I M E S 
SUNDAY 12 NOON 2:00 4:00 6:00 8:00 10:00 


PREMIERE 
E N G A G E M E N T 


JAMES COBURN 
KRIS KRISTOFFERSON 
BOB DYLAN 


5 4 6 - 3 1 0 2 
— J A S O N 
ROBARDS 


HARBOR a t A D A M S . C O S T A 
M E S A 
Premier Enqaqement 


ON HARBOR BlVD.-l MILE SO 01 SA» DIFCO FWY. 
=> 5> 


< \ i ! f 
t-W-y. 
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LOS 
ANGELES-The 
Love 
Bug, that crazy little car, per- 
forms one of the most difficult 
and comic acts in the history of 
show business as it chases Goo-| 
fy in the all-new "Disney On 
Parade," opening June 5 at the 
Los Angeles Sports Arena for 27 
performances. 
The Love 
Bug 
actually rides a wire high above 


the arena floor, In pursuit of the 
Disney dog. 


It's a technical achievement, 
doubly " difficult because of the 
weight involved, and there is 
no net below. 


Hcrbie is a most unusual car 
He can express happiness 
or 
anger. When he opens his hood 
it's a mouth with- teeth and 


long tongue. When he's happy, 
he smiles and bats his eyes. 
When's 
he 
angry, 
he 
hisses 
white smoke. He can clang his 
hubcaps, extend his bumpers, 
rock and move without a driver. 


This production Is one of sev- 
en full-scale numbers 
in the 
show. 
Performances 
will 
be 
Tuesday 
through 
Sunday, 
8| 
p.m.; Matinees, Wednesday, 
p.m.; Saturdays and Sundays, 2| 
p.m. The run will end June 24. 


LIDO 
NKf r 


ENTRANCE TO LIDO'ISLE 
'673-8350 
- 


SALLY KELLERMAN EXCLUSIVE! 


'Bare Minimum1 


Of Sightseeing 


The 
Greek 
c r u i s e 
ship 
Aphrodite which arrived in 
Haifa recently secured at a 
breakwater away from 
t h e 
main quay to permit the 200 
French and German nudists 
aboard to sun themselves on 
deck without disturbing the 
port workers. 


Most of the nudists (fully 
dressed) 
later 
set 
off 
for 
sightseeing trips to 
Jerusa- 
lem, 
Bethlehem and 
Naza- 
reth. 


MESA; 
K S 


1 8 8 4 N E W P O R T B L V D . < ' 


< 
5 4 8 - 1 5 5 2 
• 


C H A R L T O N 
H E S T O N 


"SOYLENT GREEN" 
"THEY ONLY KILL 
THEIR MASTERS" 


PANAVISION' 
United Artists 


Chapman Avanua at S.A. Frwy. 
Orino» . 532 3328 


Baach Boulevard 
South of Gardan Grove Frwy. 
Weslminitar • 534-62B2 


Call theatre or check directories for co-hits and p o l i c y ^ 
; J 


SHOWTIMES FOR WED. THÜRS. MON 


' S O U N D E R ! 


; 'CICELY TYSON • PAUL WINFIELD | 


"'SOUNDER' IS A MUST.' 
It his Ibe shining light 
•I a beaulilgl love story." 
6:00-8:00 
Twl-Lite 5:30-6:00 


Liza Minnelli 


6:00-8:15 


Twi-Lite 5:30-6:00 


S Ö ¥ 9 £ N T | 
! G R B N 


ROBERT REDFORD 
»«If 


¿ 1 - 3 


i r 
fr 
* 


P 
CHARLTON HESTON 


' EDWARD G. ROBINSON 
6:00-8:00 
Twl-Lite 5:30-6:00 


ERNEST BORGNINE 


MHACKMAÑ 


5:45-8:00 
Twi-Lite 5:15-5:45 


and 
Richard H a r r i s J 


|MAN 
I N 
THE 
WILDERNESSI 


J 5:45-9:45 AA 7:45 
.USES 
Twi-Llte 5:15-5:45 


THE GRADUATE 


DUSTIN HOFFMAN 
pnd 
KATHARINE ROSS 


C a r n a l K n o w l e d g e ^ 


O 


535-0148 


304 E. LINCOLN, ANAHEIM 


C 6:00-9:45 G 7:45 
Twi-Lite 5:30-6:00 


in Th&ClTY • ORANGE • 997-0832 
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TUESDAY 
IS S 1 NIGHT 
-All ADULTS/STUDENTS ( 


.5/30,31, 6/4 


amc- 
SHOWTIMES FOR WED., THÜRS. MON. 


G A R D E N 
G R O V E 
F R E E W A Y a t T H E 
C I T Y 
D R I V E 


Harrad College... where free, 
liberated relations 
between coed 
students are 
encouraged! 


R I C H A R D 
H A R R I S 


V A N E S S A 
R E D G R A V E 


5:30-8:15 
| P G | 


Twi-Lite 5:00-5:30 


| H g 
DUSTIN HOFFMAN 


GRADUATE J i 


tonal 
K n o w l e d g e 


JP C 6:15 G 8:00 


Twi-Lite 5:45-6:15 


C l a s s 
Of^pi 
© 


6:00-8:00 
Twi-Lite 5:30-6:00 


.'SOUNDER! 


"THE FILM IS A 
nAfllTY. A MOVIE • 
THE WHOLE FAMILY 
CAN ENJOY." 


r CICELY TYSON 


PAUL WINFIELD 


6:00-8:00 
Twl-Lite 5:30-6:00 
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J A M E S C O B U R N • K R I S K R I S T O F F E R S O N • B O B D Y L A N 


And Also Starring JASON ROBARDS' • Music by BOB DYLAN 
Written byRUDOLPH WURLITZER-Produced byGORDON CARROLL 
Directed by SAM PECKINPAH • METROCOLOR • PANAVISION* ® 


• ISTIICTC0 <0 
a 


MOSTFANT 
UNDERSEA ODYSSEY; 
£VER FILMED 


I YVETTE MIMIEUX 


WALTER PIUGEON ERNEST B0R6NINE 
Plus - ROBERT REDFORD 
In "THE HOT ROCK" 


IN HARBOR SHOPPING CtNIfcK 


m 
» 


E D W A R D S 


H 
A 
R 
B 
O 
R 
CINEMA 
2 


HARBOR BLVD AT WILSON ST 
COSTA MESA 
646-0573 


MILES SOUTH OF SAN DIEGO FWY 
ALSO CALL 646-3266 


K a a l e c " v . , 
i GUINNESS 
' WARD 


H I T t E R : i 
• 


-, THELASTTENOAYS 


Plus-BURT REYNOLDS in 
"SHÀMUS" 


2 n d A T B O T H 
C I N E M A S 


d u k e Y " W W U LIKE MY MOTHER"! 


IN HARBOR SHOPPING CENTER 
"IN T H E WESTMINISTER 
C F . N T E R I 


. 
• B E A C H BLVD. AT E L L I S 
• 
BET. COAST HWV. I SAN DIEGO FWY. 
847-9606 • H U N T I N G T O N BEA'CI^ 


ALSO CALL 847^17 


* 
t^y' 3i.ii 


2 MILES SOUTH ÖF SAN DIEGO FWY 


ALSO CALL 646-3266 


W E S T M I N S T E R AT G O L D E N W E S T ! 
„ „ . „ „ „ 1ARDEN GROVE A 
»«Q-jl 


BETWFENSAN DIEIÌO FWYS 892-4493| 
ALSO CALL 893-7581 


* 
N O W 
P L A Y I N G A T E D W A R D S 
C I N E M A S 


w 
v ? 


E 
D 
W 
A 
R 
D 
S 


C I N K M A C E N T E R 


H A R B O R A T 
Â p A M S ^ 


C O S T A ? M E S A • 9 7 9 - ^ 4 1 


T H E MOST 
B E A U T i r U b 


M UBICA L. 
LOVE I T O R Y 
K V E R : 


FASHION ISLAND « NEWPORT CENTER 


E D W A R D S 


N 
E 
W 
P 
O 
R 
T 


• COAST HWY. AT MACARTHUR BLVD. 
N E W P O R T 
B E A C H 
- 
6 4 4 - 0 7 6 0 


J U L I E 
- 


IN T H E W E S T M I N S T E R 
C E N T E R 
IN M I S S I O N 
V I E J O 


W E S T M I N S T E R AT G O L D E N W E S T 
— ...rr-., OAHDEN GROVE A 
B E T W E E N SAN DIEGO r w v s 892-4493 


E D W A R D S 
V, 


C I N 6 M A 
y i e j 


SANi.DIEÖO FWY. AT'LA PÂZ TURNOFF 


830-699Ò''"' 
' ' " 
•• 


NOW AT 
BOTH CINEMAS 


E 
D 
W 
A 
R 
D 
S 


C I N K M A C K N i K R 


i* H A R B O R ; AT«ÀDAM' sS,; 
, 


,COSTA ' M E S A 
• ,979.4141 


jk His L o v a Her December. 


P . 
Their Story. 


Something to 


Remember. 


r 


^ » I X E J V I B E I V ^ 


R E D 
S O N " 


Charles Bronson 


i 
w 
s 
m 
i 


c 
é 
n 


HELD O V E R 


3 
ACADEMY'TOPOL;; 
AWARIK »M NORMi,:dRANE^ 
AWAIfUa 
' LEONARD FREY 
MOLLY PÍCON ' 


Tiddler 


R p a f 
, 


THE-'MIRISCH'-.,^- ' 


»X PRODUCTION 
- COMPANY ' 
c o u » 


THE MOST 
READ BOOK 
O N OR OFF 
CAMPUS 
IS N O W O N | 
SCREEN! 


P e t e r S e l l e r s 
[S<Se£S_ 


T h e 
R E G I S T E R 
M o n d a y , 
J u n e 
A, 
1 9 7 3 
B 5 


416 N. BROADWAY SANTA ANA 


542-4737 
ACADEMY AWARD WINNER 


" C A B A R E T " 


' L O V E 
S T O R Y " 


¡OENERflLCINEMA CORPORATION 


P h O M 
172 N. Glanell 


W a l t 
D i s n e y ' s 


" C H A R L I E A N D 
T H E 


A N G E L " 


with Fred M c M u r r a y 


plus 


" C B N D E K E L L A " 


'1.00 EVIRY DAY TU 3lJO 
FAMILY ENTERTAINMENT 
"Lost Horiion" c 


SHOW TIMtS: 2:00-«:«J 1.7l30.l0:00 


TITAN / 


an 


. • F<#ll*ír«on - 


NUTWCX^ÏAT COMMONWEALTH 


Exclusive Engagement 


-"The Mattel Affair", 


Co-Hit: 
I 


"BORSAUHO" 


T i l T O 


T H E A T R 


E. Adams & | 
N. Tustin, I 
' 
Orange 
1639-0066' 


•1.00 EVERY DAY TIL 2:30 
"Soylent Green" 


3:15-6:50-10:20 
"THEY ONLY KILL THEIR MASTERS" M | 
1:30-5:00-8:35 


They've come a long way since that 
SUMMER OF '42 • 


Carry Crimes, Jerry Ho user, 
Oliver Conanl 


C L A S S o f ' 4 4 


a l s o 
(PG)| 


J a m e s Garner 


" T H E Y O N L Y 
K I L L 


T H E I R 
MASTERS"(PG)| 


BRO0KHURST 


$1.00 EVERY DAY TIL 2:30 
DISNEY'S 
"WORLD'S GREATEST ATHLETE" 
1t1S-4itS-7:l].|0il5 
Whito Wilderness" 


3[00-6:00-9i00 a 


Ball at Brookhunl 
I Anaheim • 772-64/6/7 


" S A V E 
T H E 


"LADY § N G S THE 
BLUES"{R) 


a , 


Ball at Brookhurst 
I Anaheim »956-1 122/3 
m i i i n n m i m n u i ^ 


C H E E R L E A D E R S " 1 


also 


" O . R . G . Y " 
( X ) 


n o t 


Garden Grove Blvd. 
Weit ef 
Brookhurst 
Garden Grove • 537-6600 


" B I L L Y 


J A C K " 
Weekday 6,8,10 


"THE 
GRADUATE" 


also 


"CARNAL 
KNOWLEDGE" 


WKDAYS 7:10-10:00 
SAT. SUN. 1-4:00-7:10-10:15 
"CHEERLEADERS" X 


WKDAYS 8:30 
SAT. & SUN. 2:30-5:30-8:40 
^"SEDUCTION OF INGA" 


510 N. Harbor Roulnsrd 
Fitll«rlon- 5254747 


WKDAYS 8:45 
SAT. & SUN. 3:45-8:45 
"CAMEIOT" G 
WKDAYS 6:30 
SAT. & SUN. 1:30-6:25 
ON A CLEAR DAY" 


1253S S»»l B««ch Boukvwd 
lot Alimilui • S96-1649 


" P A C I F I C D R I V E - I N S 


MON.-FRI. OPEN 7:30 P.M. 
SAT. & SUN. OPEN 7:00 P.M. 


SHOW AT DUSKtUNDER !2 FREE 


Riverside 
Freeway 
at Lemon St. 
525-352G 


TWO ADULT MOVIES! 
TWO CUNT EASTWOOD HITSI 
DIRTY HARRY w 
+ KELLY'S HEROS 
J / 


Lincoln Ave. I 
west of 
Knott 
821-4070 
CLINT EASTWOOD 


HIGH PLAINS DRIFTER 


PLUS/RICHARD THOMAS 


VjYOU'LL LIKE MY MOTHER? 


JSan Diego Fwy. 
Capistrana 
Off-ramp 
493-4545 


TWO CUNT EASTWOOD HITSI 
DIRTY HARRY m 
KELLY'S HEROS 


I San Diego Fwy. 
I at Brookhurst 
^ 
1 
(So.) 
962-2481 


AT LAST! THE SECRET TRUTH! 


HITLER: 
THE LAST TEN DAYS(P6) 
+ WRATH OF GOD (PG) 


HIGH PLAINS 
DRIFTER (R) 
YOU'LL LIKE 
MY MOTHER (PG) 


Beach Blvd. 


J So. of Garden 
¡Grove Freeway 
534-6282 
MUSICAL VERSION 
JOHNNY WHITAKER 


TOM SAWYER (G) 
lj 
GEORGE THE 
D O G ( G ) J 


Imperial betw'n1 


Beach Blvd. 
P 
& Harbor Blvd. | 


871-1862 


CLINT EASTWOOD 


HIGH PLAINS DRIFTER (R) 
I 


PLUS / RICHARD THOMAS 


YOU'LL LIKE MY MOTHER 


Lincoln Ave. 
west of Knott 
527-2223 


UNDER SEA THRILLS! 
ERNEST BORGNINE 


f. 
NEPTUNE FACTOR (PG) 
u 
^ f CULPEPPER CATTLE CO.(PO) J ? 


Santa Ana 
Freeway near 
Chapman Ave. | 
558-7022 


[ S W A P I 
SIDNEY POITIER 
„ 


w ^ W A R M DECEMBER <PGJ» 


I ,'d Sun. 1 + GEORGE C. S C O n 
jBamtoApml HOSPITAL (PG) 


Santa Ana 
Freeway near I 
Chapman Ave.| 
558-7022 
JAMES COBURN 


PAT GARRETT & 
BILLY THE KID(R) 
r RED SKY AT 
MORNING (R) 


Newport 
Freeway 
at Baker St. 


545-:'313 


SEQUEL TO "SUMMER OF 42" 
GARY GRIMES 


CLASS OF '44 (PG) 


w + YOUNG GRADUATES 
^ 
NEW LOW PRICE.$1.00 PEtt PERSON 


Warner Ave. 


west nf 
Beach Blvd. 
847-3591 


| S2.00 PER CARlOADl 
THREE BIG HIT5! 


(1) HIT MAN («| 
(2) PRIME CUT (R) 


. 3) DOBERMAN GANG (R) 


I 4900 
La Mirada 


Blvd. 
521-9980 


CLINT EASTWOOD 


HIGH PLAINS DRIFTER (R) 


-rPLAY MISTY FOR ME 


^ 
MON.-IRI. OPEN 6.SAT. & SUN. 1? NOON 


17TH STREETS BRISTOL 


s 
A 
N 
m 
m 
N 
w 
m 


H0NER PLAZA 543-9287 


CUNT 


EASTWOOD 
HIGH PLAIN! 


D R I F T E R « 


Mats. Daily -11:45 a.m.J 


$1.00 til' 2 P.M. 


(Exc. Sun. & Hoi.) 


S0UTHC0AST VILLAGE opp. South Coast Plaza 


W 
M 
1 


'•yf Both In4 
Color! 
' 


I ACADEMY T 
TAWARDS! 


•Ä 
Now 
" s h o w i n g ! 
Gene Hackman 
^Shelley Winters 


LADIES DAY 
TUESDAY!! 
;Ladlcs & Golden Agersx 
. 
50« til'2 p.m. 


15B1 W. SUNFLOWER W. OF BRISTOL S.A. 540-05941 
(Ex=- Hoi.) 


Both in| 
Color! 


MATS. DAILY - 11:30A.M. 


$1.00 T I L ' 2 P.M. (Exc. Sun. & Hoi.) 
STUDENT PREVIEW WED. 


3:00 to 5:00 p.m. -S1.00 


• IN THE CITY SHOPPING CENTRE • ORANGE • 532-6721 


I S W l i ß N i R i l ^ i i N l I i « 


)3rd 
Week! 


•oth ini 
Color! 


) 
2nd 
Week! 


Walter 
/ 
Caro» 


t::.:.:;ifMaííhau / B i m u 


*S.A. FRWY (MANCHESTER EX.) G.G. FRWY (CITY DR. EX.ll 


LADIES DAY TUESDAY 
(Ladies 8i Golden Agers) 
50«! TIL'2P.M. (Exc. Hol.) 
Late Shows Fri. & Sat.l 


PATTY DUKE 
"YOU'LL LIKE MY MOTHER" 


k L O O N E Y T U N E S F I L M 
F E S T I V A L j 
. rri. S, S i t . (MID) - Sat. S, Sun. II A.M.. 


'VANISHING 
POINT" 


^ aim 
Eastwrod s:,, , 
, 


P ^ H a r n J L t e - S O J 


Both in( 
Color! ' 
™ 
Now 
owing 


Dustin Hoffman 
Ann Bancroll 


Both in 
Color! 
W a l t e r 


7th 
Week! 
C a r o l 
W a l t e r 
j 
C a r o l 


Matthau Burnett 


J 3rd 
Week! 


marriage! 
- 
^. 


ACUEm J 


»»«Ml 


11:45-3 ; J 5-6:45-10:15 


All ABOUT 10VE AND MARRIAGE! 
12:00-3:20-6:40-10:00 


kDONALD SUTHERLAND^ 


"KLUTE" 


GEORGE C. SCOTT 
"HOSPITAL" 


Jack Nicholson 
"CARNAL KNOWLEDGE" 


1:35-5:05-8:35 
(17:05 Mid. Frl. Sat.) 


Both ini 
Color! 


j 
® 
T H E T H 1 S F 
unML WHO CAME 


ïïfcTO DINNER 


A Now 
Showing!^ 
FIRST TIME TOGETHER! 


' B o t h ini 
Color! 
' 


Open Daily. 11=45 a.m. SpeciatPrice 11^4,5 to 2:00p.m. l-exciept Suni 
Hoi ),$1.00 


CLINI fcAblWDUU 


"JOE KIOD" 
1:45-5:05-6:25 p.m. 
111:45 Mid. fri. « Sot.) 


GEORGE C. SC0IT "RAGE" 


1 : 2 0 - 1 : 5 0 - 8 : 3 3 P . M . 


. 1 1 2 : 0 0 M I D . F R I . S, S A T . i > 


JACK LEMMON 


SAVE THE TIGER] 


fRl 


7:10-6:25-10:30 


DIANA ROSS 
-LADT SINOS THE BLUES" 
11:40-3:55-8:10 
. (12:25 MIO. FRI. & SAT.) . 


r Open Daily ll: 3t)a.m. • : SpéciaÍ.-R.ñ.cíe 11:30 to 2|00pìm.-ftexöej?t 
S u r i ' . 0 0 


as 


Benefit Race 
Set June 26 


TUSTIN—The first 
a n n u a l 
"Night at the Races" benefit 
for the American Cancer Socie- 
ty will take place June 26 at Los 
Alamitos Race Course, it was 
announced here by the Orange 
County unit. 


Tickets for the event, which 
will include admittance to the 
clubhouse, a buffet dinner, and a 
reserved table for the evening 
overlooking the race track, are 
available at the county chap- 
ter's office, 18356 E. 
Irvine 
Blvd., Tustin. 


Marion Carvell and Rosella 
Fiedler are co-chairmen of the 
fund-raising affair. 


'Planned Community1 


Zoning Hearing Set 


If your birthday or an- 
niversary takes place 
before June 20, we will 
give you a 
4-course 
banquet, a celebration 
cake 
and 
a 
present 
completely 
free 
of 
charge, at 1520 A.D., 
the English Theatre Re- 
staurant you've seen in 
Time Magazine and TV 
News. 


Call Lady Janet 
826-3360 


IRVINE—The planning com- 
mission this past week agreed 
in principle, to allow proposed 
commercial uses to remain in 
plans for the development of a 
30-acre parcel near the intersec- 
tion of Culver Drive and Walnut 
Avenue. 


But the commission directed 
the staff to draft a proposal for 
a July 12 public hearing which 
would assign the property a 
"planned 
community" 
zoning 
designation. 


The owner 
of 
the 
parcel, 
Bruce E. Nott, had originally 
requested 
commercial 
zoning, 
but the commission opted for a 
planned community designation 
after the staff indicated that 
this would give the commission 
more control of the proposed 
uses. 


When the commission first 
considered the Nott request at 
its May 10 meeting, some com- 
missioners had objected to the 
proposed commercial develop- 
ment, maintaining that there 
was already too much commer- 
cial zoning in the area. 


If approved by the commis 
sion after the July 12 hearing, 
the planned community zoning 
designation will have to be ap- 
proved by the city council be- 
fore development can start. 


GOLD and SILVER 


BOUGHT AND SOLD 
GOULD INVESTMENT CO 


COINS, NUGGETS, GOLD DUST, SILVER BARS 


(714) 541-9864 
________ 


In other action, the commis- 
sion: 


—Agreed in principle that the 
city's present prohibition of con- 
struction on hillsides with more 
than a 20 per cent grade ought 
to be made more flexible, and 
asked the staff to draft a pro- 
posal for a committee to estab- 
lish hillside 
d e v e l o p m e n t 
"guidelines." 


—Approved the design of a 
wall proposed by Richard B. 
Smith, Inc. for a 150-unit con- 
dominium 
project 
in 
Turtle 
Rock near the intersection of 
C u l v e r 
Drive and Campus 
Drive. 


—Postponed until Thursday a 
further consideration of the pre- 
liminary planning commission 
budget, set at $306,848 after 
some commissioners questioned 
whether the $69,617 earmarked 
for advance planning and spe 
cial projects was inadequate. 


—Approved a set of rules for 
the conduct of commission busi- 
ness. 


Jacobyvn-Bridfffi 


Fuel Systems Grad 
STANTON 
—Airman Mi- 
chael K. Ellis, son of Mr. and 
Mrs. Elton Ellis, 7771 Sandel- 
wood 
Way, 
has 
graduated 
from the U. S. Air Force 
aircraft fuel systems equip- 
ment 
mechanic 
course 
at 
Chanute AFB, 111. 


Ellis, trained to Inspect and 
repair the intricate fuel sys- 
tems of current Air Force 
aircraft, is being assigned to 
Beale AFB, Calif. 


By JACOBY & SON 


Oswald: "An honest opponent 
is frequently a blessing to de- 
clarer. Not because he is honest 
but because he tries to help his 
partner when the only man he 
can help is declarer." 


Jim: "East was one of these 
honest, but misguided players. 
He took his ace of clubs and led 
the suit back. South won and led 
two rounds of trumps. 
East 
couldn't wait to signal with the 
10 of hearts on that second 
trump." 


NORTH (D) 
A K J 3 2 
V A J 
• A K J 2 
4 8 7 3 


WEST 
EAST 


A 7.4 
4 5 


V 7542 
VK1096 


• Q85 
• 9763 


+ QJ109 
+ A652 
I 
SOUTH 
! 


A AQ10986 
VQ83 
• 104 
4 K 4 
Both vulnerable 
West 
North 
East South 


1 • 
Pass 
1A 
Pass 
3 A 
Pass 
4N.T, 
Pass 
5 V 
Pass 
6 A 
Pass 
Pass 
Pass 
Opening lead— £ Q 


Oswald: "That signal caused 
South to pause and reflect. His 
contract wasn't very good to 
start with and he had intended 
to try the heart finesse. The 
signal caused him to see if he 


find another line ol 
couldn't 
play." 


Jim: "He did find one. There 
wasn't too much chance, but 
any chance was better 
than 
none and South believed East's 
signal. So he led his 10 of 
diamonds. West covered with 
the queen. South won in dum- 
my; cashed dummy's ace ol 
hearts 
and 
ran 
off 
all 
his 
trumps." 


Oswald: "On the last trump 
East had to part with a dia- 
mond or chuck his king of 
hearts with either play being 
fatal." 


Jim: "This type of play is 
called a 'Vienna coup.' It was 
necessary to find the queen of 
diamonds 
right; 
catch 
Fast 
with four diamonds and prepare 
for it by cashing the ace of 
hearts as a starter." 


(Newspaper Enterprise Assn.) 


S 
i 
ß 
B 
R 
l 
Ä 
Ä 


The bidding has been: 
West 
North 
East 
South 


1 * 
Pass 
1A 
2 • 
Pass 
Pass 
2 


You, South, hold: 
&AQ965 V52 OK4AAQ108 
What do you do now? 
A—This is very tough. Wo 
solve it by jumping to three 
no-trump. 


TODAY'S QUESTION 
Instead of passing over two 
diamonds your partner has bid 
two spades. What do you do 
now? 


Answer tomorrow 


Whirlpool 11,000 BTU air conditioner has 3 cooling speeds 


• Choice of Super Cool, Normal Cool arid Night Cool settings • Unit 
Off pushbutton, too • Dual air direction control, air changer control 
• COMFORT GUARD® control and adjustable thermostat help main- 
tain desired comfort level • Insta-Mount for fast, simple installation m 
most double-hung windows, 28" to 44" • Dehumidi- 
fies automatically, too • Permanent filter removes 
' , 
dust and other particles, easy to remove, wash and 
replace • Rust-resistant cabinet is made of heavy 
galvanized steel • 12.0 amps. 


EVERT 


WHIRLPOOL AIR CONDITIONER 
.HAS TWO 
WARRANTIES: 


C ^ / 


11, 
i I 


•f Five (5) Years on* Seated Hsfriger- 
ation System — Part» and tabor.. 


•••:•••' All parts'of the system found/by, 
Whirlpool to be defective in jnateri-, 
- ais or Workmanship will be repaired 
or/¿placed free of charge when 
> performed*by a Whirlpool author- 
ized service organlptlon. 


9 . One (1) Year on All Other Parts- 
Parts and labor. Similar coverage 
as above, also free of charge. 


140-2 


This 14,000 BTU air conditioner has High-efficiency performance 
and Air Drive control 


• Choice of 3 pushbutton cooling speeds — Normal Cool, Super Cool 
(the Panic Button) for maximum cooling when demands are greatest, 
restful Night Cool • Air Drive control helps to evenly circulate air 
throughout the room • High-efficiency performance provides greater- 
than-normal BTU capacity per watt consumed • 
'* 
* 
Normal cooling ratio of 6 to 7 BTU's per watts is 
increased to 10.1 BTU's per watt • Adjustable 
thermostat with COMFORT GUARD* control helps 
maintain your kind of cool comfort • Automatically 
dehumidifies • Permanent washable filter «12.0 amps. 
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See all the great appliance values at your participating Whirlpool De$Jer's.Nqw! 


Dear Ele: I am very over- 
weight and not attractive at all. 
I realize and accept these de- 
fects because the rest of my 
family is just the same. What 
concerns me is that 
several 
attractive, slim, popular women 
regularly seek out my company, 
It seems like they want to be 
my friend, but I am suspicious 


Maybe they want me around 
to make them look even more 
beautiful 
in 
comparison, 
or 
maybe they feel more relaxed 
in my company because they 
know I'll never be any competi- 
tion for them. These suspicions 
may be unfair. Can you suggest 
a test I could make to find out? 
—227 


Dear 227: You're right to be 
suspicious of your suspicions. 
Often a person who has been 
born beautiful takes it as a 
matter of small import. Not 
considering looks a big deal, she 
may be much concerned about 
her 
friend's personality 
and 
heart than are people who are 
less secure about their appear- 
ance. 


Ask yourself if these women 
ever indulge in mean jokes at 
your expense, desert you when 
an attractive guy appears on 
the scene, or turn a deaf ear 
when you try to share your own 
adventures or thoughts. 


If you chalk up two or three 
"no's" to that trio of questions 
I'd say the women genuinely 
value your company. If that's 
the verdict, it's time to examine 
your motives for being with 
them. Specifically, do you focus 
on their minds and hearts as 
well as their spectacular pack- 
aging? 
Incidentally I'd urge you to see 
a competent doctor. Before set- 
tling for a "fat family fat me" 
destiny. 
Being 
grossly 
over- 
weight taxes the heart and bars 
you from dozens of enriching 
activities. You may find that an 
MD is your key to more healthy 
proportions.—Ele 


Dear Walt: I'd like to go back 
to school in the fall, but I am 
afraid of what people would say 
because I swore when I left that 
I'd never return. My friends are 
pretty sarcastic.—Moss 


Dear Moss: I suggest you see 
a counselor at school and dis- 
cover what can be done to cus 
tomize your curriculum so that 
you've 
greater 
chances 
for 
scholastic success. If you could 
point out to friends that the 
school had compromised in let- 
ting you substitute courses or 
pick instructors, you'd have the 
base to forecast a whole new 
ball game. 


If you can't face their jibes 
about regular school, how about 
the night-school scene? 
With 
some dollars-and-cents figures 
from the counselor to contrast 
earnings of dropouts vs. high- 
school grads, you will 
have 
sound rationale for your study. 
•Walt. 
Dear Ele and Walt: What is 
the etiquette about paying for 
dinner when you are going out 
"Dutch treat" with a boy? Do 
you still have to slip him the 
money? Or have things become 
more open?—Fern 


Dear Fern: This isn't cut and 
dried. So discuss it in advance 
with any male "Dutch treat" 
companion. We'd hope he was 
secure enough not to blush at 
open payment. Maybe he'd feel 
easier if you told the waitress 
at the time she took your order, 
"Separate checks, please, to- 
n i g h t ' s 
the 
night 
we 
go 
Dutch.' " 
You could say that far better 
than he could, since it has the 
ring in your mouth of taking on 
responsibility 
rather 
than 
shirking if off—Ele and Walt 


At what age should a boy be 
allowed night dates? How old 
should a girl be to go steady? 
These and other pressing ques- 
tions are discussed in Ele and 
Walt's 
pamphlet, 
"Date 
and 
Marriage 
Timetable." 
For 
a 
copy, send 25 cents (one quart- 
er) 
and 
a 
stamped, self-ad- 
dressed envelope to Teen-Age 
Date-Line, in care of this news- 
paper. 


'Mighty Mouths' 


Slate Meeting 


COSTA MESA-The "Mighty 
Mouths" Toastmasters Club, of 
St. John the Baptist Catholic 
School will hold an award pres- 
entation meeting at 7:30 p.m. 
Wednesday, at the school hall, 
1021 W. Baker St. 


Certificates 
of 
achievement 
will be presented by Charlie 
Eifert, coordinator 
for Youth 
Leadership Program sponsored 
by Toastmasters 
International 
Blue Flame Club. 


The meeting also will feature 
a public speaking program con- 
ducted by seventh grade stu- 
dents. 


KRESGFS 


MONDAY, TUESDAY, WEDNESDAY 


3 WAYS TO CHARGE AT KRESGE'S 


¿71—w 


i *» 


-REDWOOD! 
" 
PICNIC 
TABLE 


!& 2 BENCHES I 


Size 27"x70" 


Reg. 29.96 
238S 


i 


4-PLAYER 
BADMINTON 
SET 


4 racquets» 2 birdies, 1 net 
- 
• poles,4metaltie-downstakes. 


Reg. 3,99 


8 8 


•i 


i|T 


I ? 
200 - 2 P l y " ^ 
FACIAL TISSÛË 
Reg- 
C 
O Q c 


2 for 41' 
J Ê for 


Lv MEN'S 
SLACKS 


Permanent 
Prest 


Flared Legs, 
100% Polyester 
Knit Slacks. 
MEN'S 
Sizes 32-40 


Reg. 
12.96 


BOY'S 
SIZES 8-18 


Reg. 
J H 8 8 


5.94-6.47 


IVOTIVE CAN 


Large variety of Fragrances 


Reg. 8 for $1.00 
F 


Holders Available 


CORDUROY -HÖYÄ CLOTH- 
POLY KNITS 


Values from 1.49 to 3.17 
While Quantities last 50% OFF 


PANT 
SUIT SETS 


Sleeves or sleeveless, 100% nylon. Asst. 
styles & colors. 


Sizes S-M-L & 40 to 44 


Reg. 7.66 to 8.96 


OF THE WEEK BIKINIS 


100% acetate tricot. Sizes 


Reg7. <.96 
$ 
1 
1 
1 


I 
SET 


KRESGES 


Larwin Square Shopping Center 
Open: bail/ 9:30 am to 9 pm 
Sunday 10:00 am to 5 pm 


5 0 0 E. 1st St. T U S T I N 
Say Charge It at KRESGES 


Ì 


information 


Session Set 


On Tax Aid 


Trifles 


Answers to Previeuj Puzzl* 


p e p 
E V I 


LAGUNA 
HILLS-A 
repre- 
sentative from the State Con- 
troller's office will answer ques- 
tions about the Senior Citizens 
Property Tax Assistance claims 
June 8, 12 and 14 at the'Leisure 
World Clubhouse number 3. 


Californians, who are over 62, 
ow'n and reside in their own 
homes, have paid taxes for the 
current year and have an in- 
come of $10,000 or less, are 
entitled to a reimbursement of 
a portion of their property taxes 
under California law. 


Girls 
10 to 18 


Vacation 
Sewing Classes 


8-2% hr. 
lessons, 17.50 
(only 980 hr.) 
• • 


Make a 
dress in class 


Enter Stylemaker 
Sewing Contest 


Prizes $15,000, 
72 


sewing machines 


and 2,400 
pendant watches 


Call your local 
Singer Sewing 
Center now! 


For address of the Singer 
Sewing Center nearest you, 
see White Pages under 
SINGER COMPANY 


ACROSS 


1 Small entities 
5 
cent 


8 Small piece 
clipped o££ 


12 Algerian 
harbor 


13 Former name 
of Tokyo 


14 Set in motion 
15 Insane (coll.) 
1G Cravat 
17 North Cauca- 
sian language 


18 Implore 
20 Thick board 
21 Numerical 
prefix 


22 Unit of 
reluctance 


23 Drink slowly 
26 Meddle 
31 Feminine 
appellation 


33 City in Ohio 
34 Lively 
(music) 


37 Length 
measure 


38 Trifle 


41 In the middle 
(comb, form; 
var.) 


42 Body of 
water 


43 Winglike part 
45 
farthing 


48 Whippersnap- 


per 


52 Jacob's son 
(Bib.) 


53 Zodiac sign 
54 French river 
55 Solar disk 
56 Auricle 
57 Food leavings 
58 Ice formation 
59 Exist 
60 Pipe joints 


DOWN 


1 Tree trunk 
2 Heavy metal 
3 Diplomacy 
4 Nasal noise 
5 Keep 
6 Bluepencil 
7 Female hare 
8 Young one 
(2 wds.) 


9 "New" star 


10 Russian tsar 
11 Jaunty 
19 Son of Gad 
(Bib.) 


20 Father (Fr.) 
22 Oppositionist 
(coll.) 


23 Concrete 
paving- 'block 


24 Scottish 
island 


25 Conceited 
person 


27 Instrument 
28 Biblical 
country 


29 Laugh (Fr.) 
30 Terminations 
32 Accumulating 


35 Philippine 
swectsop 


36 Social event 
39 Pakistan city 
40 Samuel's 
teacher (Bib.) 


44 Astir 
45 Reveal secrets 
46 Network 
(anat.) 


47 Avouch 
48 Consume by 
use 


49 Arsonist's 
' specialty 


50 Italian city 
5 1 
d'Uber- 


villo 
53 Pastureland 


1 
2 
3 
4 
5 
6 
7 


12 
13 


15 
16 


18 
19 
B 


21 
f f j | 2 2 


8 
9 
10 11 


14 


17 


Social Security 


Advice Given 


To New Brides 


SANTA ANA-The Social Se- 
es u r i t y Administration office 
here has issued an annual re- 
minder to June brides that they 
should get their Social Security 
cards and records changed to 
include their new names. 


Service representative Loret- 
ta Brooks said a prompt change 
of name on a card will help 
avoid confusion in determina- 
tion of eligibility for benefits 
and in the processing of income 
tax returns. 


Although several firms have 
been notifying new brides that 
they will change their records 
for a fee ranging from $2 to $3 
the Social Security Office will 
perform this service free, she 
said. 


The changes can be made 
either by telephoning or visiting 
the office, located at 1438 E. 
First St., Mrs. Brooks added. 


(NEWSPAPER ENTERPRISE ASSN.) 


If your birthday or an- 
niversary takes place 
before June 20, we will 
give you a 4-course 
banquet, a celebration 
cake 
and 
a present 
completely 
free 
of 
charge, at 1520 A.D., 
the English Theatre Re- 
staurant you've seen in 
Time Magazine and TV 
News. 


Call Lady Janet 
826-3360 


ADD A BEDROOM & BATH 


INCLUDES: plans, permits, foundation & floor,.stucco 
$ y Q Q R 
composition roofing, h bath rough in, plumbing for I; 
faWVW 
toilet - 3 windows - outlets & 2 switches to exW'ng servi 
12'xl6' size. 


KITCHEN REMODELED, FROM $ 8 9 5 0 0 


FREE ESTIMATES - Financing Available 
All Work Guaranteed 


lie. «263958B1 


THE REMODELING CENTER 


(714) 956-1241 ANYTIME 


Doughty Skunk 


A skunk prefers to live in 
peace and uses its ultimate 
weapon only for defense. In a 
flash, the animal can dis- 
charge, through twin nozzles, 
a spray of stinging, acrid, 
yellowish liquid. A skunk's 
very strength proves to be a 
weakness on the road—it am- 
bles along withour fear, not 
conceiving that 
a n y t h i n g 
would be rash enough to at- 
tack it, like an automobile. 


Now You Know 


Kansas has elected 24 Re- 
publicans and only four Dem- 
ocrats to the U.S. Senate in its 
112 years of statehood. 
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Restrictions Placed On Campgrounds 


Overnight 
camping 
in 
the 
Cleveland National Forest has 
been restricted 
to 
developed 
recreation sites authorized by 
the forestry department. 


In addition, forest supervisor 
Kenton P. Clark said campers 
are limited to a 14-day maxi- 
mum stay at campgrounds in 
any 30-day period and maxi- 
mum stay in picnic areas is 
limited to day use only from 6 
a.m. to 9 p.m. Maximum stay in 
temporary overflow areas is 
limited to weekends and federal 
holidays. 


Under the restriction tents, 
trailers, pickup campers, mo- 
bile tents, and backpackers are 
allowed at developed recreation 
sites, posted overflow areas and 
specific areas posted for public 
recreation. 


Campgrounds also are limited 
to one family or party with a 
maximum of six persons and to 
vehicles that can be contained 
in the parking facilities, Clark 
said. 


Regulations governing occu 
pancy are posted at the entr- 
ance to each campground. 


Guest Speaker 


SANTA ANA—Former presi- 
dential adviser Robert Finch 
will 
be 
the 
commencement 
speaker at the Pepperdine Uni- 
versity School of Law gradua- 
tion to be held at 11 a.m. Satur- 
day in the Plaza of the Flags, 
Orange County Courthouse. 


The former lieutenant gover- 
nor will also receive the univer- 
sity's honorary doctor of laws 
degree. 


Maybe you thought the Ethan Aden 
label only came on furniture. 


Certainly, a lot of great furniture bears our name. But that's only part of the story. 


You'll find that our Ethan Allen Gallery has just about everything you need to furnish your home. 


Home Fashion Center 


Here you II find fabrics and swatches of just 
about every 
imaginable 
pattern and 
color for just 
about every 
imaginable 
purpose in your 
home: Broad- 
loom Carpeting. 
Oriental, Cau- 
casian, Ameri- 
can Stencil 
Design and 
Braided Rugs. 
Bedspreads and Pillows. Upholstery and Drapery 
Fabrics. Wallpaper. 


Bedding 


There are few things in a home more important 
to your health and 
comfort than a 
mattress.Thats 
why it's important 
you're aware 
there's a large 
selection of mat- 
tresses, in all sizes 
and styles that 
bear the Ethan 
Allen name and 
maintain the Ethan 
Allen high stand- 
ards of craftsman- 
ship. If you're looking for the right mattress, rest 
easy—Ethan Allen offers if. 


Lamps and Accessories 


We'd like to shed some light on the beautiful 
and extensive Ethan Allen collection of lamps. 
Everything from 
formal to informal 
— from china to 
wood to brass. And 
when it comes to 
tasteful accessories, 
we make them very 
accessible. You'll 
find Ethan Allen 
candlesticks, ash- 
trays, mirrors — 
and all the other 
niceties that are- 
necessary to complete your home. 


TV and Stereos 


Because we believe that television sets and 
stereos for too long 
have looked like in- 
truders in the home, 
we offer our own 
complete line. All 
Ethan Allen tele- 
visions and stereos 
are designed to bo 
every bit as beauti- 
ful as any other 
piece of Ethan Allen 
furniture. The result 
is TV sets and 
stereos that will 
entertain you. Even when they're turned off. 


You'll also find a decorating expert—at our Ethan Allen Gallery who'll offer all the free advice you want. 


Ethan Allen Galleries 


"We can help you have the home you want" 


Georgetown^JVIanor. 


T R A D I T I O N A L 
I N T E R I O R S 


SANTA ANA 2101 N. TUSTIN AVENUE 
North of 17th Street, 714-835-3444 
O P E N I N G IN WHITTIER 


EARLY SUMMER OF ' 7 3 
DAILY 10 TO 5:30 - M O N D A Y S A N D FRIDAYS 'TIL 9 • C L O S E D 
S U N D A Y S 


lBRAUN, » 


AIR CONDITIONING! 


549-3081 


Advance reservations are re 
quired only at group camp< 
grounds. Reservations can be 
made through district ranger 
stations at Alpine, Escondido 
and Santa Ana. Group camping 
fees start at $10 per night de- 
pending on the group's size. 


Camping fees are $2 per day 
at most family campgrounds 
Several of the smaller and more 
remote sites are free. Daily fees 
are paid directly at the camp- 
ground entrance and reserva 
tions are not required. 


The Golden Eagle Passport, 
formerly good for year long 
camping, will not be valid in 
California National Forest this 
year, Clark said. The passports 
cover entry fees only to areas 
of the National Park System 
and are available for $10 at the 
post office. 


Holders of Golden Age pass 


Now You Know 


Two Puerto Ricans tried to 
assassinate President 
Harry 
S Truman on Nov. 1, 1950. 


¿fast,thorough,Guaranteed 


Real Estate 


Sales and or-Broker license 


TRAINING 
! 
Phóne for.Free Folder 
a 


(714) 776-5800 
ANTHONY SCHOOLS 
1717 South Brookhurst St. 
Anaheim, Calif. 92804 
(714)979-2353 
HARBOR CENTER 
2300 HARBOR 
COSTA MESA 


ports, issued free to persons 62 
years or older, are entitled to a 
50 per cent discount on recrea- 


tion use 
fees 
in 
designated 
areas. Passports may be ob- 
tained through the post office. 


Spires Serves 


SPENCER STEAK 


on Tuesdays 


Deliciously Prepared Spencer Steak 


WITH 


• Soup and Salad 


• Choice of potato 


• Roll and Butter 


• Dessert 


All for. 
£1.85 


SPIRES 


Coffee Shops 


• Santa Ana - 702 W. 17th 


j> Anaheim -1673 W. Ball at Euclid. 


O p e n 
H o u r s 


-pod body can 
change your 
attitude 
about age. 


Give yourself 
to the BodyShapers 
for 20 visits 


. ou've probably seen it yourself- A woman who is 
lerely attractive at 30 becomes dynamite at 40. She's 
years older, but years wiser too—about her makeup, 
her fashion, and what It takes to keep her body 
¡it and firm. We know. We're the ones who firm up 
flabby muscles, tone down bulges, free a woman's 
true body structure from extra inches of fat. 
We're professionals! In 20 visits, we can show you 
how to turn half-hearted exercise into exercise that 
counts. Because we have over 200 units of space age 
equipment to make the exercise you do that much 


more effective—results are what we're after. So 
while we guide you through energy-stimulating exercise, 
we also give you individually suitable diet plans 
that help you shed pounds while you tighten up and 
lose inches. Then we reward you with an invitation to 
relax with the unlimited use of all our other luxurious 
facilities. The whole thing tends to make age irrelevant. 
Whatever yours is, you can make it an enviable one. 


We Promise! 


Introductory 5 week Program 


20 visits *20for2 


That's $10 per Person 
Regular Memberships Available 
at Low Cost, lower cost on your first visit. 


HEALTH 
CLUBS 


for Men 
& Women 


BUENA PARK 510 S. Beach Boulevard, South of Lincoln Avenue 826-0381 
ORANGE 622 East K a t e l l a A v e n u e , W e s t 
of T u s t i n A v e n u e 639-2441 


COSTA MESA 2 3 0 0 
H a r b o r 
B o u l e v a r d , 
H a r b o r 
C e n t e r 549-3368 


WESTMINSTER 6757 Westminster Avenue, Westminster Center 894-3387 
HUNTINGTON BEACH 
18585 Main Street, Main St. at Beach Blvd. 842-1451 


LONG BEACH 4 1 0 1 A t l a n t i c 
B o u l e v a r d , 
C o r n e r of C a r s o n 426-8874 


6 CONVENIENT LOCATIONS IN ORANGE COUNTY & LONG BEACH 


UNLIMITED USE OF ALL FACILITIES: Hydro Whirlpool • Rock Steam Rooms • Fin- 
nish Sauna • Eucalyptus Vapor Inhalation • Ultra-violet Sun • Slimnastic Classes 
• Over 200 Units of Exercise Equipment • Indoor Heated Swimming Pools 


mm 


call today. 


i 


The REGISTER 
Monday, June 4, 1973 


. S fei' 


I T » 


* u 


r 


AT TREMENDOUS DISCOUNT 
2180 ROLLS OF QUALITY 


TO BE SOLO AT DRASTIC REDUCTIONS IN STOCK 


MOW-NO SHIPPING DELAYS 


Fancy Racks-No Gorgeous Surroundings—No Nigh Overhead! Large Yolume 


Buying At Tremendous Discounts Permits us to Bring You the Most for the Least. 


* GUARANTEED UNTIL 
1979 FOR WEAR 


I s ' Q U A L I T Y 


1 0 D E C O R A T O R 
C O L O R S 


A T R U E Q U A L I T Y C A R P E T . N O W AT A 


P R I C E Y O U C A N A F F O R D . 
I N C L U D E S 


D E L U X E F O A M P A D D I N G A N D EXPERT 


I N S T A L L A T I O N . 


SQUARE 
YARD 


THE NEW 
SHAGS ARE 
HERE!! 


P A C K A G E D D E A L 
C O M P L E T E W A L L T O W A L L 
P A D D I N G & 
I N S T A L L A T I O N 
AT D I S C O U N T P R I C E S 
T O O ! 


¡TÄLLED 


•HERE ARE Â FEW EXAMPLES 


NOTH8G3G ELSE TO B U Y ! 


VALUES TO 10.99 YD. 


COMPLETE 


3 rooms - 30 yds. 
$179 


4 rooms - 40 yds. 
$239 


5 rooms - 50 yds. 
*299 


6 rooms - 60 yds. 
$359 


•WE GUARANTEE THE CARPET ON A 


FREE-IN-HOME 
DECORATOR SERVICE 
YOU CALL! WE RUN WITH CARPET SAMPLES 


547-5507 


W e will bring s a m p l e s of carpeting 
to your home where you can choose 
the carpet that looks best - No obli- 
gation. Day or evening appointments. Free 
Esti- 
mates. Phone the store nearest you. 


90 DAYS SAME AS CASH 
OR EASY TERMS TO FIT YOUR BUDGET. 


BELMONT'S COMMERCIAL WEAVE 6 0 % WOOL 4 0 % 
MISCELLANEOUS PILE CARPET 


O n « beige color -tweed. Excellent buy for apartment own- 
Reg. $4.95 


BELMONT'S SUPERIOR NYLON PILE CARPET 


I t if axcellont in resilience and brings elegance to the long 
wear, easy-car* features of continuous filament nylon. Solid 
colors 
Reg. $5.95 


BELMONT'S TIGHT WEAVE NYLON PILE 
CARPET 


This is a tight loop sturdy enough for commercial as well as 
home 
use. Availablo 
in 
full 
line 
of 
tweed 
and 
solid 
colors 
• 
Reg. $6.95 


BELMONT'S PUFF NYLON PILE FOR 
BEDROOMS 


A 
lush and fur-lilce plush with a silken look. A lovely deco- 
rative find for bedrooms and baths 
Reg. $6.95 


BELMONT'S NYLON PILE SHAG CARPET 


A dramatic nylon tumble twist, shaggy, deep-piled and iex- 
tury pile. This casual look so much in demand today. 
14 
beautiful {weeded colors. . . 
. . . . . . . . R e ^ . $7.95 
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eískopf 
Stroke Winner In Kemper Open 


In The Rough 


' 
(Special to The Register) 


MESA, Ariz.—Clay Westlake 
had six hits in eight at bats to 
lead Arizona State to 14-1 and 
14-0 wins over the University of 
Denver this past weekend in the 
District 7 NCAA University Di- 
vision baseball playoffs. 


Westlake, a freshman from 
Ioara, High was batting .385 for 
the 
Sun Devils 
entering 
the 
series. 


Eddie Bane of 
Westminster 
hurled Arizona State to the win 
in the first contest with a NCAA 
record 19 strikeouts and Jim 


Otten was ttie pitcher in the 
second' contest with 12 whiffs. 


Gary Atwell, who played high 
school ball at Kennedy (La Pal- 
ma), only had one hit in the 
two-game series. 


Arizona State, which was run 
ner-up in the World Series last 
year, meets Penn State on Fri- 
day in the opening day of action 
at Omaha, Neb., following a 
contest between Minnesota and 
Oklahoma. 


The second day of action pits 
Texas against Georgia Southern 
and three-time defending cham- 
pion USC against Harvard. 


ional 
Title 


Santa Ana College freshman 
Roger Cal"in is on some kind of 
hot streak. 


He concluded the month of 
May by winning the State City 
College golf championship to be- 
come the first from his school 
to accomplish the feat. 


Sunday he began June with 
the same torrid pace, edging 
club teammate Allen Wells on 
the first hole of sudden death 
playoff to capture the Orange 
County Invitational Golf Cham- 
pionship at Willowick. 


Calvin put together consistent 
rounds of 69s to capture the title 
with a 54-hole total of 207. Wells 
held a three-stroke lead heading 
into the final round, but fell to 
the red-hot Calvin. 


Willowick teammate and San- 
ta Ana College sophomore Jerry 
Wisz followed with a 209, while 
Don Beets and Jim McKieghan 
also 
of 
Willowick 
were 
one 
stroke behind at 210 and UC 
Irvine's Gary Singer came in at 
211. 


Calvin started the day at 138 
five strokes behind the pace-set- 
ting Wells, but the leader suc- 
cumbed to Calvin's red-hot final 
round and came in with a 74 to 
force the playoffs. 


Calvin 
then put 
away 
the 
tourney title on the first hold of 
the playoffs, in similar fashion 
that he captured the State JC 
golf crown. 


AJOR LEAGUE 


American League 


E A S T E R N 
DIVISION 
w. I. Oct. g.b. 


Detroit 
27 22 .551 
— 


New York 
26 24 
520 
V/i 


Baltlmore 
22 22 .500 
2Vi 


Milwaukee 
22 26 .458 
41/2 


Boston 


i l 


25 .457 
4'/j 


Cleveland 
i l 
30 .400 
V/2 


«VESTEEN DIVISION 


w. 
1. pct. g.b. 


Chicago 
27 18 .600 — 


Kansas City 
30 23 .566 
1 


Minnesota 
26 21 .553 
2 


California 
25 22 .532 
3 


Oakland 
26 25 
510 
4 


Texas 
16 30 .348 11 '/2 


S A T U R D A Y ' S 
R E S U L T S 
N e w York 2 California 0 
Minnesota 3 Detroit 2 (10 innings) 
Milwaukee 3 Chicaqo 2 (13 inninqs) 
C) 
i i i i d j 
bn-.ion 
i 
(.Tinnii 
Baltimore 8 Texas 3 (night) 
Kansas City 5 Cleveland 1 (ninht) 
Y E S T E R D A Y ' S 
R E S U L T S 
Kansas City 5 Cleveland 4 
Detroit 8 Minnesota 2 
Milwaukee 7 Chicaqo 1 
New York 3 California 2 
Oakland 12 Boston 1 
Baltimore 7 Texas 1, S Vi Innings, rain 
(night) 


TODAY'S 
P I T C H E R S 


Kansas 
City 
IGarber 
5-1) 
at 
Boston 
(Curtis 2-5), niqht. 
Milwaukee 
(Colborn 
5-2) 
at 
Oakland 


(Holtzman 10-2), niqht. 
(finiy 
games scheduled) 


National League 


W E S T E R N 


San Francisco 
Los Angeles 
Cincinnati 
Houston 
Atlanta 
San Diego 


DIVISION 
w . 
I. 


35 20 
31 21 
28 23 
29 25 
18 32 
19 34 


PC». 
636 
.596 
.549 
.537 
.360 
.358 


4'/j 
n'a 


.6 Vi 
7 
11 


g.b. 


~Vh 
S 
SVi 
14'/3 
15 


E A S T E R N 
D I V I S I O N 


w 
I. pet. g.b, 
Chicago 
31 20 .608 — 


Pittsburgh 
23 21 .523 


New 
York 
2 " 4 .4/8 


Montreal 
21 
23 .477 


St. Louis 
22 25 .468 


Philadelphia 
19 30 .388 


a t u r d a y ' s 
R t y j L f s 


Chicago 4 Atlanta 3 
Pittsburgh 4 Cincinnati 3 
San Francisco 11 Philadelphia 7 
St. Louis 6 Houston 2 (night) 
San Diego 3 New York 0 (night) 
Montreal 6 Los Angeles 3 (nlqht) 
Y£S1l-:RDAY'S 
R E S U L T S 
Cincinnati 5 Pittsburgh 1 
Chicago 3 Atlanta 0 
St. Louis 2 Houston 1 (10 innings) 
Montreal 4 Los Angeles 1 
New York 9 San Diego 2 
San Francisco 5 Philadelphia 4 


TODAY'S P I T C H E R S 
L 
L 
San Francisco (Bradley 4-2) at Pittsburgh 
(Moose 4-4), niahl. 
Philadelphia 
(Carlton 
J-7) 
af 
Houston, 
(Roberts 5-3), nlqht. 
New 
York 
(Matlack 
2-7) 
at 
Cincinnati 
(Billinqham 7-2), night, 
(only games scheduled) 


CHARLOTTE, N.C. (UPI) 
- 
Tom Weiskopf, who had pro- 
mised when he took the third 
round 
lead 
not 
to 
play 
conservative golf, kept his word 
Sunday and carded a solid 4- 
under-par 68 to win the $40,000 
first prize in the Kemper Open 
by a three stroke margin over 
Lanny Wadkins. 


The 
30-year-old 
Weiskopf, 
winning 
his 
seventh 
career 
tournament and his second this 
year, had a total of 271, 17- 
under-par, 
the 
best 
72-hole 
score in the Kemper's history. 


Wadkins, on his second year 
in the PGA tour, shot a 3-under- 
par 69 Sunday on the 7,219-yard 
Quail 
Hollow 
Country 
Club 
course, 
longest 
on 
the 
pro 


l e i s t e r 
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circuit this year, for a 274 total, 
1'4-under-par. 


Weiskopf had rounds of 65, 70 
and 69 on his first three days in 
the Kemper, 
which 
he 
won 
previously 
in 
1971. 
Sunday's 
triumph in the $200,000 event 
marked the first time anyone 
had 
won 
the 
five-year-old 
tournament twice. Wadkins had 
carded 66, 68 and 71 on the 
earlier days. 


Weiskopf had five birdies and 
a bogey in his final round and 
Wadkins five birdies and two 
bogeys. 


The 
Weiskopf-Wadkins 
duel 
left the rest of the field far 
behind. Lou Graham shot a 67 
Sunday, 
second round 
leader 
Leonard Thompson a 71 and 
Dave Hill a 71 for a three-way 
tie at third place with 11-under- 
par 277. 


Finishing at 10-under-par 278 
were Dan Sikes with a final 
round 67, Mac McLendon with a 
67, Ken Still a 73, Art Wall with 
a 70, John Lister a 67 and 
Cesar Sanudo a 73. 


With 
his 
victory 
Sunday, 
Weiskopf, passed 
Wadkins on 
the 
money 
list, 
moving 
to 
fourth place with $121,822 while 
Wadkins fell to fifth at $114,521 
—including 
$22,800 
for 
his 
second place finish. 


"I've worked very hard and I 
didn't sleep very much at all 
this week," said Weiskopf. "I 
wanted to win so much." 


A master of the long distance 
drive, the former Ohio State 
star now living in Columbus, 
(Please Turn To Page C6) 


s Undefeated 


Beats E. Ill 


(Special to The Register) 


SPRINGFIELD, 111. - 
Sopho- 
more Jerry Maras of Garden 
Grove will get the call tonight 
when UC Irvine faces Ithaca of 
New York in the battle of the 
unbeatens in the NCAA College 
Division World Series. 


Only three teams are left in 
the double elimination tourna- 
ment after Sunday's rain-inter- 
rupted competition. 


Gary Wheelock hurled a two- 
hitter to down Eastern Illinois 
University, 
6-2, Sunday 
after 
rain stopped play for two and 
one-half hours in the third in- 
ning. 


In other action Missouri-St. 
Louis eliminated 
Jacksonville, 
2-1, and Ithaca ousted defending 
champion Florida Southern, 4-1. 
Missouri-St. Louis and Eastern 


Downey Keglers 


By 23 Pins 


DOWNEY 
(UPI) - 
Bar- 
ry 
Asher's 
production 
fell 
off sharply Sunday atfernoon, 
but he still had enough pins to 
lead 
23 
others 
into 
the 
semifinals of the $55,000 Win- 
ston-Salem Open bowling tour- 
nament. 


The 
24-game 
match 
play 
segment began Sunday evening 


Asher, 
who 
took 
a 
35-pin 
advantage into the third and 
final six-game qualifying 
set, 
saw his lead fall to 11 when he 
shot 
only 
1,220. 
Since 
play 
began 18 games ago, Asher had 
3,965 pins, an average of 220. 


As the 144-man lineup was 
cut for the first time, holding 
down second place was Johnny 
Guenther of Seattle. Fifth when 
the day began, Guenther had a 
high game of 259 in his 1,354 
effort. Nine pins further back in 
third 
was 
Roy 
Buckley 
of 
Columbus, Ohio, after a 1,235 
third-round pinfall. 


Rounding out the top 
five 
were Marty Piraino of Syracu- 
se, N.Y., and Don McCune of 
Munster, Ind. Piraino showed 
3,938, while McCune, who has 
won two titles and $40,000 thus 
far in 1973, had 3,855. Norm 
Meyers of St. Louis had the 
day's best set, a 1,375, with 
high games of 247 and 267. 


At 
the 
end 
of 
t o d a y ' s 
competition, only the high five 
rollers will advance to Tues- 
day's 
televised 
finale, 
where 
the winner will receive $6,000. 


The 
10 
leadinq 
scorers 
after 
three 
rounds (18 games): 


1. Barry 
Asher, 
Costa 
Mesa, 
Calif., 
3,965 


2. Johnny Guenther, Seattle, 3,954 
3. Rov Buckley, Columbus, Ohio, 3,945 
4. Marty Piriano, Syracuse, N.Y., 3,938 
5. Don McCune, Munster, Ind., 3,855 
6. 
Greg 
Baderdeen, 
Ontario, 
Calif., 
3,842 


7. Norm Meyers, St. Louis, 3,820 
8. Sandy 
Flnkelsteln, 
Cortland, 
N.Y., 
3,815 
9. Paul Colwell, Tucson, Ariz., 3,803 
10. T o m Hudson, Akron, Ohio, 3,783 
Pele Powers 
Santos1 W i n 


LOS 
ANGELES 
(UPI) 
- 
Fabled soccer millionaire Pele 
scored a goal and assisted on 
another Sunday as the touring 
Santos Football Club of Brazil 
beat seven-time 
Mexican 
na- 
tional champion Guadalajara 2- 


1. 


A crowd of 16,984 at the Los 
Angeles Coliseum watched the 
Brazilians run their two-week 
U.S. tour record to 5-0. 


The 31-yesr-old Pele, the only 
man to ever score more than 
1,000 goals against world class 
competition, had an assist on 
Robert de Oliverra's goal in the 
11th minute and then tallied 
what proved to be the winning 
score on a 25-foot kick 
just 
before halftime. 


Francisco 
Avilan 
got 
the 
Guadalajara goal in the second 
half in the 62nd minute. 


Illinois clashed in the late con- 
test on Sunday with the loser 
eliminated. 


Just like their first game, the 
Anteaters waited until the sec- 
ond-to-the-last i n n i n g before 
rallying for the win. 


On Saturday 
the 
Anteaters 
scored five times in the eighth 
to win 6-n over 
Louis and Sunday it was a six- 
run sixth inning oucourst wiucn 
turned the tide. 


Wheelock 
and 
Rich 
Molina 
opened the inning with walks 
and Jack Cleveland legged out 
an infield single for only the 
third hit against Wally Ensmin- 
ger. 


Catcher Terry Stupy slashed 
a double off the outfield wall for 
two runs to tie the contest and 


Jeff Malinoff stroked a two-run 
double to give UCI the lead. 
Malinoff scored on a single by 
Rod Spence. 


Dave Lyons singled and Dan 
Hanson grounded out for the 
first out of the inning, scoring 
Spence to give the Anteaters 
their six runs. 


All games on Sunday were 
shortened to seven innings be- 
cause of the threat of rain. 


Wheelock allowed a first in- 
ning single and a no-out two- 
run home run by Randy Trapp 
before retiring 18 of the next 19 
batters as the long delay only 
seemed to strenghthen the Ir- 
vine pitcher. 


Wheelock 
struck 
out 
only 
three in picking up his 11th win 
in 15 decisions for the season. 


The Anteaters, which entered 
the 
tournament 
as 
the 
top- 
ranked team in the college divi- 
sion, are now 42-12, including 
two wins in the World Series. 


The loser of the 4:30 (local 
time) 
contest between Ithaca 
and UC Irvine will play the 
survivor of the Missouri - St. 
Louis vs. Eastern Illinois clash 
in the second game today. 


The championship will be de- 
cided 
on Tuesday 
with 
two 
games slated if needed. 


A crowd of 1,627 braved the 
rain and remained despite the 
outburst 
as helicopters 
were 
employed to dry the field. 


R 
H 
E 


U C Irvine 
000 006 0 - 6 
7 0 


Eastern III 
020 000 0—2 2 0 


Wheelock 
and Stupy; 
Ensmlnger 
and 
TrienZ. 


H R — T r a p p (EIU), 2nd inning, one on. 
Reported by Roy Enqlebrecht. 


O O P S — I MISSED—It looks an even race 
as San 
Francisco catcher Mike 
Sadek 
and Philadelphia's Tom Hutton stretch 
to reach 
home 
plate. Actually 
Sadek 
fielded a squeeze bunt by Larry Bowa 


( U P I Telephoto) 


in front of the plate, swung around to 
tag Hutton trying to score, but Hutton 
missed the plate. Hutton then dove back 
toward the plate, but this time Sadek 
nailed him. 


ixoos Stun 


LOS ANGELES (UPI) - 
Hal 
Breeden walked with the bases 
loaded 
and 
two 
out in 
the 
eighth inning to break a 1-1 
deadlock and Ernie McAnally 
pitched a six-hitter Sunday as 
the Montreal Expos beat the 
Los Angeles Dodgers 4-1 before 
an Old-Timers Day crowd of 
34,785. 


AI Downing walked Breeden 
on four straight pitches after 
getting an 0-2 count on the 
Expo first baseman to bring in 
Tim Foli from third base. 


Taking their second straight 
from the Dodgers, the Expos 
loaded the bases on singles by 
Foli, Ron Woods and a walk to 
Bob Baiiey. 


Clyde Mashore hit a two-run 
homer into the leftfield pavilion 
off 
Dodger 
reliever 
Tommy 
John in the ninth inning. It was 
his third homer of the season, 
all in the past week. 


McAnally 
posted 
his 
third 
victory 
in 
four 
decisions, 


striking out eight and walking 
two. The loss went to Downing, 
now 5-2. 


The Expos scored the first 
run in the game in the fifth 
when 
John 
Boccabella 
came 
home 
from 
third 
on 
Foli's 
attempted 
squeeze 
bunt 
that 
went 
over 
Downing 
for 
an 
infield single. 


In the bottom of the inning, 
back-to-back 
doubles by Ron 
Cey and Ron Joshua provided 
the Dodgers with their run. 


TV, Radio 


TODAY 
Sports at Six, KMPC, 6:00. 
Baseball Warmup, Channel 4, 


8:00. 


Game of The Day- Kansas 
City Royals vs. Boston Red Sox 
(tape), Channel 4, 8:15. 


True Adventure, Channel 13, 
10:30. 


D O D G E R 
NOTES: 
The Dodqor old ti- 
mers 
rallied for four runs in the final 
inninq to defeat the M a i o r 
League 
All- 
Stars 4-3 in Sunday's Oldtimers Game. 
The 
AlllStars 
had taken a 3-0 load on 
Dale Long's three-run homerun. . .Long is 
the man who holds the record for home 
runs 
In eiqht consecutive games. 
When 
Long hit his record eighth home run in 
eight games the victim was Carl Ersklne 
of the Dodqers. . .Long's home run victim 
Sunday—why 
it 
was 
Carl 
Ersklne, 
of 
course. . ."It was Ihe first homer I've hit 
in 10 years," said Long. . ."I hope I do 
as well in the Oldtimers games this sea- 
son," said Stan Musial as the Oldtimers 
season got under way 
Stan was elqhl- 
for-ten In Oldtimers qamos last year. . . 
The Dodders travel to Chicago today and 
open a three-game series with the Cubs 
on Tuesday. . .Claude Osteen (5-3) will 
start for the Dodgers Sunday against Fer- 
quson 
Jenkins 
(6-3). 
. .Willie 
Davis 
is 
approaching the 2,000 hit mark, entering 
Sunday's game iust 18 hits away from the 
magic figure. 


Montreal 
Los Angeles 


ab r h bi 
ab r h bl 


Hunt 3b 
5 0 0 0 Lopes 2b 
4 0 0 0 


Woods 
cf 
4 0 1 0 
tiuckncr 
l b 
4 0 :> 0 
B - l l e y 
3b 
! i » n 
n - v v , 
-f 
j n o o 
Frias 2b 
0 0 0 0 Ferguson e 
4 0 0 0 
Br:-„-d3.i lb 
2 0 0 1 m v.v.Vra rf 
2 0 10 
Sinnle^n 
rf 1 0 0 0 
."•> 
4 1 ? 0 


Boccabellac 
4 2 3 0 Joshua If 
3 0 11 
M.ashore If 
4 1 1 2 
Russell ss 
3 0 0 0 
Fotiss 
4 1 2 1 l->o n,td 
n 
0 0 i 


M c A n a l l y 
p 4 0 0 0 Pichert r> 
0 0 0 0 
Garvev ph 
1 0 0 0 
John p 
0 0 0 0 


Totals 
33 4 7 4 Totals 
31 1 6 I 


Montreal 
po* oi 1 " " ' — 4 


Los Angeles 
000 010 000— l 


E-Cey, McAnally. DP-Montreal l. LOB- 
Montreal 6, Los Angeles 5. 


2B-Cey, 
Joshua. 
HR-Mashora 
(3) 
SB- 
Crawford. 


ip 
h 
r er bb so 


M c A n a l l y W 3-1 
9 
6 
I 
l 
2 
8 


Downinq L 5-2 
7 2-3 
5 
2 
2 
4 
5 
Richert 
1-3 
0 
0 
0 
0 
l 


John 
l 
2 
2 
2 0 
l 


WP-Downing. 
T-2:l3. A-34,785. 
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ngels Bow 


Yankees 


By JOHN STELLMAN 


NEW YORK-A 
good thing 
finally happened to the Angels 
after they lost a 3-2 decision to 
the Yankees Sunday. They left 
town, and headed home. 


Feeling more like a band of 
traveling gypsies than a base- 
ball team, the Angels can look 
forward to June, when they'll 
be home long enough to get the 
washing done. 


It seems like they've been on 
the road more than Henry Kis- 
singer. And they have. 


Despite winding up a 4-8 trip 
on a disappointing note, encour- 
aging signs lie ahead. Twenty of 
their next 28 games will be 
played at the big-A. 


"We've got to make our move 
right now, if we're going to 
move at all," assessed Bobby 
Winkles after the Angels played 
28 of their first 47 on the road. 


Their 25-22 record is admira- 
ble. 


Winkles wanted to come home 
with a 26-21 record, but he has 
to be happy when he considers 
the fact that his team spent 
more time in airport lobbies, 
than on the field. 


"This club is capable of mak- 
ing a move," the manager con- 
fessed, after Sparky Lyle shut 
off a ninth inning rally to pre- 
serve the victory. 


"All we need is a base hit in 
the right spot. We had the guy 
on the ropes. But we've still got 
a couple of guys who aren't 
relaxed enough to comprehend 
the situation." 


The manager admitted that 
Jerry Davanon fell into that 
category. 


After Felipe Alou's error and 
Alan Gallagher's single got the 
ninth inning started, Davanon 
failed to bunt on a two strike 
pitch. 


"He just missed the sign," 
Winkles answered, when asked 
if Davanon had been asked to 
sacrifice with two strikes. 


"In a game like that, you're 
not going to have a guy bunt 
with two strikes. Jerry probably 
was a little tight, and he might 
have looked right past Salty 
(Parker)." 


The 
Angels 
broke 
the 
ice 
aeoinst George Medich in the 
sixth 
when 
Frank 
Robinson 
lashed his second double, and 
eventually scored at Billy Gra- 
barkewitz grounded into a field- 
er's choice. 


Buy 
Clyde 
W r i g h t , 
who 
pitched himself out of tight situ- 
ations in the first, fourth and 
fifth, surrendered three runs in 
the sixth. 


Felipe Alou's single 
scored 
Craig Nettles with the equaliz- 
er, 
and when Gene 
Michael 
chopped 
a 
Baltimore 
hopper 
over Wright's head, New York 
had a 2-1 lead. 


Horace Clarke's third of four 
hits, a double off the glove of 
McCraw, 
provided 
the 
insur- 
ance after two Yankee errors 
gave the Angels a shot at victo- 
ry in the ninth. 


Alou's error at first got the 
ninth 
started. 
But 
Davanon 
failed to sacrifice after Gallagh- 
er's hit, and Winston Llena's 
pinch single scored one run, 
instead of two. 


But another error, this one by 
Nettles, loaded the bases with 
one out, providing another op- 
portunity, but neither Vada Pin- 
son nor Bobby Brooks could 
take advantage of it. 


And that was just fine with 
the 
SRO 
bat-day 
crowd 
of 
60,108, the largest ever to see 
the Angels play. 


There won't be that many at 
the Big-A tomorrow night, but 
the surroundings will be friend- 
lier. 


"If we could win 19 of those 
next 
28," 
Winkles 
assessed, 
"we'd be right in the middle of 
it." 


That might not be as difficult 
as getting out of Yankee Stad- 
ium Sunday. 


H A L O S — R u d v 
May, 
whose four 
shut- 
outs tie him for the league lead In that 
department, 
has 
been 
demoted 
to 
th» 
bullpen, 
at 
least for one turn. 
"I 
feel 
Rich 
Hand deserves 
a chance to 
pitch 
more," explained Bobby Winkles, in an- 
nouncing 
that 
the 
newly-acquired 
riqht- 
hander will open the homestand 
against 
Detroit Tuesday 
niqht. "I 
think 
Rudy's 
problem 
is 
a 
matter 
of 
concentration. 
He's worried about this part of the body, 
and thiit part 
I'd like him to go out thers 
i and lust worrv about the knees. With his 
'stuff 
he should 
win 
20. But 
before 
he 
c'oes, he's qoinq to have to take command 
of himself." "I've been struggling," M a y 
admitted. "Everybody h^s said try this, 
and try that. I haven't had a chance to 
sav, "let me do it my way." And I was 
doing it my 
way 
when 
I was 
shutting 
peoole out. Yeah, I'm disappointed. 


" I ' m not going to say I haven't 
been 
throwing good, I'll iust say I haven't been 
getting people out. I'd iust like people to 
tre.M me the same when I'm aolnq bad, 
as they do when I'm going qood. Nobody 
says anything when you're qoinq good." 
Hand, 
10-14, 
was 
the 
Panqers 
tor» 
winner last year. They turned away be- 
twe-n 5-HOO and 10,000 Sunday, but 
still 
sold a limited number of SRO 
Bat-Dav 
tickets. The previous high crowd for an 
Angel 
game 
was 
58,555 who also 
saw 
them here June 9, 1568. 


New Y o r k 


ab r h bi 
4 0 1 0 Clarke 2b 
1 0 0 0 White If 
5 0 1 0 MAlou rf 
4 0 0 0 Murcer cf 
1 0 0 0 Hart dh 


California 


Meoli ss 
Stanton 
ph 
Pinson cf 
McCraw If 
Brooks ph 
. _ . 


Robinson dh 4 1 2 0 Nettles 3b 


I Oliver rf 
4 0 0 0 Munson c 


Epstein lb 
2 0 0 0 FAlou l b 


Alomar pr 
0 1 0 0 Michael ss 


Grbrkwlz 3b 3 0 0 1 Medich p 
Gallaqher 3b 0 0 0 0 Lyle p 
Berry ph 
1 0 
1 0 


Davanon 2b 4 0 0 0 


ab r h bl 


5 0 4 1 
4 0 1 0 
3 0 1 0 
4 0 0 0 
4 0 1 0 
3 1 1 0 
3 1 0 0 
4 1 1 1 
4 0 2 1 
0 0 0 0 
0 0 0 0 


Torborq c 
Llenas ph 
Wriqht p 
Barber p 
Sells 
Totals 
California 
New York 
E-Clarke, 


3 0 1 
1 0 1 1 
0 0 0 0 
0 0 0 0 
0 0 0 0 


37 2 7 2 Totals 
34 3 11 3 
000 001 001—2 
000 C03 00X— 3 


Davannon, 
FAlou, 
Nettles, 


LOB-Calitornia 10, Now York 11. 


2B-Roblnson 2, Clarke 2, Meoli, Nettles. 
SB-Pinson. S-While. 


in 
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Wriqht L 3-7 
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Barber 
1-3 
0 


Sells 
1 1-3 
1 


Medich W 4-2 
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6 
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1 
1 
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Rustlers Dodd Heads 
Stars 


Golden West College catcher 
Mike Dock! was accorded Play- 
er of the Year honors in The 
Register's All-Orange Commun- 
ity College baseball team. 


Dodd, who swung the bat at a 
.367 clip, led the team in stolen 
bases with 13, had 18 extra base 
hits and 18 RBIs for the Rus- 
tlers. 
Dodd 
has 
previously 
been named to the all-Southern 
California first team, the only 
county player so honored. 


Fullerton College led the list 


of 25 players selected with six 
while Golden West and Cypress 
placed five each, Orange Coast 
four, Santa Ana three and Sad- 
dleback 2. 


Only four freshmen were cho- 
sen with Cypress' Rudy Lara 
and Golden West's Curt Peter 
son picked on the first team and 
Saddleback's 
Steve 
Williams 
and Fullerton's Larry Kaplan 
getting secrmd team nods. 


In an effort to pick the best 25 
players in the county, some 
positions are overloaded. 


* 
* 
• 
OC's J C Honor Roll 


er Tops 


Irvine All-Stars 


Mark Carpenter, the hard-hit- 
ting first baseman from cham- 
pion Los Alamitos High, was 
chosen Most Valuable Player 
and his coach Dave Hernandez 
•was named Coach of the Year 
on 
The 
Register's 
All-Irvine 
League baseball team. 


Carpenter swung a big bat for 
the' Griffins with a lofty .400 
average in league, but his real 
ability was in the field where he 
performed almost flawlessly at 
first base. 


He nudged Corona del Mar 


catcher Bob Palmer and Los A1 
teammate Bob McKelvey for 
Player of the Year honors. 


Five members of the league 
champs were accorded first- 
team berths on the elite squad. 
Perfect pitcher Gary Williams 
(7-0) second baseman Mike Lil- 
ley, shortstop Dave Velarde and 
centerfielder McKelvey joined 
Carpenter. 


Hernandez led the Griffins to 
their third s t r a i g h t Irvine 
League championship, and of 
course, has his team in the CIF 
"AAAA" finals. 


AU-Orange County 
Community College 
(First Team) 


P—Ron Bell, Fullerton, So. 
P—Dan Quisenberry, OCC, 
So. 


P—Frank 
Allen, 
Cypress, 
So. 
C—Mike 
Dodd, 
G o l d e n 
West, So. 


Inf—Rudy Lara, 
Cypress, 
Fr. 


Inf—Paul 
Fleming, 
OCC, 
So. 


Inf—Tony Cresci, GWC, So. 
Inf—Chuck 
Baker, 
Santa 
Ana, So. 


OF—Hank Robles, 
Fuller- 
ton, So. 
OF—Steve 
Carpenter, 
Sad- 
dleback, So 


OF—Vance Orand, Cypress, 
So. 


Util—Curt Peterson GWC, 
Fr. 


MVP-Mike Dodd, 
Golden 
West. 


(Second Team) 


P—John 
Morris, 
Cypress, 
So 


P—Stu 
Livingstone, 
SAC, 
So. 


P—Craig Lundgren, GWC, 
So. 


P—Steve Trella, Fullerton, 
So. 


C—Mark B u r n h a r t , Cy- 
press, So. 


C—Steve Williams, Saddle- 
back, Fr. 


C—Fred M o r e n o , 
Santa 
Ana, So. 


Inf—Larry Kaplan, Fuller- 
ton, Fr. 


Inf—Steve Kirishian, Fuller- 
ton, So. 


OF—Phil Macartney, GWC, 
So. 


OF—Mark 
Olson, 
Orange 
Coast, So. 


OF—John 
Palmer, 
Orange 
Coast, So. 


Util—Art 
Castillo, 
Fuller- 
ton, So. 


Fleming-Smith Matchup 


Tops All-Stars June 22 


* 
• 
* 


ALL-IRVINE LEAGUE 1973 
(First Team) 


Pos. 
Name 
School 
Yr. 
Avg. 


P -Andy Gallo, Magnolia 
12 
5-2, 1.40 


P -Gary Williams, Los Alamitos 
12 
7-0, 2.68 


C —Bob Palmer, Corona del Mar 
12 
.366 


lb —Mark Carpenter, Los Alamitos 
12 
.400 


IF —Mike Lilley, Los Alamitos 
.12 
.328 


IF —Dave Velarde, Los Alamitos 
12 
.293 


IF —Gary Templeton, Santa Ana Valley ..11 
.396 


IF —Mike Selwood, Edison 
11 
.444 


OF—Bob McKelvey, Los Alamitos 
12 
.387 


OF-Mark Schrupp, Costa Mesa 
12 
.326 


Util—Matt Keough, Corona del Mar 
12 
.383 (2-2) 


Util—Terry Painter, Magnolia 
12 
.341 (4-2) 


(Second Team) 


P -Steve Hooks, Santa Ana Valley 
11 
5-2, 3.45 


P —Mike King, Los Alamitos 
12 
5-2, 2.68 


C —Dennis Delany, Costa Mesa 
12 
.283 


lb —Steve Deeter, Fountain Valley 
12 
.345 


IF —Jim Shaw, Magnolia 
12 
.231 


IF —Wilbur Haslip, Santa Ana Valley ....10 
.326 


IF —Dennis Tressler, Fountain Valley ...12 
.333 


OF-Jeff Nichols, Edison 
11 
.342 


OF—Myron White, Santa Ana Valley ....10 
.268 


OF—Jess Velarde, Magnolia 
12 
.372 


Util—Joe Mauler, Fountain Valley 
12 
.364 (4-3) 


Util—John Loftus, Santa Ana Valley 
12 
.326 (4-0) 


Player of the Year — Mark Carpenter, Los Alamitos 
Coach of the Year — Dave Hernandez, Los Alamitos 


Short Stint For Ex-Sent 


Brian Downing had one of the 
quickest stints in the major 
leagues. 


The former Magnolia H i g h 
player was called up by the 
Chicago White Sox Thursday to 


play third base, but on the first 
pitch of the contest, Downing 
injured his knee attempting to 
field a grounder. 


Bucky Dent of the Iowa Oaks 
has been called up to replace 
Downing. 


ALL PRO FOOTBALL CLINIC 
FEATURING BOH GRESSK, Ü.J. SIMPSON 
.MARY' FLKMMING & OTHER GREATS 
SEE TIIE PRO'S DEMONSTRATE THEIR SKILLS 


23 & 24 


10 A.M. - 3 P.M. (EACH DAY) 
at HANDEL STADIUM 


ORANGE & WESTERN 
IN ANAHEIM 


ACT NOW - LIMITED SEATING! 


ONLY 
$ 6 
0 0 FOR BOTH DAYS 


SEND CHECK OR MONEY ORDER 
P.O. BOX 5894 - BUENA PARK 90622 


Enclose SeIf Addressed Envelope For Speedier Handling 
ACT N O W - L I M I T E D S E A T I N G 


YOUR DONATION WILL HELP POP WARNER 


Mike 
Fleming, 
the 
state's 
most 
valuable 
wrestler, 
and 
Kevin Smith, who took second 
in the state meet to Fleming, 
compose the top battle in the 
Orange County Senior all-star 
wrestling tournament to be held 
at Fullerton State College on 
Friday, June 22. 


Fleming defeated Smith in the 
state and CIF finals but Smith 
won the 
regional 
title 
over 
Fleming. 


The all-star match will pit the 
top graduating seniors north of 
the Garden Grove Freeway to 
their counterparts south of the 
line. 


Jim M c C r i 11 i s of Bolsa 
Grande, which took third in the 
CIF, and Wayne Michaelian of 
Fountain Valley will coach the 
South team which is tentatively 
made up of Smith of Los Ami- 
gos, Lee Austin and George 
Espinoza 
of 
Bolsa 
Grande, 


Fitch Tops 
NB Oarsmen 


Strong-armed freshman Mark 
Fitch of Newport Beach has 
been named the Oarsman of the 
Year at Orange Coast College, 
highlighting the annual crew 
banquet. 


Fitch, a six-foot, 170-pounder 
from Corona del Mar High, 
rowed in Orange Coast's junior 
varsity boat. He's a pre-med 
major. 


The Orange Coast junior var- 
sity eight-man 
shell 
finished 
fourth at the recent Western 
Springs Championships in Los 
Gatos. The Bucs had a com' 
bined 18-5 season record. 


The letter men: 


Second Year 
Lettermen—Charles 
Her- 
zoo, Gary Hess, Curtis Hlyt, Gene Kav- 
ier, Steve Loeffler, Bob Owens, Phil Pe- 
terson, Rod Packwood, Mike Reed, Mike 
Moore. 


First Year Lettermen—Fred Anderson, 
Mark 
ientley, 
Ed 
Brandeburg, 
John 
Brueageman, Tom Cameron, Walt Carver. 
Jim Clarkson, Robert Coble, Russell Co- 
ble, Randy Coon, Mark 
DeHuff, Greog 
Ellis, Mark Fitch, Fred Jacob!, Malcom 
Jessop, Christopher Klinke, Stan Lackey, 
Gene Leone, Marty Madison, Jeff Master- 
son, Mike 
Richcreek, Mark 
Southwlck. 
Grea Tyson, Steve Tyson, Bill Whltford. 


Vince Klees of Estancia, Toshi 
Tochikubo of Costa Mesa, Lor- 
enzo Aguillera of Santa Ana 
Valley, Dave Moreno of Foun- 
tain Valley, Don Shular of San- 
ta Ana and Mark Marsing of 
Newport Harbor. 


Entered on the North team 
under 
the 
guidance 
of 
Del 
Schwartz of Pacifica are Flem- 
ing and Steve Hyams, both of 
El Dorado, Brad Wendt, Don 
Plemmons and Roy Schroeder, 
all of Buena Park, Mike Burns 
and Steve Thompson of Pacifi- 
ca, Gus Bendick of Rancho 
Alamitos, Herb Crimp of Mag- 
nolia, Jay Ebert of Sonora, Reid 
Goettsche of Valencia, Jeff Bar- 
ton of Los Alamitos and Gus 
Coppens of Sunny Hills. 


Deming Moves 
HAMILTON, N.Y. (UPI) 
- 
Robert C. Deming has been 
promoted to athletic director 
of Colgate University from his 
present post as chief assistant 
football coach. 


The 
appointment, 
an- 
nounced Saturday night by 
Dr. Thomas A. Bartlett, Uni- 
versity president, fills the job 
vacated by the recent resig- 
nation of Harold W. Lahar, 
who accepted a post as assist- 
ant executive secretary of the 
Southwest 
Athletic 
Confer- 
ence. 


' S o t h a t ' s 


w l i a t t h e y m e a n 
b y 


T r u e B o u r b o n ! ' 


P L U S 
T A X 


Ten High. 
It's 
what 
true 
bourbon 
is 
all about. 
A full, rich aroma. A 
flavor 
gentled by long lazy years in the 
aging 
barrels. A rewarding 
kind of 
sip-by-sip 
satisfaction. 
Ten High. The true bourbon 
value. 
From 
Hiram 
Walker. 


$445 
Tried and True 


P L U S 
T A X 


Jody Schekter 


Captures L-M 


MANSFIELD, Ohio (UPI) — 
South African Jody Schekter 
shook 
off 
intermittent 
rain 
showers and a strong challenge 
from Englishman Brian Red- 
man to win his third straight 
L&M Championship Race Sun- 
day at the Mid-Ohio Sports Car 
Course. 


The 23-year-old racing sensa- 
tion started in the No. 2 spot on 
the 
grid, 
but 
immediately 
assumed the lead and held it 
for the entire 100 miles over the 
twisting 2.4 mile road course. 


Schekter, who now makes his 
home in England, drove his 
Trojan 
T-101 
Chevrolet 
to 
victory 
in 
1:02.32, 
at 
an 
average speed of 96.7 miles per 
hour. 


With only seven laps left in 
the 42-lap event, Redman began 
a charge from his second place 
position and nan-owed Schek- 
ter's lead to just 4.4 seconds 
The Englishman s h a d o w e d 
Schekter for the final two laps 
of the race, but was unable to 
pass 
the 
streaking 
South 
African. 


In 
his 
attempt 
to 
catch 
Schekter, Redman tied the all- 
time lap record at Mid-Ohio of 
1:24.4, set last year by Danny 
Hulme in a McLaren M-20 Can- 
Am car. 


Third place in the $80,600 
race went to veteran Mark 
Donohue, who competed in the 
Indianapolis 500 just four days 
earlier. 
Donohue 
drove 
the 
Roger 
Pensky-prepared 
Lola- 
Javelin. 


Temple+on's Bat 


Earns SA Win 


Gary Templeton got his third 
hit of the game to single home 
Ray Crawford in the ninth in- 
ning to break a tie and give 
Santa Ana a 7-6 win over Mis- 
sion Viejo to open International 
League 
play 
of 
the 
Orange 
County American Legion season 
Sunday afternoon. Crawford has 
tripled to open the inning. 


Santa Ana travels to Las Ve- 
gas for five games in three days 
starting Tuesday. 


Glenn Richardson paced the 
13-hit attack for the losers with 
three singles. 


Continental China Barred From Olympics 


MEXICO 
CITY 
(UPI) 
- 
Continental China will not be 
allowed to enter the Olympic 
Games until the country regis- 
ters 
its 
Olympic 
committee, 
Lord Killanin, president of the 
International Olympic Commit- 
tee, said Saturday night on his 


arrival here. 


On the last leg of a Latin - 
American tour which included 
various South American and 
Central 
American 
countries, 
Lord Killanin told newsmen at 
Mcxico City International Air- 
port that he believed "China 


hasn't 
the 
five 
federations 
necessary 
to 
constitute 
an 
Olympic committee." 


Lord Killanin arrived from 
Panama City in the company of 
Pedro Ramirez Vasquez, presi- 
dent of the Mexican Olympic 


Committee. Killanin had trav- 
eled to South America to attend 
the Pan-American Sports Or- 
ganization 
Congress 
in 
San- 
iago, Chile, from May 29-31. 
He 
will 
travel 
to 
Dublin, 
Ireland, from Mexico City. 


(International League) 


R 
H 
E 


Santa 
Ana 
050 100 011—7 
10 1 


Mission 
Vleio 
.. .020 210 010-6 
13 1 
Patton, Webb (6) and Hunter; Rommel, 
Smith (7) and Schmidt. 


Fishing Report 


ART'S 
I A N D I N G — S i x 
boats, 207 an- 
olers, l barracuda, 2 ycliowtail, 156 blue 
bass, 1 sliver salmon, 327 sheepshead, 4 
halibut, 7 cabazon, 5 sculpin, 127 rock 
cod, 11 bonlto, 309 bass. 


S E A L 
B E A C H - " b o a t s , 
210 
anglers, 
1565 rock cod, 2 cow cod, 5 sole; 185 
anglers on baroe, 335 bonllo, 14 sand 
bass, 3 while sea bass, 24 halibut, 28 
perch, 176 herrina, 525 white croaker. 


D A V E Y ' S 
L O C K E R — 4 
boats. IBS an- 
olers, 3 barracuda, 8 bonito, 145 bass. 12 
vellowtall, 121 rock cod, 4 halibut, 31 
sculpin, 250 blua perch, 20 sheeoshead, 8 
cabazon. 


Check the services your car needs • and bring in this ad. 
(Only services you authorize will be done) 


• 


^ 
adpsfmeiaf 


^ 
Excluding disc brakes 
w 
and some foreign cars. 


I 


• Tire 


We'll also inflate them 
to recommended pressure. 


• Front m û 
& 
alignment 
* 


Most American cars. 
(Air cond. extra on some cats) 
Parts extra, if needed 


• 
service 


Our experts install 4 new front brake pads, repack outer 
front wheel bearings, inspect calipers and rotors and 
inspect rear axle brakes. Discs machined and calipers 
rebuilt extra cost. 


American 
Compacts, 
Fords. Chevys. 
Plymouths. 
Others slightly 
higher. 


• 


Famous brand. 
Includes installation. 
E A C H 


• 5 


The purchase of a stabilized alignment from the Firestone re- 
tail outlets listed below entitles you to a complete inspection 
and alignment every 5,000 miles or as often as necessary, in 
accordance with our printed certificate with no charge for 
setting or adjustment of any alignment angles which may be 
required. This agreement valid for 5 years or 50,000 miles, 
whichever comes first, regardless of present mileage. Complete 
alignment under the terms of this policy include: 
• Height stabilization 


(1) Adjust coil spring stabilizers, or (2) Adjust torsion bar 


• Check and adjust steering sector. 
"Check and set camber, caster and toe-in. 


• Check and adjust front wheel bearings. 
•Test car for proper steering. 
Non-transferable policy: does not include re- 
placement of parts or tires which may have 
become damaged or excessively worn. Hon- 
ored only where service originally purchased. 


Any 
American 
Car 


I • Brake reline 
(Drum-type) 


We replace linings and shoes on all 4 wheels with new 
Firestone lining, adjust brakes for full drum contact, 
and inspect complete brake system. 


American 
Compacts, 
Fords, Chevys, 
Plymouths. 
Others slightly 
higher. 


• Ball joints 


Our experts install both upper or both lower ball joints. 
Includes parts and labor. 


Most 
American 
Cars 


• 


Includes new Firestone lining on all 4 wheels, rebuild 
all 4 wheel cylinders, arc lining, turn and true drums, 
inspect master cylinders, repack front bearings, inspect 
complete system. Drum type brakes. 


American 
Compacts, 
Fords, Chevys, 
Plymouths. 
Others slightly 
higher. 


Call for an appointment 
to be assured of "same day" 
service! 


N a m e 
— 
• 
|f 


A d d r e s s 
.Phone 


Car make and year 


License 
.plate no. 


S i g n e d . 


I 
CHARGE 
IT! 


T i r e s t o n * 
DLC 


S t f P - R - T R E D 


Wide 78 Series Retreads 


YOUR CHOICE 


Same Tread Design 
Same Tread Width 
Same Tread Depth 
Same Tread Rubber 


AS NEW 1973 


7 i r e $ t o n e 


Original Equipment 
Tires 


ANY SIZE USTED 


E78-14 
F78-14 


E78-15 
F78-15 


G78-15 
H78-15 


WiilTEWALLS ADD $2 
Stocks Limited 
on 14" sizes 


ANAHEIM 
400 W. Lincoln 
(Lincoln & Harbor) 


776-0710 


Hours: 9-6, Sat. 8-5 
ANAHEIM 


2201 Harbor Blvd. 
(South of Katella) 


530-3012 


Hours: 9-6, Sat. 8-5 


CYPRESS 


5592 Lincoln Ave. 
(West of Valley View) 


827-2230 


Hours: 8 to 6 Daily 


BUENA PARK 


8600 Beach Blvd. 
(Beach & La Palma) 


827-5300 


Hours: 9-7, Sat. 8-5 


CORONA 


522 No. Main 


735-4101 


Hours: 9-8, Sat. 8-5 


COSTA MESA 


475 E. 17th St. 
646-2444 


Hours: 8-6, Sat. 8-4 


GARDEN GR 


10081 Chapman 
(Brookhurst & Chapman) 


530-4630 


Hours: 9-6, Sat. 8-5 
FULLERTON 


201 E. Orangethorpe 
(East of Harbor) 
526-4613 


Hours: 9-6, Sat. 8-5 


ORANGE 


1690 No. Tustin 


637-9010 


Hours 8-8; Sat 8-6 


HUNT. BEACH 


16171 Beach Blvd. 
(So. of S.D. Fwy.) 


847-6081 


Hours: 9-6, Sat. 8-5 


LA HABRA 


1071 So. Beach 
526-4753 


ANAHEIM 


2146 W. Lincoln 
535-2831 


Hours 8-8; Sat. 8-3 


LOS ALAMITOS 
11121 Los Alamitos Blvd. 
(South of Katella) 


826-5120 


Hours: 9-6, Sat. 8-5 
SANTA ANA 


101 S. M a i n 
1st & M a i n 
542-8857 


Hours: 8:30-6, Sat. 8-5 


WESTMINSTER 


7111 Westminster Ave. 
Westminster 
A 
Golden West 
893-8587 


Hours: 9-6, 
Sat. 8-5 


SANTA ANA 


1021 N. Harbor 
(So. of Garden Gr. Fwy. 


839-4350 


Hours 8-6, Sat. 8-S 


THERE'S A FIRESTONE 
OUTLET NEAR YOU! 


Sawdust 


Does The Heart 
Fit The 


merit that Atlas never dreamed 
would be developed. 


Anyone 
familiar 
with 
the 
usual 
weightroom 
equipment 
(that requires grueling hours of 
repetition to raise a bulge in a 
bicep) stands in awe when he 
sees the modern equipment that 
fills the Sports Conditioning and 
Rehabilitation Clinic. 


Dawson, like clinic consultant 
Dr. Glen Almquist, knows that 
over the past twenty years ath- 
letics at all levels have under- 
gone tremendous changes. New 
techniques in coaching, modern- 
ization of equipment and spe- 
cialization in all fields have 
brought about sports programs 
that seek the ultimate from the 
individual. 


By CARL SAWYER 


Athletes may have "Cadillac" 
bodies, but many of them have 
"Volkswagen" hearts. 


That's a crude way of saying 
It, but that's what physical fit- 
ness is all about, baby. 


Charles Atlas would turn over 
In his grave if he knew what's 
going on these days. Barbells, 
tension ropes and other weight 
apparatus are strictly old fash- 
ioned. 


"The year 2001 has arrived in 
sports conditioning," exclaimed 
Jim Dawson, the director of the 
Sports Conditioning and Reha- 
bilitation Clinic at The City Cen- 
ter, Orange, as he watches boys 
and men of all sizes work with 
revolutionary conditioning equip- 


| Sports Conditioning Grows Fast 


The field gaining most rapidly 
In importance is that of sports 
conditioning and that is what is 
Intriguing growing numbers at 
their unique clinic. 


Dr. Almquist doesn't pretend 
to be Orange County's answer 
to Dr. Robert Kerlan, but his 
interest in sports conditioning 
and rehabilitation puts him at 
the head of the parade in Or- 
ange County. 


"Call it an extension of sports 
medicine," explained Almquist. 


The revolutionary techniques 
being used at the Orange clinic 
are based on new theories in 
conditioning and enhanced by 
new equipment developed by 
Arthur Jones, a Florida man 
who has turned the world of 
body fitness and conditioning 
around with the development of 


modern machinery called the 
Nautilus. 


The 
equipment is 
so 
con- 
structed that the specific joint 
(in the body) is carried through 
its maximum flexion and exten- 
sion range with each repetition, 
The cam shaped wheel designed 
for each Nautilus machine var- 
ies .the resistance so that the 
intensity or torque to the mus- 
cle remains the same or in 
creases throughout the entire 
range of motion. There is no 
negative or positive resistance. 


That's 
the brand 
new ap- 
proach 
to body 
development 
and conditioning in a nutshell, 
based on high intensiy training 
that is destined to change reha- 
bilitation not only for athletes, 
but for the man on the street 
and the woman in the kitchen, 
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Margaret Stops Chris To Win French Oper 


PARIS (UPI) - 
Thlrty-year- 
old Australian Margaret Court 
outfought 18 - year - old Chris 
Evert of Fort Lauderdale, Fla., 
6-7, 7-6, 6-4 today to win the 
women's singles title in the 
$133,000 
French 
Open 
tennis 
championship. 


Defeated 
in 
her 
May 
13 
"battle of the sexes" against 
Bobby 
Riggs, 
Mrs. 
Court 
showed she could win in a two- 
hour 17-minute contest against 
a much younger player. 


The win, worth $8,300, moved 
Mrs. 
Court 
halfway 
to 
her 
second grand slam. 


She has now won the first two 
of tennis's four bigtime interna- 
tional tournaments. 


Miss Evert displayed mag- 


Two Systems Require Growth 


Under proper supervision on 
the Nautilus equipment, long 
hours lifting weights for com 
plete recovery from knee sur- 
gery, back surgery, etc., are 
not necessary to return the sub- 
ject to peak form. 


The entire concept of condi- 
tioning 
and 
rehabilitation 
is 
based on the maximum growth 
stimulation to the musculoskele- 
tal and cardiovascular systems. 
. . . heart and body together . . . 
attaining 
high 
density 
train- 
ing rather than the old pro- 
longed repetitive movements. 


High intensity training means 
a 
controlled, 
scheduled sequ- 
ence of weight conditioning that 
puts each muscle group of the 
body to absolute failure, and at 
the same time stimulates maxi- 


mum cardiovascular demands. 


There are 17 pieces of Nauti- 
lus 
equipment 
at 
the 
clinic 
ready to prove the success of 
the theory. Cincinnati Bengal 
quarterback Virgil 
Carter, 
a 
pro athlete who never lets him- 
self get completely out of shape, 
has tried it. 


Lifting a maximum load as 
fast as one can for as long as 
one can to absolute failure at 
each of the 17 stations is the 
object. Carter became sick to 
his 
stomach 
before 
reaching 
No. 17. He was amazed. 


Dr. Almquist bases his theory 
on the belief that endurance is 
relative to cardiovascular deliv- 
erance. The muscular system is 
only as strong as its blood sup 
ply. When this fails, the muscles 
must fail. 


Heart Is Also A Muscle 


Building the heart along with 
the body is what it's all about. 
Long distance runners develop 
large hearts, but seldom have 
the muscle structure to match a 
football player. Football players 
develop 
muscular 
physiques, 
but the size of their hearts 
never matches those of distance 
runners. 


Once a person is working un- 
der supervision on the Nautilus 
equipment, he needs only 20 
minutes of work twice a week to 
accomplish what never before 


could be r e a c h e d 
through 
weight training. 


A t h l e t e s recovering from 
knee surgery have excellent re- 
sults in returning to full power 
earlier than ever before. Un- 
athletes. . .men who want to get 
back into shape, find It more 
convenient to spend twenty min- 
utes twice a week on the Nauti- 
lus machines than it is to get 
involved in lengthy gym work- 
outs that fall short of their 
goal in the end. 


(Please Turn To Page C5) 


Duesler-Wrighf 


Win 'Adoption' 


Bob Duesler of Costa Mesa 
teamed up with pretty Barbara 
Wright of Mesa Verde Country 
Club to win the coveted Mixed 
Open trophy and climax the 
12th 
annual 
Orange 
County 
Adoption League Tennis Cham 
pionships before an overflow 
crowd of 3,500 at the Newport 
Beach Tennis Club. 


In the men's open division, 
Hawaii's Terry Ehlers and his 
playing 
partner, 
Eric 
Baer, 
edged Duesler and Hank Leicht- 
fried 6-1, 2-6, 6-2. 


The 
women's 
open 
trophy 
went to Karen Susman and Ka- 
thy Dean who defeated Lindo 
Cushing and Marylin Straw 6-4, 
7-5. 


Mixed A group winners were 
Mr. and Mrs. Benny Crigger 
while Ellis Bryant and Bob Bor- 
odkin captured the Men's A and 
Gertrude 
Ambling 
and 
June 
Mickelwait fought through three 
sets to take home the silver 
Women's A cup. 
Complete Results: 


Mixed Open! Wrlqht-Duesler def Kathv 


Dean and George Yardley, 6-4, 6-3; Men's 
Ooen, Terry Ehlers-Eric Baer def 
Hank 
Leitcnfrled-Duesler, 
6-1, 2-6, 6-2; 
Wom- 
en's Open: Karen Susman-Kathy Dean def 
Linda Cushino-Marvlln Straw, 6-4, 7-5. 


Mixed A : Mr. and Mrs. Benny Crisser 
def Paulette Upton-Toby Thurlow 7-6, 6-3; 
Men's A ; Elllis Brvant-Bob Borodkin def 
Norm 
Williams, 
Toby 
Thurlow, 
default; 
Women's A: 
G e r t r u d e 
Ambllnq-Juno 
Mickelwlat def Nancy Stratton-Dlan Stell 
er, 6-3, 5-7, 6-4. 


Mixed B: Maureen Welss-BIII Weiss del 
Fred 
Beck-Caroline 
Williams, 
b-A, 7-6; 
Men's B: Bob Bancroft-Donald Harris def 
Pete Decsv-Brlan Beckman 6-1, 2-6, 7-5; 
Women's B: Barbara Myers-Marilyn 
Pa- 
laski def Luzanna Arredondo-Pegov 
Gra 
dashar, 7-6, 7-5. 


Mixed C: Jane Wessals and Dick Ho- 
mer def Pott-Beiden. Men's C: Dick Fos- 
ter-Bob 
Adams 
def 
Dick 
Belden-Mlke 
Burr default; Women's C; Sherry 
Waq- 
ner-Pat Mascari def. Irene Panagotoscos- 
Lorraine Doerr 6-2, 6-3. 


Mixed D: Pat Coonover-Mike Conover del 
Gary Gunther-Joanne Gunther; Men's 
D; 
Dave 
Knaffer-MIke 
Walsh 
def. 
Jim 
Keane-Bob Johnson, .6-4, 6-3; Women's D: 
Coleen King-Louis Talford def Joan Lar- 
son and Jack Smith, 6-3, 6-3. 
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Our Tuesday 
Special 


steak in a skillet 


$3.95 


Dinner Served 
Monday-Saturday 
6PM-11 PM 


Dancing • Entertainment 


For Reservations 
Call 778-1700 
Sheraton -A nahci m Motor Hotel 


»SHERATON HO I ELS & MO I OR INNS A WORLDWIDE SERVICE OE ITlj 
^^jjOJS WEST BAL I.. ROAD. ANAHEIM CA 9.780? 
714/773-1700^ 


Stewart Takes 
Monaco Prix 


MONTE 
CARLO, 
Monaco 
(UPI) 
— 
Scotsman 
Jackie 
Stewart just managed to hold 
off 
the 
challenge 
of 
world 
champion Emerson Fittipaldi of 
Brazil 
Sunday 
to 
win 
the 
Monaco Formula 
One Grand 
Prix in his Tyrrell. 


Fittipaldi finished just over 
one .second 
behind 
after 
a 
storming finish over the last 
five laps in his John Player 
Special. 


Stewart closed to within four 
points of Fittipaldi in the world 
drivers championship. 


It was Stewart's third win of 
the Grand Prix season and his 
third at Monaco, where he won 
in 1966 and 1971. 


Sweden's Ronnie Peterson, in 
another 
John 
Player 
Special 
was 
third, 
and 
Frenchman 
Francois 
Cevert fourth in a 
second Tyrrel. 


nificent control and cool steady 
play but faltered in the final set 
to lose her bid for her first win 
in 
one 
of 
the 
big 
four 
tournaments. 


She fought back three times 
in the first set and appeared a 
good bet win the match. 


But Mrs. Court proved the 
more consistent in the final set 
and the Floridian 
committed 
more unforced errors. 


"I would like to compliment 
Margaret for gutsing out the 
match" 
Miss 
Evert 
s a i d 
afterwards. 


Mrr> Court said; "It was one 
of the toughest finals I've ever 
had." 


The American won the first 
tie-break 7-5 by reeling off the 
last five consecutive points. 


But Mrs. Court showed she 
could come from behind too, 
winning 
the second 
set 
tie- 
break 8-6 after being down 5-4» 
If Mrs. Court can go on to 
win 
the 
U.S. 
Open 
and 
Wimbledon crowns she will be 
the first woman to win the 
grand slam twice. She won it 
for the first time in 1970. This 
year she has already captured 
the Australian title. 


Mrs. 
Court 
broke 
Miss 
Evert's service to win the final 
game. She set up the match 


point with a backhand volley 
winner to lead 15-40. Then Miss 
Evert hit a backhand out of 
court wide to end the match. 


In 
all 
there 
were 
seven 
service breaks in the final set 
with Mrs. Court getting four. 


After a 
weak match 
start 
Miss Evert won most of the 
long rallies. Her placement and 
timing worked successfully. 


She came back from 0-3 in 
the first set to pull even at 4-4. 
Then serving at 5-6, she fell 
behind 15-40. But Mrs. Court 
could win neither set point. 


The younger woman charged 
the 
net 
to 
beat 
back 
both 
points. Then she made her most 


Pearson Nabs Dover '500' 


DOVER, Del. (UPI) - 
David 
Pearson of Spartansburg, S.C. 
won the 
Dover 
500 
Nascar 
event here Sunday in a Wood 
Brothers 
'71 
Mercury. 
He 
averaged 
119.745 
milesi 
per 
hour. 


Three caution flags for 23 
laps slowed the pace, in which 
the 
lead 
changed 
hands 
13 
times. 


Eddie Pettyjohn 
of Milton, 
Del., in a Junion Donlavey '71 
Mercury, crashed into the wall 
on the second turn on the 14th 
lap after his throttle stuck, but 
he was not injured. 


Lenny 
Pond 
of 
Richmond 


blew an engine and Vic Parsons 
of Toronto lost a wheel causing 
the other two caution flags. 


Cale 
Yarborough 
of 
Tim- 
monsville, S.C., finished second 
in a Junior Johnson Chevy and 
Bobby 
Allison 
of 
Hueytov/n, 
Ala., was third in a '73 Coca 
Cola Chevy. 


Pearson 
won 
more 
than 
$15,000, Yarborough $8,500 and 
Allison 
$4,675 
in 
the 
race 
watched by a record crowd of 
more than 30,000. 


Completing the top 10 were: 
Richard Petty in a 
'73 STP 
Dodge, Cecil Gordon in a '72 
Chevy, Bennie Parsons in a '71 


Ford with relief from Donnie 
Allison after 252 laps, Buddy 
Baker in a '73 Dodge/ Dave 
Marcis in an American Motors 
Matador, Dean Dalton in a '71 
Mercury and David Sisco in a 
'72 Chevy. 


BOOKCASES 


VANCO SALES 


12605 BEACH BLVD. 
. 
GARDEN GROVE 892-3480 


OAlir A M r . 10-3:30, SUN. 
13-5 


important comeback in the tie 
break. 


In the second set Miss Evert 
broke in the eighth game to 
serve for victory at 5-3. But 
Mrs. Court broke back without 
the American scoring a point. 


The Australian, current lead- 
er 
of 
the 
Virginia 
Slims 
Tournaments, won the tie-break 
when 
Miss 
Evert 
hit 
a 
groundstroke long. 


Miss Evert collected $3,255 
for her second place finish. 


In men's quarterfinal action 
22 year-old Adriano Panatta of 
Italy beat Tom Okker of the 
Netherlands 6-3, 5-7 6-3, 6-4. 


Nikki 
Pilic 
of 
Yugoslavia 
ousted Paolo Bertolucci of Italy 
64, 3-6, 6-4. 


The 
33-year-old 
Yugoslav 
used a booming serve and a 
steady ground game to outclass 
stocky Bertolucci who some- 
times played eratically. 


Panatta came back from 0-3 


in 
the final 
set, 
broke li 
Dutchman's service at 4-4 ai 
then held his own serve to v.'. 
the second contest. 


The two winners will meet i 
the semifinals. 


In the men's doubles finr 
Okker 
teamed 
with 
J oh 
Newcombe of Australia to be: 
Hie Nastase of Romania ar 
Jimmy Connors, BeKeville, II! 
6-1, 3-6 6-3, 5-7, 64. 


SPECIAL 
F O R 
D A D 


1 Custom Adams C D E C 
Cue Stick 
' ^ t - 1 - 


(UP TO $75 VALUE) 
With the Purchase of any 
Model Outdoor Pool Table 
OFFER Good thru Father's Day. 
j 


OUTDOOR BILLIARDS 


819 S.TUSTIN, O R A N G E 
; 


997-1400 


RADIO DISPATCHED 
PLUMBING 


40 YEARS 
IN ORANGE 
COUNTY 


Jas H. RUSSELL * SON 


HOME REPAIRS 


Garbage Disposals-Gas Water Heaters Gas Piping-Water Piping 
SERVING 


Santa Ana- Fountain Valley- Orange Tustin - Costa Mesa - Villa Park 
Telephones 545-5597 • 545-5597 - 545-5901 • 532-4722 


McArtor Takes 


Missouri Job 


COLUMBIA, Mo. (UPI) — 
Gene McArtor, a three-time 
letterman who led Missouri 
baseball teams to two Big 
Eight conference titles, Satur- 
day was named the Tigers' 
head baseball coach. 


Mobile 
Phone 


I Place & Receive 
Telephone Calls 
in Your Car - 


No Liceiiso 
• 


No Capital Investment 
Month to Month Rental Basis 


ORANGÉ COUNTY 
RADIOTELEPHONE 
SERVICE INC. 


1401 So. Santa Fe, Santa Ana 


835-3305 


WORLD 


ALAMITOS ! 


June 6 - Sept 5 j Mon. thru Sat. 7:45 j 4 Exactas! 


Some Of Their Lifetime Records thru May 10, 1 9 7 3 


TRUEST TO FORM 
S 
W 
P 
S 
$$ Won 


MR. JET MOORE 
28 
21 
3 
2 
$341,404 


KAWEAH BAR 
55 
30 
6 
4 
$333,771 


BYOU BIRD 
22 
13 
4 
3 
$276,817 


CHARGER BAR 
23 
14 
3 
2 
$220,672 


OSAGE ROCKET 
27 
13 
6 
1 
$199,373 


COME SIX 
27 
12 
7 
2 
$189,665 


ALAMITOS ANGEL 
24 
12 
6 
2 
$156,173 


SAVANNAH SWINGER 
26 
12 
3 
6 
$109,896 


INKY'S ANGEL 
19 
11 
4 
0 
$ 78,445 


GO CHICKIE GO 
14 
8 
4 
0 
$ 66,354 


SHAMROCKET 
47 
21 
6 
4 
$ 52,049 


NATIVE EMPRESS 
37 
13 
8 
3 
$ 49,288 


ROCKY DENUEDO 
11 
7 
1 
0 
$ 40,402 


Popular EXACTAS on the 
1st, 6th, 8th arid 9th races. 


Great Turf Terrace dining. 


For reservations (213) 431-0922 
or (714) 527-4471. 


Tickets & information 
(213)431-1361 or (714)995-1234. 


Have The Nightime of 


Your Life a t . . . 
IiOsAlamitos 


On Katella Near 605 FWY 


W 
I 
W 
P 
P 
P 
P 
^ 
P 
P 


C4 
Hi® REGISTER 
Monday, June 4, 
1973 


Tigers Slam 


Twins 


! :BLOOMINGTON, 
M i n n . 
(UPI) — Dick McAuliffe hit a 
grand 
slam 
home 
run 
and 
Willie Horton a two-run shot to 
power the Detroit Tigers to an 
8-2 victory over the Minnesota 
Twins Sunday before a Bat Day 
crowd of 35,815. 


McAuliffe connected in the 
fourth 
inning 
against 
Bill 
Hands, 5-5, to break a 1-1 tie. It 
•was his seventh career grand 
6lam homer. 


'Horton hit his two-run home 
run in the fifth to knock Hands 
out of the game. 


The Tigers scored a run in 
the third on a double by Aurelio 
Rodriguez, an infield single by 
Ed 
Brinkman 
and 
Mickey 
Stanley's single. The Twins tied 


it in the third against Mickey 
Lolich 
when 
Larry 
Hisle 
reached second on Brinkman's 
error and scored on a triple by 
Rod Carew. 


Lolich gave up seven hits In 
evening his record at 5-5 with 
his eighth complete game. 


Minnesota 
• b r h b l 
a b r h b l 


5 0 2 1 Terrell 3b 
4 1 3 0 
5 1 2 0 Carew 2b 
4 0 3 2 
4 1 2 2 Killebrew dh 4 0 0 0 
3 1 0 0 Darwin rf 
3 0 0 0 


4 1 1 0 Thompson 9$ 4 0 1 0 
0 1 0 0 Walton If 
4 0 0 0 
4 1 2 0 Lis 
l b 
4 0 0 0 
0 0 0 0 Mltterwald c 4 0 0 0 


Detroit 


Stanley ct 
GBrown dh 
Horton If 
Sims c 
Kallno rf 
Reese lb 
Freehan 
l b 


Sharon rf 
McAuliffe 2b 4 1 2.5 Hlsle cf 
3 1 0 0 
- 
1 b 4 
I - " " 
1 
Rodrlcniz 3 b 4 1 1 0 Hands p . 
Brinkman ss 4 0 1 0 Goltz p 
v u u u 
Lolich p 
0 0 Q 0 


Totals 
37 1 13 8 Totals 
34 2 7 2 
Detroit 
001 420 010—8 


Minnesota 
001 001 000— 2 


E-Brlnkman. DP-Detrolt 1, Minnesota 3. 
LOBrDetroit 2, Minnesota i. 


2B-RodrigyM, McAuliffe, Terrell 3. HR- 
McAullffe (2), Horton (5). 


• 
lp 
h 
r er bb so 
Lolich W 5-5 
9 
7 
2 
1 
1 
6 


Hands L 5-5 
41-3 
9 
7 
7 
0 
1 


Goltz 
42-3 
4 
1 
1 
0 . 3 


HBP-bV Hands (Slnvs). T-2.-15. A-35,B15. 


Cleveland Falters 


To Late KC Rally 


•KANSAS 
CITY 
(UPI) 
- 
Amos Otis cracked a two-out, 
two-run 
single in 
the 
ninth 
inning 
Sunday, 
lifting" the 
Kansas City Royals to a 5-4 
victory 
over 
the 
Cleveland 
Indians and a sweep of their 
three-game series. 
Paul Schaal singled to start 
the winning three-run rally and 
took second when Gail Hopkins 
walked. Kurt Bevacqua bunted 
into a force out at third but 
pinch hitter Cookie Rojas drove 
in the first run with a single to 
left. 


• Brent Strom then 
replaced 
Hay Lamb, the losing pitcher, 
and got pinch hitter Hal McRae 
on a pop-up. John Mayberry 
walked, 
loading 
the 
bases, 
before Otis greeted Ed Farmer 
with his game-winning hit. 


George Hendrick drove in two 
runs with a home run and a 
single 
Sunday 
to 
lead 
the 
Indians attack. 


Cleveland bunched four sin- 
gles for two runs in the third on 
singles 
by 
John 
Ellis, 
Ron 
Lolich, Buddy Bell and Hen- 
drick. 
Hendrick 
cracked 
his 
fifth home in the sixth, a solo 
shot 
that 
carried 
into 
the 
rightfield 
bullpen, 
and 
the 
Indians added their final run in 
the eighth on Oscar Gamble's 
single, and a triple by Ellis. 


The Royals grabbbed a 1-0 
lead in the first when Fred 
Patek singled, stole second and 
scored on Mayberry's 
single. 
The RBI was Mayberry's 50th 
of the season, lops in the major 
leagues. 


Hopkins singled in the! se- 
venth, took second on a single 
by Kurt Bevacqua and scored 
on Steve Hovley's single. 


freaking Cardinals 


ST. 
LOUIS 
(UPI) - 
Tim 
McCarver's one-out bloop single 
with the bases loaded in the 
bottom 
of 
the 
10th 
Inning 
Sunday carried 
streaking St. 
Louis Cardinals to a 2-1 victory 
over Houston Astros. 


The victory 
was the 
Car- 
dinals' 14th In their last 16 
games. 


Lou Brock singled to start the 
inning, Ted Sizemore sacrificed 
Brock to second but reached 
when second baseman Tommy 
Helms 
dropped 
the 
throw. 
Sizemore and Brock advanced 
base and losing pitcher Jim 
Crawford intentionally 
walked 


a b r h b l " 


Joe Torre to load the bases. 


Ted 
Simmons 
grounded 
to 
first baseman Lee May who 


St. Louis 
. . 
. 
, 
a b r h b l 


_ 0 2 0 Brock If 
5 0 1 0 


5 0 0 0 Sizemore 2b 4 1 1 0 
4 0 0 0 Torre 3b 
2 0 1 0 


2 0 0 0 Simmons e 
5 0 0 0 


0 0 0 0 McCarver lb 4 1 2 l 
4 0 1 0 Cruz rf 
4 0 0 0 
4 0 1 0 Molendez Cf 3 0 2 0 
4 0 0 0 -Tyson ss 
3 0 0 0 
2 1 0 0 Stein Ph 
1 0 0 0 


1 0 0 0 Granger p 
0 0 0 0 
1 0 1 0 Spinks p 
3 0 1 0 


Sequl p 
0 0 Q 0 
Anderson ph 1 0 0 0 
Kelleher ss 
0 0 0 0 
32 1 5 0 Totals 
3S 2 I 1 
one out when winning run scored, 
. 
Houston 
000 000 010 0 - 1 


St. Louis • 
000 000 001 1— 2 


E-Slzemore, Helms. DP-Houston .1» 5t. 
Louis 2. LOB-Houston 7, St. Louis 11. 
2B-Melendez. S-Forsch 2, Sizemore. ^ 


ip 
h 
r er bb io 
Forsch 
«1-3 
« .1 
0 
4 6 


Crawford L 1-2 
1 
2 
1 
1 
1 
1 


W 
"l 
30. 'o 
°o 
40 


Grander W 1-1 
_ , , 
1 
2 
0 
0 
0 
V 
WP-Granoer. PB-Slmmons, Julze. 
T-2:41. A-i5,614. 


Houston 


Metzner ss 
Alou rf 
Wynn cf 
Watson If 
Anee If 
May l b 
Rader 3b 
Holms 2b 
Jutze c 
: 
Forsch p 
Crawford p 


Totals 


Cub Pitcher Hits 


;; 
- 
> 
- 
-' 
f 
- 1 ' " i " V ¡ 


Kansas City 
ab r h bi 
ab r h b! 


4 0 2 1 Patek ss 
3 1 1 0 


5 0 0 0 Rolas ph 
1 0 1 1 
5 1 2 2 Floyd pr 
0 1 0 0 
4 0 0 0 Hovley rf 
4 0 1 1 
4 0 1 0 McRae ph 
1 0 0 0 
4 1 2 0 Mayberrv 1b 3 0 1 1 
4 0 3 1 Otis cf 
5 0 1 2 
o o o o 
Klrkpatrck e 3 0 1 0 
0 0 0 0 PInlella If 
4 0 0 0 
4 1 1 0 Schaal 3b 
4 0 3 0 
4 1 1 0 Hopkins dh 
3 1 1 0 
o o o o Wohlford pr 
0 1 0 0 
~ - - - 
" 
3 1 1 0 
0 0 0 0 
0 0 0 0 


Cleveland 


Bell 3b 
Ragland 2b 
Hendrick cf 
Duncan c 
Spikes If 
Gamble rf 
Ellis lb 
Wilcox pr 
Chamblss l b 
Lolich dh 
Cardenas ss 
Perry p 
. . . . _ . . 


Hilgendorf p 0 0 0 0 Bevacqua 2b 
Lamb p 
0 0 0 0 Busby p 
Strom p 
0 0 0 0 Dal Cantn p 
Farmer p 
0 0 0 0 
Totals 
38 4 12 4 Totals 
34 5 11 5 
Two outs when winnino run scored 
Cleveland 
002 001 010— 4 


Kansas City 
100 000 103—5 


E-Duncan, 
Otis, 
Bevacqua. 
DP-Cleve 
land 2. LOBJCleveland 8, Kansas City 9. 


3B-Ellis. 
HR-Hendrlck 
(5). 
SB-Patek, 
Cardenas. 


In 
h 
r §r bb to 


Perry 
4 2-3 
8 
2 
2 
4 
3 
Hilgendorf 
1-3 
0 
0 
0 
0 
0 
Lamb L 2-2 
1 1-3 
2 
3 
3 
1 
2 
Strom 
1-3 
0 
0 
0 
1 0 
Farmer 
0 
1 
0 
0 
B 
0 
Busbv 
7 2-3 11 
4 
4 
1 5 
Dal Canton W 4-3 
11-3 
1 
0 
O 
0 
1 
Farmer pitched to 1 batter In 9th. 
WP-Perry. 
_ _ 


PLYING CAREW—Rod Carew of Minne- 
sota leaps clear of a sliding Gates 
Brown of Detroit to complete a double 
play during the first Inning of Sunday's 
American League contest in Blooming- 


(UPI Telophoto) 
ton. Detroit went on, however, to de- 
feat the Twins, 8-2, with a grand slam 
home run by Dick McAuliffe leading 
the attack before a bay day crowd of 
35,815. 


Seaver Reverses 


Skid, Wins 5th 


SAN DIEGO (UPI) - 
Tom 
Seaver Sunday pitched his fifth 
straight win and took oVer the 


As Hammer Bosox 


BOSTON (UPI) - Vida Blue 
and Horacio Pina combined for 
a four-hitter and Sal Bando and 
Ted Kubiak each drove in three 
runs Sunday as the Oakland A's 
hammered the Boston Red Sox, 
12-1. 


Bando tagged his 11th homer 
of the year 
with the 
bases 
empty and two out in the first 
inning and singled home Bert 
Campaneris in the sixth as the 
A's took a 3-0 lead. Bando also 
contributed 
a 
run 
producing 
single during Oakland's five-run 
uprising in the seventh inning. 


Kubiak singled with the bases 


Preferred 
credit for 
homeowners 


Now you can borrow up to 
$10,000 (or more) at 
Associates' competitive 
rates. 
( Nobody gets more 
credit than homeowners 
at Associates Financial 
Services. So why wait 
to get the things your 
family needs? With a 
preferred credit loan 
from Associates, you and your family can 
start enjoying life more now. 
I While large loans aren't restricted to 
homeowners, they may qualify for special 
credit preference: more money, competitive v; 
rates, less hassle. 
?f 


i And we want to lend you the money now. | 
$3,000, $5,000, $7,000, $10,000 or more. 
See Associates today. 


Jos Garagiola 


4 


loaded for two more runs in the 
seventh while Campaneris sent 
one across on an infield single 
and Reggie Jackson drove' in 
another with an infield out. 


Kubiak 
a l s o 
delivered 
a 
sacrifice fly 
to 
score 
Mike 
Hegan in the third. 


The A's got another run In 
the eighth on a single by Angel 
Mangual, a wild pitch and a 
single by Bill North and added 
three more in the ninth on a 
two-run single by Mangual and 
an error by second baseman 
John Kennedy. 


/ 


Oakland 
> 
Boston 


ab r ti bl 
• ab r h 


Campanrs ss 4 2 2 1 Harper ct 
3 0 1 
Maxvill ss 
1 0 0 0 Guerrero ss 5 0 0 
Kubiak 2b 
4 1 1 3 Flsk c 
5 1 0 0 


Bando 3b 
5 2 4 3 Yastrrmsk If 3 0 0 0 
Jackson rf 
4 0 0 1 Cepeda dh 
4 0 1 
McKinney If 
1 0 0 0 Petrocelll 3b 4 0 1 . 
Johnson dh 
5 1 1 0 Cater lb 
4 0 0 0 
Tenace c 
3 1 1 0 
Kennedy 2b 
3 0 1 " 
Hosloy c 
1 1 0 0 Evans rf 
3 0 1 
Mangual rf 
5 2 2 2 Tiant p 
0 0 0 0 
Hegan lb 
4 1 1 0 Moret p 
0 0 0 0 
North cf 
3 1 1 1 Garman P , 0 0 0 0 
Blue p 
0 0 0 0 Skok p 
0 0 0 0 
Pina D 
0 0 0 0 


Totals 
40 12 13 11 Totals 
34 1 5 1 
Oakland 
101 001 513-12 


Boston 
000 000 010— 1 


Bando, 
1. 
LOB 


E-Kublak, 
Cater, 
Garman, 
Hegan, 
Kennedy. 
DP-Oakland 
Oakland 5, Boston 11. 


SB-Kennedy. HR-Bando (11). SB-Harper. 
S-Mangual, Hegan. SF-Kublak 


Ip h r ar bb so 
Blue W 4-2 
8 
4 
1 0 
4 


Pina 
1 
1 
0 
0 
1 


Tlant L M 
3 
2 
2 
1 
0 


Moret 
11-3 
1 
1 
1 
0 


Garman 
1 
5 
5 
3 
1 


Skok 
J2-J 
5 
4 
a 
0 
1 


Save-Plna (3). 
WP-Garman, Skok. PB-Tenace. 
T-2:53. A-31,497. 


Associates Financial Services Company of Californio, Inc. 


A Service of Gull+Western industrias. Inc. 
Weill tend you the money 
to get more out of life. Now. 


ANAHEIM 
600 S. Euclid 
Phone: 635-3222 
Ron Spickler, 
M g r . 


GARDEN GROVE 
8317 Garden Grove Blvd. 
Phonei 530-5010 


E r l e k H a r t m a n , 
M g r . 


ORANGE 


1408 E. Katella Ave. 
Phone: 907-1961 
Dave Harler, Mgr. 


SANTA ANA 


2401 E. 17th Street 
Phone: 835-2292 
Judy Mock, Mgr. 


Orioles Top 


Texas Again 


Swift A1 Bumbry scored twice 
and tripled in two more runs 
Sunday 
night 
to help Dave 
McNally 
defeat 
the 
Texas 
Rangers for the 16th straight 
time, 7-1, in a game stopped by 
rain in the top of the sixth 
inning. 


McNally, Improving his re- 
cord to 5-6, worked his way out 
of trouble! twice and preserved 
a winning streak dating back to 
Sept. 
12, 
1968, 
against 
the 
Washington-Texas franchise. 


Baltimore's Earl Williams led 
off the second Inning with a 
single and advanced to second 
on a wild pitch by loser Pete 
Broberg. Bobby Grich singled 
in Williams with the Orioles' 
first run and moved to second 
on a walk to Paul Blair, went 
to third on Brooks Robinson's 
sacrifice and scored on Frank 
Baker's sacrifice fly. 


Baltimore 
Texas 


ab r h bi 
a b r h bi 


Bumbrv If 
3 2 1 2 Nelson 2b 
3 0 0 0 
Cooglns rf 
3 1 2 0 Harrah 3b 
2 0 0 0 
Davis dh 
3 0 1 1 Carty dh 
2 0 0 0 
Powell lb 
2 0 1 1 Johnson If 
2 0 0 0 
Williams c 
3 1 1 0 
Blllinqs 
lb 
2 0 2 0 
Grich 2b 
3 1 1 1 
Burrouahs rf 2 0 0 0 
Blair cf 
2 1 1 0 
Harris cf 
2 1 1 0 
Robinson 3b 2 1 0 0 Suarej c 
2 0 2 0 
Baker r.s 
0 
0 0 1 Mason ss 
2 0 1 1 
McNally p 
0 0 0 0 Brobera D 
0 0 0 0 
Totals 
21 7 8 6 Totals 
1? 1 6 1 


(two outs 
in 6th 
when 
name 
called, 
rainl 
Ballimort 
021013 — 7 


Texas 
001 OOx — 1 


E-Baker, Billinqs, Mason. DP-Baltimore 
I, Texas I. LOB-Bailimorc 4, Texas.3. 


2B-Cooains 2. Davis, Blair. 3B-Bumbrv. 
5-Robinson. SF-Bakcr. 


ip 
h 
r er bb so 


McNally W 5-6 
5 
6 
1 0 
0 
1 


Oroberg L 1-5 
J 2-3 
8 
7 
4 
5 
2 
WP-Brobcro- 
T-l:24. A-6,905. 


National Leagua lead In strike- 
outs as the New York Mets 
trimmed the San Diego Padres 
9-2 to salvage the final game of 
their three-game set. 


The Mets who had dropped 
the 
first 
two 
meetings 
via 
shutouts, 
worked 
over 
five 
Padre hurlers including starter 
and loser Mike Caldwell, 3-7, 
for 12 hits. One of them was a 


New York 
San Dloso 


ab r It bi 
ab r h bi 


Garrett 3b 
2 2 0 0 Hernandz ss 
4 0 0 0 
Mlllan 2b 
4 1 1 0 Grubb cf 
4 0 0 0 
Theodore If 
4 2 1 1 Lee If 
4 1 1 1 


Kranepool If 0 1 0 0 Gaston rf 
3 0 1 0 
Staub 
rf 
5 1 3 1 Kendall 
c 
4 0 2 1 
Mllner l b 
4 0 1 2 Murrell l b 
4 0 0 0 
Martinez cf 
3 1 1 0 Roberts 3b 
4 0 1 0 
Gosgor cf 
2 0 1 2 RMorales 2b 4 0 0 0 
May c 
1 0 0 0 Caldwell p 
1 0 1 0 
Moore pr 
0 1 0 o Troedson p 
0 0 0 0 
Over c 
3 0 1 0 JMorales ph 0 1 0 0 
Harrelson ss 5 0 2 1 Arlln n 
0 0 o 0 
Seaver p 
3 0 1 0 Romo p 
o o o o 
Marshall ph 
1 0 0 0 
Ross p 
0 0 0 0 
Totals 
3( » 12 7 Totals 
33 2 6 2 
New York 
201 101 202— 9 


San Dieqo 
000 002 000— 2 


E-Roberts. LOB-New York 8, San Dieoo 


6. 


2B-Staub 3, Harrelson. SB-Martinez. S 
Mlllan. SF-Garrett. 


Ip 
h 


Seaver W 7-S 
9 
6 


Caldwell 
L3-7 
3 1-3 
5 
Troedson 
2 2-3 
2 


Arlln 
1-3 
2 


Romo 
2-3 
O 


Ross 
2 
3 


HBP-Bv Rosi (Theodore). 
WP-Ross. 
T-2:31. A-MiJ. 


two-out, two-run single by John 
Milner in the first inning that 
snapped a Mets scoreless string 
that had reached 21. 


The 
win 
hiked 
Seaver's 
record to 7-3 and was the 13th 
time he had beaten the Padres 
with 
only i one 
loss. 
The 
righthander struck out seven to 
increase his season total to 89 
and pass Philadelphia's Steve 
Carlton who has fanned 85. 


CHICAGO 
(UPI) 
- 
Milt 
Pappas' 20th career homer and 
a two-run homer by rookie Pat 
Bourque 
lifted 
the 
Chicago 
Cubs to a 3-0 victory oveir the 
Atlanta 
Braves 
Sunday 
as 
Pappas and Bob Locker com- 
bined on a five-hit shutout. 


Pappas, who received credit 
for- his third win against four 
losses, put the. Cubs on the 
scoreboard, 
leading 
off 
the 
sixth when he hit Ron Reed's 
first pitch clear out of Wrigley 
Field. 
Reed, 
who 
took 
his 


seventh loss against two wins 
had given up just one hit in the 
first five innings. 


Chicago 


4 0 1 0 
Kesslnqtr ss 4 0 2 0 
4 0 1_ 0 Beckert 2b 
4 0 2 0 Popovich 


Williams If 
Cardenal 
Santo 
3b. 


Bourque 
Hundley 


Atlanta 


ab r h bl 
ab r h bl 


Oato» e 
Lum 
l b 


uvans 3b 
. - - 
Aaron If 
4 0 0 0 
Garr If 
3 0 1 0 
Baker cf 
2 0 0 0 
Johnson 
2b 3 0 0 0 
Perez ss 
3 0 0 0 
Reed p 
2 0 0 0 
Jackson ph 
1 0 1 0 


V 
ouse p 
0 0 0 0 


ota Is 
30 0 i 0 


Allanta 
000 000 000 — 0 


Chicago 
000 001 20x — 3 


E-Bourque. 
DP-Chicaoo 
2. 
LOB-Atlan- 
ta 
4, Chicago 
2. 3B-Evans, 
HR-Pappas 
(1), Bourque (2). SB-Garr. 


Ip 
h 
r ar bb «o 
Reed L 2-7 
7 
5 
3 
3 
1 
5 


House 
1 1 
0 
0 
1 


Pappas W 3-4 
7 
5 
0 
0 
1 
2 


Locker 
. . 
2 
1 0 
0 
0 
1 


Save-Locker (4). 
T-l:56. A-26,913. 


lb 


H î s ë r ' c f C 
Pappas 
p 
Jocker 
p 
Totals 


4 0 0 0 
0 0 0 0 
3 0 0 0 
3 0 0 0 
2 1 2 0 
3 1 1 2 
3 0 0 0 
3 0 0 
2 1 1 
1 0 0 0 
51 3 t 3 


threw home for the force at th« 
plate. McCarver followed with 
his game winning single that 
dropped into leftfield. 


SF Nips 
Phillies 
In Ninth 


SAN FRANCISCO (UPI) 
- 
Two-run ninth inning homers by 
Dave Rader and Garry Maddox 
Sunday lifted the San Francisco 
Giants to a 5-4 victory over tha 
Philadelphia Phillies and ex- 
tended their winning streak to 
four games. 


Philadelphia 
San Francisco 


ab r h bl 
ab r h bl 


Tovar 3b 
5 1 1 0 
Bonds rf 
4 1 2 0 
Schmidt 3b 
OOOO Fuentes 2b 
5 1 2 0 
Doyle 2b 
5 0 0 0 Maddox 
cf 
5 1 3 2 
Montaner rf 5 1 2 0 Goodson 3b 
4 0 1 1 
Anderson rf 
0 0 0 0 Matthews If 
3 0 10 
Luzinski 
If 
4 1 3 2 Speler 
ss 
4 0 1 0 
Hutton l b 
4 0 2 1 Kingman lb 4 1 ! 0 
Rogdznsk ph 1 0 0 ORadar 
c 
1 1 1 2 
Unser cf 
4 0 2 0 Sadek c 
1 0 0 O 
Boone c 
4 1 1 0 Bowa 
ss 
3 0 0 0 
Wilson p 
0 0 0 OWmpuahb/ p 0 0 0 0 
Arnald ph 
1 0 0 OWlilfams 
p 
0 0 0 0 
Ryanc 
0 0 0 0 Barr p 
1 0 0 0 


Scarce p 
0 0 0 0 McDowell p 0 0 0 0 
McCovev ph 0 0 0 0 
_ . . 
. . . . . . 
Thomssn pr 
o o o o 


Totals 
39 4 12 4 Totals 
34 5 >2 5 
two outs when winning run scored 
Philadelphia 
OOO 021 100— 4 


San Francisco 
100 000 004— S 


E-Toyar, 
Speier. 
DP-Philadelphl* 
2. 
LOB-Phlladelphla 12, San Francisco 8. 
, 2B-Unser, 
Brett, Maddox. 
HR-Luzinskt 
(5), 
Rader 
(2), Maddox 
(3). 
S-Bowa, 


Barr. 


Brett 
Scarca 
Wilson L 1-1 
Barr 
Wllloughby 
McDoweli 
Williams W 2-0 
Brett 
pltched 


in 
h 
r ar bb sa 


8 10 
3 
2 
3 6 
0 
0 
0 
0 
1 
0 
2-3 
2 
2 
2 
0 
0 
5 1-3 
10 
3 
3 0 1 
1 2 - 3 2 1 1 0 0 
1 2-3 30 
0 
0 
3 
1 
, 
1-3 
0 
0 
0 
0 
8 
to two batters 
In 9th; 


Scarce pitched to one batter in 9th. 
WP-Brett, McDowell 
T-2M0. A-15,483. 


C53.H1 Ml 


met pools 


1237 So. BR00KHURST 
ANAHAIM, CALIF.92804 
phone 772-6866 


"THE CUSTOM 


POOL BUILDER" 


20 YEARS 
AT SAME LOCATION 


9 # 
# 
* 


SIRS: I am interested in getting your free estimate of a Sunset pool for my home. I understand I am under n« 
^ 


obligation to buy but will bo entitled to a Sunset pool buyers guide and 2000 Blue Chip stamps. 
9 


WE CAN INSTALL A 24 CU. FT. SPA IN ANY YARD. 
# 


NAME 
TELEPHONE 


ADDRESS 
; 
CITY. 


BEST TIME TO CALL 
ZIP. 
e 


Cincinnati Slam 


Buries Pirates 


PITTSBURGH (UPI) - 
Tony 
Perez hit his third career grand 
slam 
home 
run 
as 
the 
Cincinnati Reds defeated the 
Pittsburgh Pirates, 5-1, Sunday 
and snapped the Pirates' six- 
game winning streak.' 


NEED BRAKES? 
Don't Pay More! Don't Settle for Less! 


COMPLETE 


BRAKE JOB 


...NOT JUST A RELINE! 


Most standard size American cars 


"NEW 


ONLY 


Cincinnati 
1 P i t t s b u r g h 
^ 
^ „ 
ab r h bl 
eb r h bl 


Rose If 
4 1 1 0 Cash 2b 
5 0 0 0 
Morgan 2b 
3 0 0 0 Sangulllen rf 4 0 0 0 
Bench c 
2 1 0 0 Hebner 3b 
4 0 1 0 
Parer l b 
4 1 1 4 
Stargell 
If 
4 0 1 0 
Concepcln si 3 0 0 0 Oliver cf 
4 0 0 0 
Tolan rf 
4 0 0 0 Robertsn lb 4 1 3 0 
Menke 3b 
4 0 2 0 May c 
4 0 3 0 


Geronimo cf 3 1 0 0 Hernandz is 
1 0 0 0 
Carroll p 
3 1 1 0 Cllnes nh 
1 0 0 0 
Borbon p 
0 0 0 0 Alley ss 
1 0 1 0 
Walker p 
1 0 0 0 
Davallllo ph 1 0 0 0 
McKee p 
0 0 0 0 
Zisk ph 
1 0 0 0 
Hernandez p 0 0 0 0 
Gonzalez ph 
1 0 1 1 
Totals 
JO I 5 4 Totals 
36 1 10 l 
cincinnati 
004 000 100*-5 


Pittsburgh 
000 000 001— 1 


E-Sanguillen. 
DP-Clnclnnati 
1, 
Pitt«- 
burah 1. LOB-Clnclnnatl 4, Pittsburgh 9. 


2B-May 
2, 
Rose. 
HR-Perez 
(8). 
S- 
Carroll. 


Ip 
h 
r or bb so 
Carroll W 1-4 
»2-3 10 
1 
1 
1 4 


Borbon 
1-3 
0 
0 
0 
0 
0 


Walker L 2-1 
S 
5 
4 
4 
3 
3 


McKee 
2 
0 
1 
0 
2 
0 


Hernandez 
2 
0 
0 
0 
0 
2 


Save-Borbon (7). 
T-2:04. A-22,450. 


Drum 


GUARANTEED complete 
11 pt. brake job including machining 
and truing drums and rebuilding 
all 4 wheel cylinders 


Chicago Loses 
To Milwaukee 


MILWAUKEE (UPI) — Jerry 
Beli pitched a three-hitter and 
Johnny Briggs had a homel run 
and two singles, drove in two 
runs and scored two Sunday 
leading the Milwaukee Brewers 
to 
a 
7-1 victory 
over 
the 
Chicago White Sox and a sweep 
of their three-game series. 


Chicago 
^ 
Milwaukee 


• b r h b i 
a b r h b l 


Kelly rf 
4 0 0 0 TJohnson ss 
5 1 2 1 


HEAVY 
DUTY 


SHOCK ABSORBER 


REG. $12.95... NOW ONLY 
$088 


BELTED TIRE SALE! 


$25 


Blackwalls plus 
Fed Ex. tax of 
, 
$2.00 to $2.96 
f 
and trade. 
WHITEWALLS 
ONLY $3 MORE 


ANY SIZE LISTED! 
B78-14, C78-14, 
E78-14, F78-14, 
G78-14, H78-14, 
F78-15, G78-15, 
H78-15 


S I L V E R T O W N B E L T E D 
M 


S A V E * 6 s 0 , , * 1 7 3 ° Â 


PER 
TIRE 


SPECIAL 
$Q88 


EACH 
INSTALLED 


PRECISION 
FRONT END ALIGNMENT 


CM ay dh 
DAIIen l b 
Mellon 3l> 
Rcichardt If 
Herrmann c 
Leon 
ss 
Sharp 
cf 
Alvaraclo 2b 
Orla ph 
Bahnsen p 
Acosta p 
Totals 
28 1 3 1 Totals 
36 7 14 7 
Chicago 
100 000 000—1 


Milwaukee 
200 011 12*—7 


E-Molton. 
DP-Mllwaukce 
1. 
LOB- 
Chicago 1, Milwaukee 10. 


2B-Garcla 
2, 
Money. 
HR-CMay 
(6), 
Briqqs (4). S-Porlcr, Money. SF-Scolt. 


ip 
h 
r er bb to 
Bahnsen L 6-5 
< 10 
4 
4 
2 
4 


Acosta 
7 
4 
3 
3 
0 
3 


Bell W 5-6 
» 
3 
1 
1 
1 
3 


T-2:30. A-26/768. 


4 1 1 1 Money 3b 
2 0 0 0 DMay ct 
3 0 0 0 Scott l b 
3 0 0 0 Briags If 
3 0 2 0 Porter dh 
3 0 0 0 Lahoud 
rf 
3 0 0 0 Rodrlquez 
2 0 0 0 G a r d a 2b 
1 0 0 0 Bell p 
0 0 0 0 
0 0 0 0 
28 1 3 1 Totali 


100,000 MILE GUARANTEE 


Save tires. Reduce front end wear, 
vibration and shimmy. 
Insure safe, easy ride. 


NEIGHBORHOOD CONVENIENCE 


Save 30% on All Domes- 
tic Cars. Check All Sus- 
pension Parts. Road Test 
Car. Regular $9.95 


THROUGHOUT SO. CALIFORNIA 


HUNTINGTON 
BEACH 


16091 Beach Bl. (714) 842-5548 


COSTA MESA 


3181 Harbor Bl. (714) 549-4022 


GARDEN GROVE 


13388 Brookhurst St. (714) 538-0911 


SANTA ANA 
0RANGE-TUSTIN 


626 W. 17th St. (714) 835-5337 
P P " 
I 
^ 
^ 
1825 E. Katella (714) 538-0016 


INSTANT CREDIT 


BankAmericard and Master Charge... plus all major credit cards on approval. 


Jake Gaîther Retires At Fia. À-M 


TALLAHASSEE, Fla. (UPI) 
—Alonzo Smith 
"Jake" 
Gai- 
ther, football coach at Florida 
A&M University for 25 years 
and a legendary figure in black 
college athletics, will retire as 
athletic director Aug. 31, the 
school announced Sunday. 


The surprise announcement 
came ' during 
commencement 
exercises at Florida A&M, and 
a tearful Gaither acceded to 
cries of "speech, speech" from 
the audience of 5,000. 


"People keep talking about 
what I've done for football and 
Florida A&M, but Florida A&M 


football has done everything for 
me," 
Gaither 
said 
between 
bursts of applause. 


Gaither coached the Rattlers 
to 
more 
than 
200 football 
victories over a quarter of a 
century. He overcame cancer 
and blindness during his long 
career 
and 
became 
athletic 
director after stepping down as 


coach in 1969. 


Always reluctant to discuss 
his age, Gaither is estimated to 
be about 68. 


Gaither's teams had a 203-36-4 
record in 25 years. He had 
joined the Rattlers' staff in 1937 
and 
served as 
an 
assistant 
coach, and was elevated 
to 
head coach in 1945. 


^TELEPHONE ANSWERING- 
I 
o O SERVICE 


TELEPHONE 


(714) 835-3305 


S a n t a A n a , Tustin, Irvine-, 
B a l b o a , 


N e w p o r t 
B e a c h , C o r o n a 
d e l 
M a r , C o s t a 
M e s a 


ORANGE COUNTY RADIOTELEPHONE SERVICE. Inc. 


401 South Santa Fa St., Santa Ana, California 92705 


The REGISTER 
Monday, June 4, 1973 
Q$ 


Keep Up With Sports In The Register 


GREEN RIVER 
GOLF CLUB 


TWO FULL 18 HOLE 
CHAMPIONSHIP COURSES. 


L O C A T E D I N T H E B E A U T I F U L S A N T A A N A C A N Y O N O N T H E R I V E R S I D E 
FREEWAY, 15 MINUTES EAST OF ANAHEIM 
TELEPHONE RESERVATIONS 
(714) 528-7289 


GOLFING RAMS — Three members of 
the Los Angeles Rams pause to chat with 
Chuck Coury (second right) Orange res- 
taurant 
owner 
in 
preparation 
for 
Coury's semi-annual Sports Celebrity 
Golf Tournament July 2 at Serfas Coun- 


try Club in Corona. Already paying their 
$20 entry fee for the tourney are left to 
right, Dave Elmendorf, Les Josephson 
and Jack Youngblood. Entries should be 
in by June 24. For more information call 
(714) 639-3800. 


Kathy Cornelius 
Las Vegas Title On Playoff 


By ART PARRA 


LAS VEGAS-Kathy 
Corne- 
lius, mother of two daughters 
and a veteran member of the 
LPGA tour, won the Sealy-Fa- 
berge Golf Classic here Sunday 
afternoon on the first playoff 
•hole, sinking a 5-foot putt while 
Judy Rankin missed a shorter 
try to keep the tournament 
deadlocked. 


Both ended the regulation 54- 
hole test with two-under 217, 
necessitating the third LPGA 
playoff this season, by far her 
best in 20 years playing on the 
tour. Last year was her high 
water mark at $17,491.67. It also 
marked the first time she has 
ever participated in a playoff. 
Until last year, when winning 
the Blue Grass Open, she hadn't 
won a tournament in 11 years. 


Mrs. Rankin, also a mother of 
a two-year old son, had prev- 
iously had playoff experience, 
beating Kathy Whitworth in the 
Lady Eve last year. Her $11,000 


check will jump her 1973 earn- 
ings to $32,586.25, moving up to 
fourth in total. They each left 
final putts on the 18th, inches 
from the hole which would have 
given either the title without a 
playoff, but putts wouldn't fall. 


Mrs. Cornelius was one of the 
co-leaders when play started, 
3-under. She lost two strokes to 
par during the afternoon of 
pressure play that saw the lead 
changing 
hands 
often. 
Mrs. 
Rankin was two off the pace but 
came up with a 1-under final of 
72, forcing the playoff. 


Bonnie Bryant, a portsider 
trying for her first win, slipped 
to a 76 but it was enough to 
collect a check of $4,000, best in 
her career. Sandra Haynie, the 
other principal in a triple dead- 
lock 
opening 
Sunday's 
final 
round, had trouble all day and 
came in with 78-221, tying two 
others. 


Veteran Carol Mann and Hall 
of Famer Betsy Rawls split 
third and fourth place money 


(Continued From Page C3) 
Anaheim High football player 
John Lopher, versatile Jeff Bar- 
ton of Los Alamitos High, Olym- 
pic karate competitor Pat Bur- 
ris, Carter of the Cincinnati 


Bengals, Pan-Am oarsman Paul 
Rugan and many others have 
discovered what the high intens- 
ity training on the revolutionary 
equipment can do. It's a look 
into the future. 


Commandments Of Conditioning 


SAWDUST—Dawson 
t h e 
director, and Almquist the con- 
sultant, are former UCLA foot- 
ball players under the late Red 
Sanders. Their 'Ten Command- 
ments' of sports conditioning 
must include some of the tilings 
they learned under the famed 
Bruin coach. The Ten Com- 
mandments i n c l u d e : 1—The 
goal of your performance must 
be excellence; 2—There is no 
easy way; 3—A person cannot 
train himself; 4—More does not 
necessarily mean better; 5— 
Physical gains must be based 
on physical laws; 6—Each day 
seek to improve yourself in one 
way; 7 — Concentrate. . .run 
your own race; 8—Try again; 


9—An excess of one factor does 
not make up for lack of anoth- 
er; 10—In the long run it is up 
to you. 


Dawson captained the Bruins 
in 1958 as a linebacker while 
Almquist was a Bruin 
end. 
Known better as a receiver, 
Almquist was moved in to back 
up defensive end Jim Steffen by 
Sanders, so never made pass- 
catching headlines like many 
other 
UCLA 
receivers. . . 
Almquist has not ended his 
involvment in sports by becom- 
ing an Orange County doctor. 
He's the team doctor at Los 
Alamitos High and is a popular 
speaker at sports and medical 
clinics in the Southland. 


($5,815 each) 
with 
identical 
218's. Miss Mann had an even 
par 73 and Miss Rawls was 
1-under for the day. 


Mrs. Corelius also won a 1973 
automobile, making her effort 
worth more than $31,000. 


Gusting winds from 20 to 30 
miles per hour over the Desert 
Inn Country 
Club hampered 
some of the action which saw 
three players shooting 71, low 
for the day. Jocelyne Bourassa, 
Sherie Wilder and Beth Stone 
were the trio. 


The 18-year old daughter Kar- 
en of Mrs. Cornelius was on 
hand to witness her mother 
pocket the largest check in her 
career. The younger daughter, 
(Kay) was at the Cornelius 
home in Litchfield Park, Arizo- 
na. Husband Bill, also a golf 
professional, g a 11 e r i e d his 
champion the entire 54-holes 
and was one of the happiest 
men in the world. 


"It all seems like a dream. It 
is the biggest win of my life and 
it is going to take a little time 
for it all to sink in. To say 
wasn't happy when Judy missed 
that 3-footer would be a little 
dishonest but I know how she 
feels. She is one of my closest 
friends, so I know she is sad but 
happy for me," said Mrs. Cor- 
nelius. 


Mrs. Rankin explained her 
missed putt. . ."It broke off 
coming down the hill and 
played it just the opposite going 
back. It was Kathy's tourna- 
ment and just wait until next 
year." 


The Desert Inn Country Club, 
Sealy-Faberge people saw the 
largest crowds o u t for this 
tournament in their 3-year his- 
tory. 


L A S 
V E G A S , 
Nov. 
(UPI) 
— 
Final 
scores in the $100,000 Soaly-Faberga Golf 
Classic Sunday: 
Kathy Cornelius 
Judy Rankin 
Betsy Rawls 
Carol Mann 
Bonnie Bryant 
M a r y Mills 
Debbie Austin 
Carols Jo Skala 
Kathy Ahern 
Sherry Wilder 
Sandra Haynio 
Betty Burfelndt 
Sue Berning 
Chako Hlquichl 
Sandra Spuzlcli 
Donna Young 
Sally Little 
C.A. Creed 
Mocelyn Bousassa 
Karolyn Kertzman 
Gail Denenmberg 
Judy 
Kimball 


$25,000 71-72-74-217 
11,000 72-73-72-217 
5,815 
5,815 
4,000 
2,620 
2,620 
2,620 
$2,620 
2,620 
1,700 
1,700 
1,700 
1,450 
1,450 
1,187 
1,187 
1,187 
1,187 


72-74-72-218 
72-73-73-218 
72-71-76-219 
69-76-75-220 
76-70-74-220 
73-74-73-220 
76-71-73-220 
73-76-71-220 
70-73-78-221 
74-70-77-221 
74-73-74-221 
74-71-77-222 
74-76-72-222 
73-72-78-223 
75-72-76-223 
73-75-75-223 
77-75-71-223 
1,025 76-70-78-224 
1,025 72-75-77-J24 
925 
73-73-79-225 


Long Beaclii 
Fly north to San Francisco 


5 times a day on PSA® 
(California's unofficial state bird) 


PSA wants to go north (or 
south) with your money. Other 
Grinningbirds to San Diego 
and Sacramento. Over 160 
flights a day connecting 
all of northern and southern 
California. Call your 
travel agent or PSA 
and let's migrate. 


PSA gives you a lift. 


,:'V'«'iw5t'(in; •':, Uff ¡i 
G O OD if YEAR 


SAVE NOW ON POLYESTER CORD TIRES 


^JM 
WMt 


» " 7 8 " VYTACORD TIRE 
BLACKWALLS 


• Goodycar.'s deepest 
tread bias-ply "78" 


• 4-plies of triple- 
tempered polyester 
cord 


• Wrap-around tread 
with step down 
traction bladings 


SALE ENDS SAT. NIGHT 


F O Ü 


S i z e A78-13 
p l u s $1.83 
Fed. Ex. T a x 
per tire. 
S i z e B78-14 
p l u s $1.96 
Fed. Ex. T a x 
per tire. 
N o T r a d e 
N e e d e d . 


Tubeless 
Size 


Reg. Price 
Per Pair 


Sale Price 
Per Pair 


Plus Fed. Ex. 
Tax per tire 


A 7 8 - 1 3 
$ 4 6 . 6 0 
$ 4 0 . 0 0 
$ 1 . 8 3 


7 . 0 0 - 1 3 
$ 5 1 . 2 0 
$ 4 3 . 5 2 
$ 1 . 8 8 


B 7 8 - 1 4 
$ 4 6 . 9 0 
$ 4 0 . 0 0 
: 
$ 1 . 9 6 


E 7 8 - 1 4 
$ 5 4 . 9 0 
$ 4 6 . 6 6 
$ 2 . 2 2 


F 7 8 - 1 4 
$ 5 7 . 1 0 
$ 4 8 . 5 2 
$ 2 . 3 7 


G 7 8 - 1 4 
$ 5 9 . 5 0 
$ 5 0 . 5 6 
$ 2 . 5 3 


H 7 8 - 1 4 
$ 6 4 . 0 0 
$ 5 4 . 4 0 
$ 2 . 7 5 


F 7 8 - 1 5 
$ 5 8 . 5 0 
$ 4 9 . 7 2 
$ 2 . 4 2 


G 7 8 - 1 5 
$ 6 1 . 0 0 
$ 5 1 . 8 6 
$ 2 . 6 0 


H 7 8 - 1 5 
$ 6 5 . 6 0 
$ 5 5 . 7 6 
$ 2 . 8 0 


J 7 8 - 1 5 
$ 6 8 . 7 0 
$ 5 8 . 4 0 
$ 3 . 0 1 


L 7 8 - 1 5 
$ 7 1 . 0 0 
$ 6 0 . 3 4 
$ 3 . 1 3 


NO TRADE NEEDED 


3 WAYS TO CHARGE 
• Our Own Customer Credit Plan 
• Master Charge 
• BankAmericard 


SERVICE OFFERS BELOW AVAILABLE ONLY AT LISTED GOODYEAR SERVICE STORES 


INSTALLED 4-WHEEL 


except disc 


brakes 


I n c l u d e s 
V W ' s . T o y o t a s . D a t s u n . 


• I n s t a l l b r a k e 
l i n i n g s o n 
a l l 


f o u r 
w h e e l s 


• I n s p e c t 
m a s t e r c y l i n d e r 
a n d 


h y d r a u l i c b r a k e 
h o s e s 


• R e m o v e , c l e a n , i n s p e c t , 
a n d 


r e p a c k 
f r o n t w h e e l 
b e a r i n g s , 


a d d n e w 
f l u i d 


If n e e d e d : W h e e l Cyls. $8.50 
e a . . 


drums turned $3 ea.,front grease seals 
$4.75 pr„ return springs $1.00 ea. 
•ft»»»»»»»»»»»»» 


LET THE GOODYEAR AUTO SERVICE PROFESSIONALS 
"SUMMER-IZE" YOUR CAR 


• COMPLETE LUBRICATION 


• FULL MOTOR OIL CHANGE ( L I M I T 5 Q T S . ) 


• ROTATE ALL 5 TIRES 


• ADD NEW RADIATOR COOLANT 


• CHECK BATTERY, POWER STEERING, 
HOSES, BELTS 


ANY 
CAR 


PROFESSIONAL 
Flora 
MIHI 


A / S S & d f a SB1 
Any U.S. car 
9 f f i H 5 i l H a k 
Plus parts if 
H 
m 
O 
needed. Add $Z 
for cars with 
torsion bars. 
• 
C o m p l e t e 
f r o n t - e n d 
i n s p e c t i o n 
• 
C a m b e r , 
c a s t e r , 
a n d t o e - i n s e t b y 
p r e c i s i o n 
e q u i p m e n t 


• 
flt 
• t> • t> Û It <r > 
«fr af»^ ^ ^ ift ifc * A A AAA ^ op fr. g 


A N A H E I M 


2021 I I . Palma 
A t State C o l i c o 
435-6451 


Mon.-Fri. 9-7 Sot. 8-4 


ANAHEIM 


(17 S. Braakkarst 


772-6040 


Mon.-Fri. 9-7 


Sot. 8-4 


A N A H E I M 


A.H. Shipkty, lac. 
420 W. lineala 
535-1147 


ANAHEIM 
Goodyear lire Center- 
421 W. Ckapmaa at Harkar 
534-1301 


G O O D Y E A R SERVICE CENTERS 


G A R D E N « B O V E 
BUENA P A R K 


794« l a raima 
128*5990 


Mon.-Fri. 9-7 
Sat. «4 


F U L L E R T O N 


1401 5. Harkar 
179-1090 
Starr Haars 


Mon.-Fri. 8:30-7 
5ot. 8:30-5 


9 5 7 2 C h a p m a n 
5 3 9 - S 9 8 1 
Sfora H o u r s 
Mon.-Fri. 9-7 Sot. 8-5 


H U N T . B E A C H 


7372 Idiafar 
142 4495 
Stara Haars 
M a a . F n . t - I S a t . 1 5 


S A N T A A N A 


1t05N.Sraarf 


558-1444 
Starr Haart 


Mon.-Fri. 8:30-8 Sot. 9:00-5:00 


SANTA ANA 


131« N.Maia 


542-7251 
Stare H a a n 


Mon.-Fri. 8-6 Sat. 8-3 


TBRE CENTERS' 


Tir«» aad S«nric»t «H«r*4 e!i* at cm*«fili»« prie*» «r Hm hut*feW**t 0t«Uri Jittt4 fctU» 


WESTMINSTER 


4J72 Weitmiastrr 
194-1391 
Starr H a a n 


' 
Mon.-Fri. 9-7 
Sat. 8:304 


3 WAYS TO CHARGE 


• O u r o w n customer 


credit P l a n 


• M a s t e r C h a r g o 


• B a n k A m e r i c a r d 


ORANGE 


tacka A Marti» 
424 W. Ckapman 


S3»-4043 


ORANGE 


Hallywaed TirrCa. 
144 N. Tallin 
639 1901 


GARDEN GROVE 


Karnes t Delane/ 
12005 S. Valley View 
at Chapman 
537-1060 


FULLERTON 


Tt4 S k i p k U 


1123 W. Ceaimaaweallk 
525 1134 


TUSTIN 


Car^yrer Tir« Center 
Red Hill t Walnut 
( 3 1 6 0 1 1 


COSTA M E S A 


Young 1 lane Tire Co. 
1596 Newport 
548-9383 


LAGUNA 


Yean| t Lane Tire Ca. 
412 Ocean A»e. 
494-4444 


ORANGE 


Hellywreil Tire Ca. 
1301 N. Tallin 
437-6445 


FOUNTAIN VALLEY 


Withers i Primm Int. 
16142 Harbor 
839-9100 


SANTA A N A 


Seata Ana Retreariinf 
JL Brake Service 
1I10W. l i t St. 
543-0700 


SANTA ANA 


Goodyear Tire Center 
3365 S. Bristol ot MocArthur 
979-3093 


YOS3BA L I N D A 


4951 So. Rose Or. 
524-8110 
Store Hours 
Mon.-Fri. 8:30-7 
Sat. 84 
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Alamitos 


Veteran Ronnie Banks had 
just ridden his 92nd mount of 
the Horsemen's Quarter Horse 
Racing Assn. winter meeting at 
Los Alamitos on Jan. 2, 1973 
when he suddenly took ill. 


Banks had been enjoying his 
finest season in m^ny years, 
winning nine of 30 races in the 
first six nights of the meeting 
and 18 of his first 92 starts to 
rank among the leaders during 
the first 20 days. 


Things went from bad to 
worse for Banks as he was 
finally hospitalized and under- 
went an operation for removal 
of an ulcer. He missed the 
remainder of the meeting and 
Bobby Adair 
streaked 
away 
with another riding title. 


But Banks will be back when 
Los A l a m i t o s Race Course 
opens 
its 
gates 
again 
on 
Wednesday night for thé 79- 
night summer 
quarter 
horse 
season and from all indications, 
Banks has picked up where he 
left off Jan. 2. 


Banks, who finished fourth in 
the 
jockey standings 
behind 
Adair, Terry Lipham and Curtis 
Perner with 63 wins here last 
summer, has been enjoying a 
s u c c e s s f u l meeting at Bay 
Meadows. The veteran rider, 
who is entering his 17th season 
at Los Alamitos, has battled 
Adair on even terms for the 
first 51 nights of the northern 
California season. Both Banks 
and Adair have averaged one 
victory for every night of the 
Bay Meadows meeting as each 
shares the lead with 51 wins. 


Adair has become the pre- 
mier quarter horse rider in the 


B 
I 


|n Record 
leteor' 


HOLLYWOOD 
PARK-Her 
trainer 
thinks 
she 
is 
"The 
greatest mare in the world to- 
day" but there may be some 
who doubt that. However, few 
people, especially those among 
the 40,778 at Hollywood Park 
Sunday, will argue that Roger 
Braugh's Crimson Saint isn't 
the fastest mare in training 
anywhere. 


Making her first start in near- 
ly 
a year, the four-year-old 
daughter 
of 
Crimson 
Satan 
6topped the five-furlong timer 
at .56, knocking three-fifths of a 
second off the existing track 
record, while w i n n i n g 
the 
$33,500 Meteor Handicap for the 
6econd year in a row. 


A new face when she cap- 
tured the grassy 1972 renewal of 
the Meteor, Crimson Saint was 
well 
remembered 
and 
went 
postward the 6-6 favorite. Laffit 
Pincay, Jr. rode her for the 
first time and got her home a 
length in front of Goalie, as 
King of Cricket finished third ;n 
the field of 10. 


The only filly in the race, as 
she was a year ago, Crimson 
Saint broke perfectly and after 
disposing of King of the Blues, 
who ran head-and-head with her 
for nearly a half-mile, Crimson 
Saint won under a hand ride 


•"This filly bowed in her left 
front last summer and when she 
finally started to get near 
race I wanted the right rider 
and asked Laffit to come out 
and 
gallop 
her," 
explained 
trainer 
Rod 
Kaufman. 
"He 
worked her and agreed she was 
ready. I told him to drive her 
like a Cadillac." 


nation on the basis of his out- 
standing performances at Los 
Alamitos, where he has never 
lost a riding title since the track 
went to night racing in 1968. 


Adair has won five straight 
summer riding crowns and add- 
ed the HQHRA title last winter 
as well. The Oklahoma-born ri- 
der is the only man in Los 
Alamitos history to surpass the 
100 - win 
figure 
in 
a 
sin 
gle 
s e a s o n 
the 
veteran 
jockey 
has 
managed 
that 
feat four times, including the 
all-time track record of 113 vic- 
tories established in 1971. In 
addition to his four straight 
riding titles, Adair is slowly 
moving in on Charles Smith as 
the all-time Los Alamitos lead- 
er. Smith still leads in that 
category with 736 lifetime wins 
at the Orange County 
track 
while Adair is next with 676. 
(Banks has 615). 


Other leading riders who will 
return this summer 
will be 
Steve Treasure, Terry Lipham 
John Watson, Luke Myles, Jer- 
ry Richards, and John Ward. 


Most of the top trainers from 
both the summer and winter 
meetings, i n c l u d i n g 
Blane 
Schvanevelt, 
Gary 
Sherlock, 
D. Wayne Lukas, Larry Kleve, 
Rodney Hart, George Liblin and 
Earl K. Holmes are returning to 
Los Alamitos. 


Weiskopf 


(Continued From Page CI) 
Ohio, said he has "learned a 
lot" this year. "I've worked 
hara and it paid off," he said. 


Weiskonf started 
the after- 
noon with a birdie on the 422- 
yard, par four first hole, then 
had successive birdies on 7, 8 
and 9. 


On the first 1 .,le, he hit a 
seven iron to within four feet. 
On No. 7 he hit within 12 feet, 
and on No. 8 and No. 9 to 
within three feet. 


On the back nine, Weiskopf 
bogied the 349-yard No. 14 hole 
when he hit a sand wedge shot 
into 
the 
back 
bunker, 
then 
birdied No. 16 to wrap things 
up. 


Weiskopf lost last week to 
Jack Nicklaus, who did not play 
in the Kemper, by two strokes 
and said he was confident he 
could 
beat 
Nicklaus 
in 
the 
future. 


"I'm not afraid of anybody," 
he said. "When I'm playing my 
best I can beat anyone and that 
includes Nicklaus." 


He said he would lay off the 
tour next week and practice for 
the U.S Open. 


Wadkins, who started the day 
tied for second with Still at 11- 
under, 
said 
he 
was 
"very 
pleased with my finish." 


Winner of this year's Byron 
Neison Classic, Wadkins said "I 
wouldn't have believed I could 
shoot 14-under here. 


"Now I know how Tom felt 
last week," he said, referring 
to Weiskopf's loss to Nicklaus 
with a 14-under-par. "I don't 
think anyone could shoot any 
better than he did today." 
* 
* 
* 


CHARLOTTE, 
N.C. 
(UPI) 
— 
Final 
scores and monevwlnninos in the $200,000 
Kemper Open golf 
tournament: 


The selling of the athlete, 1973 


By JOAN EYAN 


Television commercials featuring professional athletes 
used to be a 90-second pause of embarrassing ineptitude. 


Fans flinched as their heroes appeared on camera 
holding a product aloft with a shaking hand. The usually 
penetrating eyes of a top-rated quarterback would zig- 
zag nervously over the teleprompter lines and voices that 
barked the signals authoritatively would drone on in flat 
regional accents. 


Who can forget Fran Tarkenton and his wife preaching 
the virtues of canned stew with soft, Southern tones? Or 
Bobby Hull chasing the puck across the ice, his face 
smeared with still-moist shaving cream? Or Wilt Cham- 
berlain, slouched in a small chair, faking weighty thoughts 
on the merits of an after-shave lotion? 


A few years ago there was an abrupt turnabout in com- 
mercials featuring athletes. A possible inspiration for the 
new look in TV ads might have been Joe Namath's hefty 
contract to shave off his Fu Manchu mustache 
and 
goatee. Fans sat glued to their TV loungers for a whole 
football season waiting for a glimpse of Namath's shaven 
face. But the commercial was never shown. 


Rumors ran rampant. Did the on-camera shave reveal 
some mountainous hickey on Joe's cleft chin? Or did cool 
Joe flub his lines as he took the last fatal swipe? 


Although th 
commercial was canned, the interest it 
created set the Manhattan ad men into motion and they 
began to show the athlete, not as an amateur-turned-pro 
broadcaster, but as himself: warts, hickeys and all. 


So we were treated to Len Dawson and John Brodie 
joshing in mock battle over the attributes of razor blades. 
O. J. Simpson was caught enjoying his cola drink so 
much that he dribbled it down his chin. Dave DeBus- 
schere turned up in the Knicks' shower sneaking a little 
hair color on his sideburns. 


And best of all, Bill Russell did a pitch for long dis- 
tance. The script called for him to shoot and miss a basket 
with his admonishment, "You can't miss with long dis- 
tance." But he goofed everytime sinking one shot after 
another. The final commercial records his delightful high- 
pitched cackle and the ad lib, "I can't miss! . . . and 
neither can you with long distance." 


Combining the au naturel theme with newly liberated 
women was the next logical step. The newest rage in 
sports commercials features a luscious but casual New 
York model, Victoria Medlin. She swishes down the aisle 
in the Miami Dolphins' dressing room, giving lineman 
Larry Little a hand in removing his jersey. 


Victoria gives her pitch about a hair grooming product, 


VICTORIA MEDLIN gives Pete Rose the soft sell while 
Rose's Cincinnati teammate Clay Carroll, background, 
looks on incredulously. 


tossing Lady Godiva locks as evidence. On her way out, 
she casts a businesslike look at Bob Griese, fresh from 
the shower. "Nice game, Bob," she says crisply, giving 
him a smart slap on the rump. 
' Well! The fans love it. And Victoria has now invaded 
the Cincinnati Reds' locker room. She sprays Pete Rose's 
locks with her aerosol can and surveys the result with a 
long-lashed critical eye. "Now work on the gut," she ad- 
vises the startled Ross, smacking him on the belly with 
the back of her delicate hand. 


Whether the shock value of seeing a lissome young 
woman roaming an all-male sanctuary and reeling off 
locker room jargon will sell the product remains to be 
seen. But the Medlin commercials are a sure-fire im- 
provement on those oldtimers. Like the one of John 
Unitas taking a snap from center and fading to pass with 
his dancing feet clad in support socks. 


Copyright 1973 By 
Triangle Publications, 
Inc. 
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3> 
1973—40th day of 76-day spring & s u m m e r 
mealing. 
All races confirmed by official 
photochart 
c a m e r a . 


FIRST 
RACE—6 furlongs. 4 year 
olds 
and 
up 
bred 
In 
Calif. 
Claiming. 
Purse 
$4500. 


M a i o r Glory on too, took a clear 
early 
lead, responded 
in the upper stretch 
and 
held off Irish Polka. The latter 
had 
his 
best 
bid 
on the final turn 
then 
let 
up. 
Let's Dine Out lost ground. 
S c r a t c h e d - K a t e ' s Will. 


PP 
Fin 
Odds 


Malor Glory, Pineda 
11 
1 3Vi 
10.10 


Irish Polka, Pincay 
7 
2 nk 
.40 


Let's Dine Out, Toro 
10 
3 VA 
19.80 


Modern Spirit, Belmonte . . . 2 
4 1 
7.10 
Thirteen Tricks, Sellers 
. . . 5 
5 hd 
37.60 


Great Flier, C a m p a s 
1 
6 2'/j 
27.00 


Vacuum, Ollvares 
6 
7 5 
57.50 


Traffic Fine, Maese 
8 
8 3 
23 50 


Deserved, Rotz 
9 
9 ns 
16.20 


Slipped Line, Cardoza 
3 
10 1 
57.90 


P a s a r e , M e n a 
4 
11 
18.90 


Time—1.11. 


$2 Mutuels Paid 


Malor Glory 
22.20 
4.60 
3.60 


lrr.ii 
t ' o U a 
2.a0 y.cO 


Let's Dine Out 
5.60 


Mutuel 
Pool—$192,529. 


SECOND 
RACE—6 
furlongs. 
3 
year 
olds. Claiming. Purse $11,000 


High Protein prompted 
the early 
pace, 
responded when settled into the stretch to 
wear down 
Sporting Good from the out- 
side and won alloul. The latter gave way 
gradually. Donut Prince hung. 
Scratched—Talking 
Stephen. 


P P 
Fin 
Odds 


High Protein, Cardoza 
5 
1 VA 
2.30 


Soarilnn 
•.aods. 
Pl-ieda 
..4 
">. .'V* 
j D 


Donut Prince, Pincay 
.6 
3 Vi 
2.10 


Bug Tussle, Belmonte 
1 
4 2 
8.30 


Prince Envoy, Rotz 
2 
5 4 
25.70 


Banning Lin, Mena 
. . . . . . . . . 7 
6 2 
4.60 


Oregon Phil, Shoemaker . . . 3 
7 
15.60 
Time—1 10 


$2 Mutuels Paid 


High Protein 
6.60 
4.00 
2.B0 


Sportlnq Goods 
5.20 
3.60 


Donut P r i n c e 
2.60 


Mutuel 
Pool—$305,177. 
Dally 
Double 
Pool—$301,896. 


Shaw.iex, outrun 
earry, c a u g h t 
his full 
stride on the final turn, rallied f r o m 
the 
outside to w e a r down G.P. Esq. and 
wen 
all out. The latter forced the p a c e 
down 
the backstretch, had his best bid into the 
strclch 
to 
get 
the 
edg3 
from 
between 
horses then could not match s t r i d e s with 
the winner. Crimson Lark lacked a 
clear 
path into the stretch. 


Scratched—Sevens 
Best. 


PP 
Fin 


A»Shawnex, L a m b e r t 
. . . . . . 1 
1 l'/i 


G.P. Esq., Pincav 
5 
2 V2 


Crinson Lark, Olivares 
. . . , 4 
3 to 


Crimson 
Lark, 
Toro 
2 
4 4 


Yolas 
Dadioe, 
S h o e m a k e r 
6 
5 1 


Best 


i 


Í 0 ¥ 


- lio 
_ 
_ _ 


A-Catamastor, Pierce 
7 
6 1 


Odds 


2.90 
2.50 
9.20 
3.51 
3.91 
2.90 
8.70 
M a r k e t Close, Pineda 
3 
7 


A-Shawnex a n d 
C a t a m a s t e r 
r a c e d COU' 
pled. 
Time—1.42 2-5 


$2 Mutuels Paid 


A-Shawnex 
7.80 
3.80 
2.60 


G.P. 
Esq 
3.20 
2.60 


Crimson 
L a r k 
3.80 


Mutuel 
Pool—5240,060. 
E x a c t a 
Pool— 
$326,975. 


$S 
EXACTA, 
(1-A-Shawnex 
& 
S-G.P. 
Esq.) paid $76.50. 


EIGHTH RACE—5 furlongs. 3 y e a r olds 
and 
up 
Handicap. 
Purse 
$30,000. 


Crimson Saint broke In stride to hold a 
slim edge, responded to d i s c o u r a g e 
King 
of the Blues In mldstretch, d r e w out be- 
tween 
calls 
then 
w a s 
hard 
p r e s s e d 
to 
hold. Goldle, outrun early, rallied In 
the 
turn and finished with qood speed. 
King 
of Cricket raced close up and hung. 


Scratched—Impressive Style. 


P P 
Fin 
Odds 


Crimson Saint, Pincay 
5 
1 1 


Goalie, Pineda 
9 


Kino of Cricket, Toro 
6 


Klnq of the Blues, Mena . . . 1 
F a s t Follow. Rosales 
4 


Projector, Belmonte 
3 


Rouqh Night, Bt-ogan 
2 


House 
of 
Porter, 
Shmkr 
7 


I'm Ed, Rotz 
10 


Time—.56. 


$2 Mutuels Paid 


Crimson Saint 
4.40 
3.40 


Goalie 
5.60 


King of Cricket 


Mutuel 
Pool—$444,314. 


2 3V2 
3 nk 
4 1/2 
5 1 
6 n3 
7 2 
8 3'/2 
9 


1.20 
7.60 
22.50 
16./0 
7.30 
6.70 
5.40 
7.30 
53.10 


3.00 
4.20 
.7.80 


DAILY 
DOUBLE, (11-Malor Glory 
and 
5-Hlgh 
Protein) 
paid 
$131,80. 


T H I R D RACE—1 1-16 Miles. 3 Y e a r old 
Maiden 
Colts ft Geldlnas. 
P u r s e 
$8500. 


B o m b a s t broke alertly to take a clear 
early 
lead, 
saved 
ground 
and 
narrowly 
lasted. 
Carolwood 
drive 
prompted 
the 
winner throughout to finish willingly while 
drifting o^'t 
Fort Apache took uo around 
the final turn when blocked on the 
rail, 
moved out for a clear path and 
finished 
fastest. 


No scratches. 


NINTH—1 
1-16 miles. 
Four 
y e a r 
olds 
and up. Claiming. Purse $10,000. 


Nashua 
Road, outrun 
to the f j r 
t u r n , 
rallied wide Into the stretch and 
respond- 
ed to o u t r a c e Envoy To Victory during a 
long 
hard 
drive. 
The 
latter 
c a m e 
wide 
a f t e r being In traffic and rallied into the 
final 
furlong 
but 
could 
not 
contain 
the 
winner. 
California 
Eagle 
lost 
ground, 
raced close uo, had a bid Into the stretch 
to get the edge then tired. 
Scratched—Open Market, l.aplstoy. 


P P 
Fin 
Odds 


Nashua Road, G r a n t 
7 
1 nk 


Envoy 
To victory, Vlnzla 
1 2 tto 


Ollfnrni.i 
i=aol», 
rcicy 
10 3 1 


Arabian Strip. Rosales 
9 
4 l ' / j 


Whispering J a c k , Pineda 
..12 5 1 


P P 
Fin 
Odds Swat II, Bronan 
4 6 1 


Bombast, Toro 
. 
3 
1 
to 
11.20] Rauciuen, L a m b e r t 
6 
7 4 


Carolwood Drive, Pierce . . . 6 
2 1 
.90 Luckv Event, Shoemaker 
.5 
8 nk 


Fort Apache, Cardoza 
. . . . 1 
3 2 
8.8O1 Gav Time, Toro 
3 9 hrl 


Duels Prince, Brogan 
5 
4 3 
2.50 Donut Treat, Cardozq 
11 10 5 


Tom Weiskopf, $40,000 
Lanny Wadkins, 22,800 
Leonard Thompson, 10,000 
Dave Hill, 10,000 
Lou G r a h a m , 10,000 
Art Wall, 5,750 
John 
Lister, 
5,750 
Ken Still, 5,750 
Cesar Sanudo, 5,750 
Mac McLendon, 5,750 
Dan Slkes, 5,750 
Rod Funseth, 4,000 
Charles Coody, 4,000 
Bert Yancey, 3,200 
Lee Trevlno, 3,200 
J ¡i n 
Dent, 
3,200 
J u a n 
Ridr'ciuez. 3.200 
L a r r y Ziegler, 3,200 
J.i:. 
cne<)d. 
7.'00 


Pincay, was duely impressed 


with the winner. 
"I thought 
maybe I could lay off that other 
horse (King of the Blues), but 
this filly is too quick. My only 
concern was having her change 
leads and she did that perfectly. 
I never touched her." 


Fractions for the race were 
.21 4-5 and .44 flat and Crimson 
Spint's .56 clocking erases a 
inairk that had stood at Holly- 
park since 1956. Lucky Mel, a 
two-year-old, ran .56 3-5 that 
summer. 
'. •Pincay and his closest pur- 
suer in the Hollypark jockey 
r$ce, Alvaro Pineda, both had 
doubles on Sunday and after 40 
days of the meet Pincay's lead 
is*, six lengths, 51-45. 


"Three-year-old fillies will oc- 
cupy the spotlight at Hollywood 
Park when racing resumes at 
the- Inglewood track on Wednes 
day. They will clash in the 
$30,000 added Senorita Stakes, 
with Sphere and Meilleur the 
likely favorites. There will be 
i)o .racing at Hollywood Park 
today or Tuesday and first post 
«a Wednesday will be 2 p.m. 


Sam Snead, 1,655 
Babe Hlskey, 1,655 
Wayne Yates, 1,655 
Victor Regaldo, 1,655 
Bob Pavne, 1,655 
Don P a d g e t t , 1,655 
Rick Rhoads, 1,655 
Roy P a c e , 1,655 
John 
Mahaffey, 
1655 
Al Geiberger, 1,655 
Ben Kern, 1,210 
J e r r y 
McGce, 
1,210 
Inhn 
Schle«. 
905 
T o m m y McGinnis. 905 
Arnold P a l m e r , 905 
Gay Brewer, 905 
Geortie Johnson, 905 
Beb Dickson, 90s 
Mike Reasor, "05 
Bob Lewis. 905 
T o m m y Sanderson, 905 
Ray Floyd, 905 
Pnt Fitzslmons, 905 
Stove Onpermann, 640 
Martin Bohon, 640 
Ralph Johnston, 518 
Mason Rudolph, 518 
Dale Douglass. 518 
Bert Greene, 518 
Ed Sneed, 518 


65-70-68-68-271 
66-68-71-69-274 
67-65-74-71-277 
71-68-67-71-277 
72-66-72-67-277 
7IW8-70-70--278 
71-/0-7U-67--273 
67-67-71-73-278 
71-69-66-72-278 
67-72-72-67-278 
70-69-72-67--278 
70-69-70-70-279 
70-66-70-73--279 
69-70-72-69-280 
70-68-72-70-280 
69-69-72-70-280 
7n-*9-7i-70-r8n 
68-70-73-69-280 
7.?.;i-'i-71..7Bl 
70-68-72-71-281 
74-66-74-68-282 
69-70-74-69-282 
71-69-73-69-282 
68-71-70-73-282 
70-70-70-72-282 
71-71-68-72-282 
71-71-68-72-282 
72-68-71-71-282 
71-69-72-70-282 
71-6O.72-70-282 
68-71-72-71—2B3 
70-71-70-72-283 
69-72-71-71-283 
70-71-69-74-284 
71-71-72-70-284 
68-73-71-72-284 
73-69-69-73-284 
76-65-68-75--214 
72-71-71-70--714 
69-74-72-69-284 
7">.7?.71-«9--?i>4 
69-71-75-69-284 
72-70-74-68-7P4 
67-74-75-68-284 
71-73-69-72--2H5 
68-74-72-71-285 
71-72-72-71-286 
74-69-73-70-286 
71-71-72-72-2^6 
6C-76-71-72-2R6 
73-71'72-70-286 


Ex-Alamifos 
Race Director 
Burke, Dies 
Ed Burke, 58, former Director 
of Racing for Los Alamitos 
Race Course, died Sunday after 
a 
prolonged 
illness. 
Funeral 
services for Burke, who also 
was a trainer of thoroughbreds, 
are pending. He is survived by 
his widow, Opal, two sons, Mi- 
chael and James, and eight 
grandchildren. 


Irish Goodbye, Rosales 
4 
5 2 
72.00 


Blue Nash, Rotz 
2 
6 5 
8.30 


' J i ' k v o i > - m - . * - — s . 
Blmnte 
8 
I t 
V ' « 


Wrong M a n , Ollvares 
10 
8 
60.20 


Scurry Khan, Valenzuela ..9 
pldup 
84.60 
Chief P Smith, C a m p a s . . . 7 
bk dn 
29.30 
Time—1 44 1-5. 


$2 Mutuels Paid 


Bombast 
24.40 
6.80 
4.00 


Carolwood Drive 
3.00 
2.40 


Fort A p a c h e 
3.00 


Mutuel 
Pool—$379,988. 


FOURTH RACE—6 Furlonas. 4 y e a r olds 
and up. Claiming. Purse $10,000. 


Melos 
m.'na- 
d 
a 
sllr. 
<-|y 
lead, 
saved ground, drew out and won convlnc- 
n-!y. i nn:i 
erm "•'"'d '-«fvr 
- ' t - ' - -. -o 
the stretch then could m a k e little impact. 
And 
Correct 
broke 
on 
top, 
lost 
ground 
and hung 
- 
No 
scratches. 


P P 
Fin 
O-tr" 


Melos, Pincay 
1 
1 4 
1.30 


Long T e r m . Belmonte 
3 
2 1 
2.30 


And Correct, Grant 
7 
3 1 
7.60 


Bulbul, L a m b e r t 
2 
4 1 
19.40 


Stars and Stripes, Nono 
. . . 4 
5 "2 
5.f0 


Shoe Blue, Mena 
5 
6 5 
8.10 


Coat Tail, Hawkenson 
6 
7 
29.10 


Time—1.09 1-5. 


$2 Mutuels Paid 


Melos 
4 60 
3.20 
2.80 


Lonq Term 
3.20 
2.80 


And Correct 
3.60 


Mutuel 
Pool—$424,594. 


F I F T H RACE—7 F u r ' i n q s . 3 y e a r olds. 
Allowances. Purse $11,000. 


Bahia 
Key, 
permitted 
to settle 
early, 
rallied between horses on the turn, wore 
down 
Mad 
Manor 
Prince 
through 
the 
slretch 
and 
won 
straight. 
The 
latter 
i u ; ^ d 
t:> 
ie-d 
sron 
.-ifler tne 
start 
from along the rail and gave way 
qrad- 
uallv 
in 
the 
drive. 
Florldor 
m a d e 
a 
steady gain around the turn then lost his 
punch In the final furlong. 
No scratches. 


P P 
Fin 
Ode's 


Bahia Key, Pineda 
. . . 7 
I t o 
1.30 


Mad M a n o r Prince, Rotz 
..1 
2 1 
6 20 


Florldor. Toro 
9 
3 2 
12 10 


Clank. Pierce 
5 
4 1 
4.10 


• 
ri |,n 
--< nu'-", nr»n . .à 
5 
to 
51 ',0 
Dusty Traveler, Shoemaker 8 
6 ns 
6.20 


t , . . n „ 
l'i-1. 
I 
. 1 
7 5 
14.-,fl 


Alamitos Chief, Pincav . . . 2 
8 hd 
7.70 
Real Encounters, Maese 
..6 
9 
33.60 
Time—1.22 
' 5. 


$2 Mutuels Paid 


Bahia Key 
4.60 
2.80 
2.60 


f o r i 
M a n o r 
Prince 
5.40 
4.A0 


Florldor 
J.20 


Mutuel 
Pool—$266,108. 
E x a c t s 
Pool— 
$396,880. 


$5 EXACTA, (7 Bahia 
Key and 1-Mad 
Manor 
Prince), 
paid 
$73.00. 


5.20 
14.50 
1 ¿0 
55 70 
9.80 
18.30 
5.90 
11. ¿0 
6.40 
31.10 
9.CO 
34.00 


INGLEWOOD—Two of 
t h e 
leaders of the wide-open Holly- 
wood Park three-year-old divi- 
sion, Rod and Expression, head 
a list of 14 sophomore colts and 
geldings named to the $60,000 
added Argonaut Handicap next 
Saturday. 


Other outstanding 
nominees 


to 
the 
mile-and-one-sixtecnth 
Derby steppingstone i n c l u d e 
Tumble Lane, Gold Bag and Out 
Of The East. 


Rod, racing for Leone Peters 
last appeared in the Westwood 
stakes on the turf, winning that 
mile-and-one-sixteenth event by 
a length-and-one-half in 1:42 4-5. 
Argonaut 
nominees 
Lucky 
Hayes and Carry The Banner 
finished behind the dark bay 
son of Bold Lad. 


Expression has vaulted into 


Gamelln, Mena 
8 
11 4 


Mr. Lon E d w a r d , Rotz 
2 
12 


Time—1.43. 


$2 Mutuels Paid 


Nashua Rosd 
12.40 
7.80 
4 20 


Envoy to Victory 
12.40 
6.80 


Califronia Eagle 
3.00 


pool — $224/W. E x a c t a 
Pool— 


$375,170. 


Total Mutuel Handle—$4,302,697. Attend- 
ance—<0,770. 


$5 EXACTA, (7-Nashiin Roid and 1-En- 
voy to Victory), Paid S642.00. 


Cabin Suffers 


Bone Fractur 


SIXTH 
RACE—11 1-16 miles on turf. 4 
year 
olds 
and 
up. 
Allowances. 
P u r s e 
$ 1 6 . 0 0 0 . 


Royal 
Derby II saved qround to move 
uo, rallied from the outside in the stretch 
to w e a r 
down 
Tantoul 
and 
won 
allout. 
The 
latter 
set 
the 
pace 
and 
n a v e 
way 
grudlnglv. Harbor Point tired, 
bcratcned—Margum 


PP 
Fin 


Pny.-I 
D^rhy, 
Shoemaker 
. 2 
1 J< 


Tantoul, Toro 
7 
2 nk 


Harbor Point. Pineda 
1 
3 6 


Trlggalro, 
Belmonte 
4 
4 8 


Spicrv 
R m v n , 
'otz 
. . . . 5 
5 3 


Dancy M a t a d o r , Mena 
3 
6 


Time—1.42 1-5. 


$2 Mutuels Paid 


Royal Derby II 
4.80 
3.00 
2.40 


Tantoul 
3.80 
2.80 


Harbor 
Point 
3.00 


Mutuel Pool—$424,009. 
SEVENTH RACE—i 1-16 miles. 4 year 
olds and uo. Claiming. Purse $13,000. 


Odds 
I 40 
3.20 
6.80 
2 . 2 0 
21.10 
15.90 


e 


Leone J. Peters' Cabin, game 
winner of Saturday's sixth race 
at Hollywood Park, emerged 
from that victorious perform- 
ance with a fractured left front 
cannon bone, trainer Tom Pratt 
reported today. 


"Dr. Bob Baker will look at 
the x-rays this afternoon to de 
termine if a metal screw can be 
placed in the bone," Pratt said 
"If he can, the horse should be 
all right." 


Dr. Baker's veterinary facill 
ty in Chino specializes in such 
surgery, a method used on Al- 
legre Stable's Kobuk King after 
he cracked a pastern bone in 
early 1972. Kobuk King's front 
leg still contains four two-inch 
screws inserted by Dr. John 
Wheat of UC Davis. 


Kinlund Hired 
SAN MARCOS, Tex. (UPI) 
— Neal Kinlund has been 
named 
assistant 
basketball 
coach and head tennis coach 
at Southwest Texas State. 


Kinlund and Mike Pinkham 
were fired from Bob Prewitt's 
basketball staff at SMU at the 
end of last season. 


Gophers Grab 


District Title 


CARBONDALE, 111. (UPI) 
- 
Minnesota came out of a pileup 
at home plate Sunday with a 7-6 
victory over Southern Illinois 
University and the champion- 
ship of the NCAA District 4 
playoffs. 


The win means the Big Ten 
champions 
advance 
to 
the 
College World Series at Omaha, 
June 8-14. 


Gophers pitche- Dennis Allar, 
who was credited with the win, 
was on third in the bottom of 
the 14th inning when Joe Comer 
hit a ground ball to Saluki 
shortstop 
Stan 
Mann, 
who 
threw home to catcher Larry 
Calusetti. 
Calusetti 
threw 
a 
heavy block at Allar, racing in 
from third, flipping him into 
the air, but dropped the ball in 
the process allowing the Min- 
nesota pitcher to score. 


Lionetfes Split 
Shirley Topley scored on a 
single by Mickey Davis in the 
fourth inning of the second 
game of a double header to give 
the Orange Lionettes a 1-0 win 
over the Sun City Saints and a 
split of their four-game series 
Sunday. 


Orange fell, 4-0 in the first 
game as home runs by Marlene 
Rau and Ginger Kurtz did the 
damage. 


Orange is 4-2 in PCSLA ac- 
tion. 


The Lionettes resume action 
Friday 
with 
a 
doubleheader 
against 
Sacramento 
at 
Hart 
Park beginnning at 7:30 p.m. 


Sunday-First Game 


R 
H 
E 


Sun City 
' 0 ' '"I 0 - 4 
8 1 


Orange 
000 000 0 —0 
3 
0 


Harris and R a u ; Wltman and Ito. 
i 


HR—Marlene 
Rau 
( S O , 
first 
Inning, 
one on; 
Ginger 
Kurtz 
(SC), 3rd 
inning, 
bases empty 


Sunday-Second Game 


R 
H 
E 


•;iin City 
H 
Cfi 0 - ] 
4 •< 


Oranae 
000 100 x—1 
4 0 


Noe and R a u ; Welborn and Ito. 


R 
H 
E 
Sun 
City 
roi oon 0'—1 
4 
1 


Orange 
000 000 00—0 
3 
0 


Noel and Rau; Wltman and Its. 


the Hollywood Derby picture 
with a trio of local wins, his last 
coming at a mile on the turf. Tn 
each of his three starts the 
chestnut gelding has been much 
best, and will be looking for his 
first stakes score if he contests 
the Argonaut. 


The complete list of Argonaut 
nominations: 


Big Whippendeal, A-Bold Bal- 
cony, Carry The Banner, Crown 
the Prince, Crusin Jack, Danc- 
ing 
Papa, 
Expression, 
Gold 
Bag, Lucky Hayes, A-O'Lucky, 
Out Of The East, Roka Zaca, 
Rod, Tumble Lane. 


Meilleur and Sphere, a pair of 
stakes-placed lasses, will lead a 
large field of three-year-old fil- 
lies Wednesday when Hollywood 
Park offers the sixth running of 
the $30,000 added S e n o r i t a 
Stakes. 


After five renewals on the 
grass, the Senorita will move 
back to the dirt and has been 
stretched out to a mile-and-one- 
sixteenth. Limited to non-win- 
ners of a $10,000 purse, the 
Senorita is the last warmup for 
sophomore fillies prior to the 
championship-deciding, 
$75,000 
added Hollywood Oaks on June 
16. 


Meilleur, third to Tea Axe in 
the Vallejo Stakes and also run- 
ner-up in the Time To Leave 
Stakes at Golden Gate Fields, is 
two-for-two this season at Holly 
wood Park, both scores coming 
on the grass. Don Pierce will 
ride 
Meilleur, 
which 
edged 
Fresh Pepper by a head in her 
most recent outing. 


Sphere, a troubled fourth in 
the grassy Princess Stakes in 
her last start, earlier this sea- 
son was closest to Sandy Blue in 
the Railbird Stakes. The daugh- 
ter of Round Table also shows a 
victory at the Senorita route 
this meeting and will be han- 
dled by Bill Shoemaker. 


Trainer John Russell plans on 
running three of Fred W. Hop- 
per's colorbearers in the Senori- 
ta—Teanazier, Goddess Roman 
and Travel Tip. 


It was almost a year ago that 
newly-turned 16-year-old ap- 
prentice 
rider 
burst 
on 
the 
scene at Hollywood Park and 
rode both ends of the daily-dou- 
ble with only the second and 
third mounts of this career. 


Steve Valdez arrived 
early 
and he plans to stay late. 


Valdez, at the moment, is not 
only the leading apprentice ri- 
der at Hollypark, but also is 
boldly challenging the likes of 
Laffit Pincay and Alvaro Pine' 
da for the top spot in the jockey 
standings. 


"I have only two goals," the 
native 
of 
Monrovia 
reveals. 
"First, I want to win the nation- 
al apprentice title this year and 
secondly, I want to break Rudy 
Resales' Hollywood apprentice 
record of 67 wins in one sea- 
son." 


In less than a year, Valdez 
has proven beyond a doubt that 
he's here to stay. 


One-Track Mind 
It feels unbelievably good to 
be where I,am," Steve admits. 
"I like to ride horses and that's 
all I think about." 


Valdez had one of the more 
auspicious starts among mod- 
ern day riders. 


"I had galloped horses since I 
was eight," he recalls. "Actual 
ly, most of it was done under- 
cover since to receive an exer- 
cise boy's license you're sup- 
posed to be 16. 


"I finally got that license the 
day I turned 16, and several 
days later I rode my first 
race." 


Valdez still vividly recalls the 
day he rode both ends of a $256 
daily double for trainer Lou 
Glauburg. 


"I didn't really know whether 
either horse had a chance," he 
says. "All I know is that I was 
just thrilled to be riding. I was 
a nervous wreck and then when 
I got back to the jock's room, I 
got the paint job. I think Shoe- 
maker was the one. He had it 
all over me." 


How to Hit Ground 
In his first year of riding, 
Valdez has learned a multitude 
of lessons, including how to hit 
the ground when a horse.falls. 


"I had a tough summer," said 
Steve somberly. "I had a col- 
lapsed lung, three broken ribs 
and a cracked collarbone in one 
spill and then later, during the 
Oak Tree meet, I lost 
my 
spleen, broke three vertebrae 
and five ribs. 


STEVE VALDEZ 
(He's here to stay) 


"It's 
something 
you 
can't 
help. You think about spills, but 
you just have to keep hoping 
everything will come out okay." 


Since he lost more than three 
months because of injuries, Val- 
dez undoubtedly will receive' an 
extensioii on his apprenticeship, 
which by the rules of racing, 
lasts for a year after your fifth 
winner. 


Steve says he learned tiie 
most about racing at Victorville. 


"There 
was 
a 
fairgrounds 
track up there and they used to 
have match races on Sundays. I 
rode up there for about a year. 
No one really helped me then, I 
tried to learn on my own. 
Experience Counts 
My dad, who was a rider, 
and trainer Bruce Headley and 
member of the gate crew, 
Tucker Slender, p r o b a b 1 y 
helped the most with fundamen- 
tals," Steve recalled. "But no- 
thing really helps like experi- 
ence." 


Valdez says he used to come 
to the track in the afternoons 
and watch Jerry Lambert. 


"I used to love to sit and 
watch Lambert ride," says Val- 
dez. "The way he sits on 'a 
horse 
is beautiful. He's Mr 
Cool. I guess you'd have to Say 
he was my idol before I started 
riding." 
^ 


Valdez, whose 
engagements 
are handled by his agent and 
'part-time' father, George Hol- 
lander, says he has no marriage 
plans for the moment. 


"No. . .no, not for a long 
time," he reveals with a stern 
look. "I spend my free time 
going to the beach and fishing. I 
don't have time for girls right 
now." 


Right now, horses are the 
only thing on his mind. 


Fraud Investigated 
In NM Track Sales 


A L B U Q U E R Q U E , N.M. 
(UPI) — The 
New 
Mexico 
Racing Commission said it will 
investigate the proposed pur- 
chase of two New Mexico horse 
racing tracks by a man who 
has been accused of fraud by 
the Securities a. d Exchange 
Commission (SEC). 


Mike J. Coen of Kansas City, 
the president of All-American 
Turf, reached an agreement to 
purchase majority interest in 
Ruidoso Downs and 
Sunland 
Park from Kodiak Industries, 
Inc., it was announced 
last 
month. 


Coen was named in an SEC 
civil complaint filed Thursday 
in U.S. district court in San 
Diego along with financier C. 
Arnholt 
Smith 
and 
several 
corporations. 


"I'm 
going to make 
sure 
(Coen) 
has 
been 
thoroughly 
checked and I feel very strong 
about 
a 
thorough 
investiga- 
tion," said racing commissioner 
George Maloof Friday. 


Maloof also said the commis- 
sion would ask the attorney 
general's office to appoint an 


investigator 
to probe 
Coen'3 
background. 


Under a new law passed by 
the 1973 Legislature, the trans- 
fer of a racing license to Coen 
would require Racing Commis- 
sion approval. 


Commissioner Herman Tabet 
said the proposed sale "will 
definitely be investigated, one 
way or the other. I have been 
dubious to start with and I'm 
sure we're going to take a long, 
hard look at it." 


The SEC complaint alleged; 
that Coen, Smith and Phillip A.- 
Toft of 
San 
Diego 
violated 
numerous s e c u r i t i e s laws, 
primarily spinning off assets of 
publicly owned firms to benefit 
companies held privately by the 
defendants. 


"We have to see how involved" 
Mike Coen is in this SEC suit,"' 
said 
commissioner 
Francisco 
Urrea. "We don't know how far 
this 
suit 
involves 
him, 
but 
we're going to investigate it. 


"We 
won't 
license 
anyone' 
who will be detrimental 
to 
racing in New Mexico," Urrea 
said. 
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For Only 


Includes All This: 


Up to Five Quarts Quaker State Oil 
Lubricate Chassis to Factory Specs 
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Please Call For Appointment 


* New Oil Filter 
* Any American Car 
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F. GILBERT LAMB has re- 
signed from the board of 
directors of Amfac Inc., the 
Hawaii-based diversified con- 
sumer service company. 


ROBERT W. HUTTON was 
elected executive vice presi- 
dent of Lone Star Industries, 
Inc. (NYSE) and will also 
continue as president of the 
company's cement amd conr 
struction materials group. 


FRED L. GABOURIE has 
. been named president of Wal- 
Kcr & Lee Insurance, Inc., a 
» -subsidiary of Walker & Lee, 
•ilnc., diversified real estate 
fls e r v i c e s firm, announced 
FRANK R. HART, president 
of the parent firm. 


Gabourie will supervise all 
operations of the insurance 
brokerage 
company, 
which 
has offices in Southern Cali- 
fornia and in Phoenix. 


marketing effort. 


Irvine - based Basic • Four 
Corp., announced 
that A.M. 
("Al") Cosentino, chairman of 
the board and a vice president 
of Management Assistance Inc. 
(MAI), 
Basic-Four's 
parent 
corporation, has been named, 
interim 
chief 
executive and 
chief operating officer of Basic- 
Four. 


RAYMOND P. 
KURSHAN, 
Basic-Four's chairman of the 
board, also r e p o r t e d that 
DOUGLAS K. BAKER, former 
Basic-Four's president, who had 
previously held the two posi- 
tions, had resigned. Baker, 39, 
has joined Qantel Corp., of Hay. 
ward, Calif, as chairman anc 
chief executive officer. 


; GARBOURIE 
BOYLE 


ROBERT A. BOYLE, has 
been appointed senior vice 
-\president, Electronics & In- 
struments Group, and general 
manager, Instruments Div. of 
Bell & Howell Co., Pasadena. 


RI C H A R D D. FREEMAN, 
.vice president for business de- 
velopment at Rockwell Interna- 
tional's 
Autonetlcs 
Division, 
..has been honored as a "Distin- 
guished Engineering Alumnus" 
by the Purdue University School 
.-of Engineering. 
, The citation was conferred by 
Purdue President ARTHUR G 
•HANSEN "in recognition of out 
standing achievements in pro- 
fessional and related fields of 
activities." 


h Freeman, former president of 
,the consulting firm of Freeman, 
Sanford & Stevenson, Inc., of 
Dallas, Tex., joined Rockwell in 
1972 as head of the Autonetics 


of 


JACK NORTHRUP has been 
elected to the board of directors 
of Anaheim-based Systonetics 
Inc., said WILFRED P. CHAR- 
ETTE, president. 


Northrup, of Jack Northrup 
Associates, Fullerton firm ac 
tive in management consulting 
mergers, and acquisitions form, 
erly was a vice president 
Hunt-Wesson Foods, Inc. from 
1966 until mid-1970. Before that 
he was with Purex Corp., for 15 
years in various executive posi- 
tions. 


John F. Bishop, president of 
Danalab, 
Inc., 
N e w p o r l 
Beach, announced the appoint- 
ment of MICHEL T. RON- 
VEAUX, formerly with Hew- 
lett-Packard, as general manag- 
er of Danalab's European elec- 
tronic operations. 


Legal Notices 


FILE NO. F-25346 
FICTITIOUS BUSINESS 
NAME STATEMENT 
Tha following persons are doing 
business as: 
THE 
WOODCHOPPER, 
11541 
Suburnas Way, Santa Ana, Calif. 
82705. 


STEVEN E. MAURATH 
11541 Suburnas Way 
Santa Ana, California 92705 
SUSAN A. 
MAURATH 
11541 Suburnas 
Way 
Santa Ana, California 92705 
This business is being conducted 
by a general partnership. 
Signed 
STEVEN 
E. 
MAURATH 
This 
statement 
filed 
with 
the 
County Clerk of Orange County on 
May 16, 1973. 


WILLIAM E. ST JOHN, 
County Clerk 
By 
THERESA M. WARD, 
Deputy County Clerk 
Publish: The Register 
May 21, 28, June 4. 11, 1973 


FILE NO. F-25347 
FICTITIOUS BUSINESS 
NAME STATEMENT 


' The 
following 
person 
is 
doing 
business 
as: 
WEATHERMAN 
ENTERPRISES, 
4320 
Campus 
Drive, Newport Beach, Calif. 92660. 
J. FRANK 
WEATHERMAN 
10271 Overhlll 
Drive 
Santa Ana, California 92705 
This business is being conducted 
by an 
unincorporated 
association 
other than a partnership. 


Signed 
J. Frank 
Weatherman 
This 
statement 
filed 
with 
the 
County C'lerk of Orange County on 
May 16, 1973. 


WILT JAM E. ST JOHN. 
County Clerk 
By 
THERESA M. WARD, 
Deputy County Clerk 
Publish: The Register 
May 21, 28, June 4, 11, 1973 


ESCROW NO. 2-3378 
NOTICE TO CREDITORS 


OF BULK TRANSFER 
(Sees. 6101 — 6107 U.C.C.) 


Notice 
is 
hereby 
given 
to 
the 
Creditors of GEORGE 
BARLOW, 
Transferor, whose business address 
is 
5822 
Stradella, 
Yorba 
Linda, 
County of Orange, State of Cali- 
fornia, 
that 
a 
bulk 
transfer 
is 
about to be made to LEWIS 
D. 
COLli, Transferee, whoso business 
address is 1911 East Center, Ana- 
heim, #205, County of Orange, State 
of California. 


The property to be transferred is 
located 
at 
5822 
Stradella, 
Yorba 
Linda, County of Orange, Stale of 
California. 


Said 
property 
is 
described 
in 
general as: All stock in trade, fix 
Utres, equipment and good will of 
that 
bookkeeping 
business 
known 
as Business Management 
Systems 
arid located at 5822 Stradella, Yorba 
Linda, County of Orange, State of 
California. 


The bulk transfer will be consum- 
mated on or after the 11th day of 
June, 
1973, at 10 A.M. at CALI- 
FORNIA ESCROW SERVICE, 17959 
] teach Blvd., 
Huntington 
Beach, 
County of Orange, State of Cali- 
fornia. 


So far as known to the Trans- 
feree, all business names and ad- 
dresses used by Transferor for the 
three years last past, are: 
Nono 
known. 


Dated: May 10, 1973. 
Signed by: 
LI0WIS D. COLE, 
Transferee 
CALIFORNIA ESCROW SERVICE 
17959 Beach Blvd. 
Huntington Beach, California 
Escrow No. 2-3378 
Publish: Tho Register 
June 4, 1973 


NOTICE OF BULK TRANSFER 


To 
C r e d i t o r s 
of 
MITCHELL 
NOWICKI 
dba PERT 
MACHINE 
COMPANY, Transferor: 


PLEASE 
TAKI0 
NOTICE 
that 
you and each of you are, pursuant 
to Sections 6105 and 6107 or the 
Uniform Commercial Code, HERE- 
BY NOTIFIED ns follows: 


1. The 
Transferor, 
MITCHELL 
Js'OWICKr 
d ha 
I'MUT 
MA CHINK 
COMPANY, is about to transfer to 
the 
undersigned, 
HONALD 
K. 
LKWKLLEN 
and 
MERTLE 
1). 
LIOWULLEN 
dba 
LKWKLLTON* 
MANUFACTITRI NT} 
COMPA NY, 
Transferee, in bulk all or a sub- 
Ffantial part of the materials, sup- 
plies, merchandise, equipment, fix- 
tures and other inventory of 
the 
paid Transferor now located at 1538 
J'.'a^t Chestnut Street, No. D, Santa 
Ana, California 92701, all of which 
Is more particularly described In a 


R I C H A R D J. AGNELLO, 
South Laguna, has been promot- 
ed to vice president for district 
administration with Bank of 
America's Orange County-Los 
Angeles Coast Regional Head- 
quarters, announced Regional 
vice president H. H. JACKSON, 
A 20-year Bank of America 
veteran, Angello has served as 
asssistant vice president for dis- 
trict administration for the past 
year. Before that, he was a 
commercial lending officer for 
four years at the bank's Santa 
Ana Main Office. 


Legal Notices 


"I've had many cases of 
speeding before me, madam, 
but this is the first case of 
speeding in reverse!" 


S. Vietnam Eyes 
Foreign Money 


SAIGON (UPI)—South Viet- 
nam hopes to attract foreign 
investment by being even 
more, liberal^ than Singapore, 
Bangkok, Thailand or Taiwan, 
government officials say. 


"Investors want to know 
when the guns have fallen 
silent," one official said. "In 
the boardrooms in New York 
and Paris, they are scared. 


"So we can't rely on con- 
ventional 
measures - doing 
what Singapore, Thailand and 
Taiwan are doing. We can't 
afford to wait. We want peo- 
ple to come now. 


"What Singapore is doing, 
we have to do better. . .the 
investment climate here is 
poorer than in Singapore so 
our terms must be more liber- 
al." 


They said measures to en- 
courage 
foreign investment 
include 
government 
under- 
writing such investments, ex- 
tending credit for local ex- 
penditures in South Vietnam- 
ese piasters, declaring a mor- 
atorium period for taxes on 
profits and cutting out red 
tape for sending profits home. 


schedule which, with a list of the 
Transferor's 
creditors, 
is on file 
and open for inspection and copy- 
ing by any creditor at all reason- 
able hours at 1538 East Chestnut 
Street, 
No. D, 
Santa Ana, 
Call 
fornia. 


2. The names and business ad- 
dresses at this time of the Trans- 
feror and the Transferee are: 
Transferor: 


MITCHELL NOWICKI 
dba PERT 
MACHINE 
COMPANY 
1538 East Chestnut Street, 
No. D, 
Santa Ana, California 92701 
Transferee: 


RONALD K. LEWELLEN and 
MERTLE D. 
LEWELLEN 
dba LEWELLEN 
MANUFACTURING 
COMPANY, 
1538 East Chestnut Street, 
No. F, 
Santa Ana, California 92701 


All 
other 
business 
names 
and 
addresses used by the Transferor 
within the three years last past, 
so far as known to the Transferee, 
are none. 


3. The location of the property to 
be transferred is 1538 East Chest 
nut Street, No. D, Santa Ana, Call 
fornia. The general description of 
the property to be transferred is 
miscellaneous machines and tools. 


4. The bulk transfer is to be con- 
summated at 1538 East 
Chestnut 
Street, No. D, Santa Ana, Califor- 
nia, on or after June 15, 1973. 


DATED: May 24, 1973. 


RONALD K. LEWELLEN 
dim LEWELLEN 
MANUFACTURINQ 
COMPANY, 
Transferee 
MERTLE D. LEWELLEN 
dba LEWELLEN 
MANUFACTURING 
COMPANY, 
Transferee 
Publish: The Register 
June 4, 1973 


E X H I B I T A 
NOTICE OF DISSOLUTION 
OF PARTNERSHIP AND 


CONTINUANCE OF BUSINESS 
Notice is given pursuant to Sec- 
tion 
15035.5 
of 
the 
Corporations 
Code 
that 
the 
Partnership 
com- 
posed of RICHARD P. JOYCE and 
ALENE F. JOYCE, Husband and 
Wife, and W A Y N E A. DUTT and 
CONSTANCE A. DUTT, Husband 
and Wife, heretofore doing business 
under 
the firm 
name 
of 
DUAL 
GRAPHICS 
ART 
& 
PRINTING 
SERVICE, 
at 
1826 
South 
Lewis 
•Street, Anaheim, California, is dis- 
solved 
as 
of 
April 
30, 
1973, 
by 
mutual 
consent. 


WAYNE 
A. 
DTITT 
and 
CON- 
STANCE 
A. 
DUTT, 
residing 
at 
3120 
Conqulsta 
Avenue, 
Long 
Beach, California, have withdrawn 
from and have ceased to be asso 
elated in tho carrying on of the 
business. 


R I C H A R D 
P. 
JOYCE 
and 
ALENE F. JOYCE, residing at 424 
Beryl Cove Way, Seal Beach, Cali- 
fornia, will hereafter carry on the 
business, are entitled to all of the 
assets of the business, and have 
assumed and will pay all outstand- 
ing liabilities of the business here 
toforo and hereafter incurred. 


DATED: May 25, 1973. 


WAYNE A. DUTT 
CONSTANCE A. DUTT 
RICHARD P. JOYCE 
ALENE F. JOYCE 
Publish: The Register 
June 4, 1973 


NOTICE OF DISSOLUTION 
OF PARTNERSHIP 


NOTICE 
IS 
HEREBY 
GIVEN 
pursuant to Section 15035.6 of the 
Corporations 
Code 
of 
California, 
that 
tho 
general 
partnership 
of 
DONALD 
C. 
BROADBENT 
and 
ROY E. HAGLUND, general part- 
ners 
engaged 
in 
business 
in 
ORANGE COUNTY, California, do- 
ing 
business 
under 
the name of 
ROYDON ASSOCIATES, 
with 
its 
principal 
place 
of 
business 
at 
Mountain 
View, 
California, 
was 
dissolved as of May 24, 1973, and 
that 
no 
person 
thereafter 
has 
authority to Incur any obligations 
for said former firm. The names of 
all 
partners 
and 
their 
place 
of 
residence are as 
follows: 


DONALD C. 
BROADBENT 
2374 Adele Ave. 
#B 
Mt. View. California 
ROY E. HAGLUND 
111 North Rengslorff #174 
Mt. View, California 
Dated: May 24, 1973. 
L. P. AROILLA, 
Attorney for 
DONALD O. BROADBENT 
Publish: The Register 
June 4, 1973 


Schultz Backs 
Superport Plan 
WASHINGTON (UPI)-U.S. 
superport 
construction 
can 
help avert employment and 
investment transfers to the 
Bahamas and Canada, Treas- 
ury 
Secretary 
George 
P. 
Shultz says. 


Shultz summarized and sup- 
ported the Nixon energy legis- 
lation intended to promote 
more domestic refinery con- 
struction, domestic oil and 
gas exploration and minimize 
balance of payments impact- 
of increasing needs for im- 
ported energy resources. 
U.S. Changes 
Sugar Quotas 
WASHINGTON (UPI)-The 
Agriculture Department has 
announced a series of changes 
in 1973 sugar quotas with in- 
creases for some countries to 
make up for short supplies in 
United States and some other 
producing areas. 


Officials said deficits, or 
quota reductions, were for- 
mally proclaimed at 20,000 
tons for Puerto Rico, 100,232 
tons for t h e West Indies, 
15,889 tons for Panama, and 
12,259 tons for Honduras. 


In addition, smaller cuts In 
quotas for several other coun- 
tries were announced to make 
up for earlier actions adjust- 
ing the Hawaiian quota. 


Banker Warns 
Movement 


Public Needs Can't Be Postponed, New CBA Chief Says 


Norman Barker Jr., newly 
elected president of the Cali- 
fornia Bankers Association, 
Saturday in San Francisco 
told his fellow bankers that 
"we should be cautious about 
underestimating the import- 
ance" of consumer groups 
and the consumer movement. 


UCB Chief Talks 


Barker made his remarks 
in his acceptance speech as 
the new CBA president before 
more than 600 bankers attend- 
ing the 32nd annual conven- 
tion of the CBA. 


"Unlike some other social 
issues which bankers can af- 
ford to postpone in their day- 
to-day activities, consumer- 


ism goes to the heart of our 
business. It raises questions 
about our ability to carry out 
our fundamental task—prov- 
iding goods and services at a 
reasonable cost to our cus- 
t o m e r s , " Barker, who is 
chairman of the board and 
chief executive officer of Unit- 
ed California Bank, said. 


In light of the tremendous 
growth of consumer credit in 
general and the fact that it 
represents about 20 per cent 
of total disposable income na- 
tionwide, Barker noted that 
the bankers should not "label 
the consumer movement as 
anti-business. 


"Rather, it would seem that 
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U.S.-Foreign 
Combine Plan 
Jet Engine 


PARIS (UPI)—A group of 
firms have announced they 
have agreed to develop and 
produce a new engine de- 
signed to power the coming 
generation of jet passenger 
aircraft. 


Motoren - Und - Turbinen - 
Union of Germany, Pratt arid 
Whitney Aircraft Division of 
United Aircraft Corp., East 
Hartford, Conn., and a group 
formed by the Fiat and Alfa 
Romeo of the Ira-Finmeccani- 
ca group of Italy said t h e 
agreements still are subject 
to approval of their respective 
governments. 


Other 
international 
firms 
are 
welcome to join 
the 
group, a communique issued 
by Pratt and Whitney at the 
Paris Air Show said. 


The new engine, the JT10D, 
is on display at the Pratt and 
Whitney exhibit at the show. 
It is a high-bypass, dual-spool 
turbofan in the 25,000 to 30,000 
pound thrust class. It will use 
the latest developments in 
noise and pollution control, 
the announcement said. 


Pratt and Whitney president 
Bruce N. Torell said "The 
world is being restructed and 
out of this will emerge new 
approaches in the social, pol- 
itical and business spheres in 
terms of international cooper- 
ation." 


Small Business 
Book Available 
NEW YORK-Of interest to 
the businessman with "how- 
to" information needs is the 
revised edition of "Source- 
book for Small Business." The 
free 52-page sourcebook con- 
tains information on more 
than 1,400 titles available on 
general management and re- 
tailing. 


Compiled and published by 
Dun & Bradstreet as a service 
to business, the booklet is 
designed to help businessmen 
keep with new methods; new 
applications and new mar- 
kets. 


Employment Gain 
Employment in California 
should rise by almost 2.5 per 
cent 
during 
1973, 
slightly 
above the 1972 gain. 


the American consumer is ex- 
periencing a good deal of con- 
fusion at being confronted 
with thousands of different 
products, competing claims 
and exhortations to spend." 


Barker urged the bankers 
to find better and more sim- 
ple ways to explain credit 
policies and loan procedures. 


As a first step in this direc- 
tion, the new president said, 
the CBA task force report on 


national consumer f i n a n c e 
proposals had made some 
positive recommendations in 
response to the growing con- 
cern in this area. 


He pointed out that "the 
advantages of a forward-look- 
ing policy in the highly-sensi- 
tive consumer area would be 
to gain greater confidence of 
the customer and to forestall 
government intervention by 
demonstrating to lawmakers 


that we are fully aware of oof 
customer needs and have ev- 
ery intention of supplying the 
kind of services and fair 
treatment they demand." 


In another field, Barker 
spoke about the growth of 
competition from f o r e i g n 
banks in the American finan- 
cial community. 


"Let me say," Barker not- 
ed, "that we are not attempt- 
ing to discourage competition, 
(but) all we are asking is 
fairness—fairness on the part- 
of other countries in allowing 
the same privileges that we 
allow foreign banks and fair- 
ness from our own regulatory 
agencies." 


Oil Industry 'Welcomes' FTC Probe 


Frank N. Ikard, president of 
the American Petroleum In- 
stitute, has issued the follow- 
ing statement in response to 
Sen. 
Henry Jackson's, 
D- 
Wash., call for a study by the 
Federal Trade Commission of 
the current energy shortage. 


In a letter to FTC chairman 
Lewis A. Engman, Jackson 
urged that the regulatory 
agency issue a report within 
30 days on whether the na- 
tion's major oil companies 
are attempting to seize total 
control of the gasoline mar- 
ket. 


"The 
petroleum 
industry 
welcomes any objective study 
and report on the causes and 
nature of the current energy 
shortage, and the structure of 
the petroleum industry. We 
have been trying for more 
than three years to alert and 
interest government officials 
and others in the growing • 
fuels supply situation. And we 
believe an objective study will 
put to rest once and for all 
the unfounded charges that 
the fuel shortage has been 
contrived. 


"Let me, for now, comment 


on two points in Senator Jack- 
son's letter to the FTC chair- 
man— 


1. "There is an implication 
in the letter that the petrole- 
um industry is making exorbi- 
tant profits. This is not so. 
Over the past 10 years, the oil 
industry has on average been 
less profitable that the aver- 
age for manufacturing as a 
whole. The industry's profita- 
bility in the first quarter of 


The 'Energy Crisis' 


1973 is up considerably over 
the same quarter of 1972, but 
the first three months of 1972 
was a period of depressed 
earnings, which particularly 
affected the oil industry. 


2. "Independent retail gaso- 
line 
marketers, 
far 
from 
being driven out of business, 
increased their share of the 
market in 1972." 


ina To LA Firm 


Automation Industries Inc. 
Los Angeles, (NYSE, ,PSE) 
says its technical services 
group has received a letter of 
intent from the Saudi Arabian 
government's ministry of ag- 
riculture & water for a $25 
million, five-year contract to 
operate a new water desalini- 
zation plant at Al-Khobar on 
the Arabian Gulf. 


The plant has a daily capac- 


Business Notes 


ity of 7.5 million gallons of 
fresh water. John J. Burke, 
president of Automation In- 
dustries, said finalization of 
the contract expected within 
30 days. 


The common stock opened 
at a bid price of % and asking 
price of %. It closed on a bid 
of lVi and an asking price of 


Cyprus Mines Corp., Los 
Angeles, and Bagdad Copper 
Corp. of Phoenix have agreed 
to defer the closing of the 
merger of Bagdad into Cy- 
prus Mines because of uncer- 
tainty over how the Justice 
Department's antitrust divi- 
sion will view the combina- 
tion, the two companies said. 


Over the counter trading of 
Clinton Oil Co. stocks have 
resumed May 29 for the first 
time since it was suspended 
by the securities and ex- 
change commission June 1, 
1972. 


Kyonosuke Ibe has 
oeen 
elected president of Sumitomo 
Bank Ltd., one of the world's 
10 largest banks and parent 
bank of the Sumitomo Bank of 
California, it was reported 
last week in Osaka, Japan. 


Ibe, who has served as the 
bank's deputy president since 
1971, replaced Koji Asai as 
head of the worldwide bank- 
ing institution. 


STATUS OF LEGISLATION 


Mortgage, Drug, No Fault Bills Clear Panels 


SACRAMENTO (UPI)-The 
status of major legislation of 
interest to business: 


TAX—A bill delaying until 
July 1 the scheduled June 1 
sales tax increase from five 
to six per cent has been 
signed into law by Gov. Ron- 
ald Reagan. The measure 
(AB137) was sponsored by As- 
semblyman Joe A. Gonsalves, 
D-La Mirada. Rival Republi- 
can and Democratic plans for 
a longer delay are still pend- 
ing in the legislature. 


MORTGAGE—The 
Senate 
B u s i n e s s and Professions 
Committee has approved, 5-0, 
and sent to the floor watered 
down " r e f o r m " legislation 
aimed at curbing abuses in 
the vast California mortgage 
loan broker industry. Spon- 
sored by Sens. James Whet- 
more, R-Buena Park, and 
George Deukmajian, R-Long 
Beach, the measure (SB304) 
deals only with second mort- 
gage loans arranged by mort- 
gage loan brokers. It would 
prevent 
"pyramiding" 
and 
limit late payments as well as 
ban "balloon payments" and 
"interest-only" l o a n s with 
terms of six years or less. As 
initially proposed it would 
have set tougher limits on 
"balloon payments." 


DRUGS-A bill permitting 


advertising 
of 
prescription 
drug prices and requiring 
pharmacies to post prices for 
the 100 most frequently pre- 
scribed drugs has been ap- 
proved, 11-6, by the Assembly 
Ways and Means Committee 
and sent to the floor. The mea- 
sure (AB674) is sponsored by 
Assembly Speaker Bob Moret- 
ti, D-Van Nuys. 


NO FAULT—The Assembly 
Ways and Means Committee 
has approved a no-fault auto- 
mobile insurance bill restrict- 
ing lawsuits to "pain and suf- 
fering." The measure (AB801) 
by Assemblyman 
John 
F. 
Foran, D-San Francisco, went 
to the Assembly floor on a 
17-1 vote with the support of 
the California Trial Lawyers, 
who have vociferously op- 
posed other no-fault propos- 
als. Written into the measure 
is a 15 per cent reduction in 
insurance premium costs. 


SMOG—The Senate has pas- 
sed on a minimum, 21-11, vote 
a measure calling for a sev- 
en-month delay in the sched- 
uled July 1 start-up date for a 
p r o g r a m requiring 1966-70 
model cars to be fitted with 
new smog control devices. 
The measure (SCR52) by Sen. 
John Holmdahl, D-Oakland, 
was sent to the Assembly. Not 
affected are cars being newly 


registered. 


SMOKE—The 
Assembly 
Ways and Means Committee 
has turned back a bill requir- 
ing restaurants, bars, thea- 
ters, 
hospitals 
and 
public 
meeting halls to have special 
nonsmoking areas. The mea- 
sure (AB202) by Assembly- 
man John V. Briggs, R-Ful- 
lerton, was rejected on a 7-8 
vote but Briggs asked that it 
be reconditioned later. 


REFER—The Senate 
has 
approved, 26-1, and sent to the 
Assembly a bill (SB428) by 
Sen. Anthony Beilenson, D- 
Beverly Hills, which would 
make it a crime for a firm to 
receive "kickbacks" for refer- 
ring patients to another busi- 
ness or doctor for medical 
services. Beilenson said the 
measure was aimed at abor- 
tion referral abuses. 


RENT—Two bills (AB102- 
03) aimed at revising Califor- 
nia's century-old landlord-ten- 
ant laws to give renters a 
greater 
voice and 
greater 
control 
in housing affairs 
have been shelved in the As- 
sembly Judiciary Committee 
at the request of their author, 
Assemblyman Charles War- 
ren, D-Los Angeles. Warren 
said the measures would be 
given further study this fall. 


INSURANCE-The 
Assem- 
bly has passed, 68-0, and sent 
to the Senate a bill (AB379) 
by Assemblyman Daniel E. 
Boatright, D-Concord, prohib- 
it i n g insurance companies 
from charging higher rates 
for firemen, highway patrol- 
men and other peace officers 
involved in an accident while 
on duty. 


AIR CONDITIONING 
REFRIGERATION 
HEATING 


HOUR 
SERVICE 
IN ORANGE COUNTY 


COMMERCIAL - INDUSTRIAL 
FREE QUOTE ON MAINTENANCE CONTRACT 
CALL (714) 531-6430 


GOLDEN COAST AIR 


pact on consumers of antici- 
pated shortages of gasoline 
during the peak driving sea- 
son this summer." 


The government's voluntary 
program was announced re- 
cently by William E. Simon, 
d e p u t y treasury secretary 
and chairman of the oil policy 
committee. 


Texaco said that the pro- 
gram should "work effective- 
ly to assure distribution of 
supplies on as fair and equita- 
ble a basis as possible. 


"We are confident that the 
voluntary program, with the 
cooperation of all concerned, 
will be effective in serving the 
needs of American consumers 
and the national interest," 
Texaco said, "and we hope 
that this program will be giv- 
en a full chance to prove its 
effectiveness." 


Texaco Inc. say s that the 
government's voluntary pro- 
gram for allocation of crude 
oil 
and 
refinery 
products 
should "provide the flexibility 
needed to minimize the im- 


Mobile Oil Corp. has an- 
nounced that because of in- 
creased demand an allocation 
plan has been adopted for 
sale of automotive gasoline, 
kerosene, diesel fuel and heat- 
ing oil, to assure a "fair and 
reasonable 
distribution 
of 
available supplies." The plan 
applies to sales through Mo- 
bil service stations as well 
as to all other existing cus- 
tomers. 


Mobil's allocation plan will 
enable it to provide supplies 
to each group of customers, 
such as distributors or gov- 
ernment agencies on a basis 
that will preserve the histori- 


that yours may not! 


COMPLETE ORANGE 
COUNTY COVERAGE 
Including: 
Laguna 
Beach, 
San Clemente, Mission Vlejo, 
Dana Point, as well as Long 
Beach and most of L.A. area 
MONTH TO MONTH 
RENTAL BASIS 
NO DEPOSIT REQUIRED 
ON APPROVED CREDIT 
ONLY 517.00 PER MONTH 
TOTAL COST 
(unlimited pages) 
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SIZE 
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VOICE MESSAGE PAGERS 
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FULL FREE MAINTENANCE 
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RADIOTELEPHONE 
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401 SO. SANTA FE, SANTA ANA 
Sjfrom Laguna 
Beach, 
Mission 
Vlejo, 
[pana Point, San clemente, San Juan 
BCapIstrano, 
El 
Toro, 
call 
toll 
free 


I 
496-3223 


cai v o l u m e 
relationship 
among customer groups, a 
c o m p a n y spokesman said. 
"We also believe that within 
our plan we can give special 
consideration 
to 
essential- 
service c u s t o m e r s , " the 
spokesman said. 


Under the Mobil allocation 
plan, automotive gasoline cus-- 
tomers will be supplied at a 
rate based on their 1972 pur- 
chases. Distillates (kerosene, 
diesel fuels and heating oil) 
will be supplied at a rate 
based on purchases between 
April 1, 1972, and March 31, 
1973. 


The spokesman said that 
Mobil is manufacturing and 
marketing 
petroleum prod- 
ucts at the highest rates in its 
history. "Recent sales, how- 
ever, have greatly exceeded 
forecast growth rages," he 
said, "and in order to treat all 
our customers on a fair and 
reasonable basis, we found it 
necessary to introduce an al- 
location system." 


Those served at 


FAIRHAVEN 
MEMORIAL PARK 
Week ending 
June 2, 1973 


LOUGHRAN, Aliene 
Anaheim, California 
MORROW, John Floyd 
Orange, California 
ABBOTT, John Davis 
Garden Grove, California 
HOPLA, Delbert 
Newport Beach, California 
RALSTON, Elmer W. 
Laguna Hills, California 
GRO'FF, Stella May 
Garden Grove, California 
BEAN, Eva F. 
Sedona, Arizona 
DEMARA, Ysidora 
Los Angeles, California 
SNAVELY, Roy Logan 
Costa Mesa, California 
KASSEBAUM, Alma S. 
Santa Ana, California 
ANTHONY, James E. 
Santa Ana, California 
HICKS, Johanna 
Santa Ana, California 
VAN DINE, John Colbert 
Garden Grove, California 
VAN DINE, Eris Lavonne 
Garden Grove, California 
MORRIS, Jeffry Scot 
Orange, California 
ROWLEY, Hezena Ella 
San Diego, California 
SCHMETZER, Ludwig 
Santa Ana, California 
DENNIS, Mary "Bette" 
Fullerton, California 
PENDERGRAFT, Nathan V. 
Orange, California 
MC CLAIN, Robert Berwyn 
Laguna Beach, California 
BRUGGERE, William Hilby 
South Laguna, California 
DALRYMPLE, Robert Charles 
Garden Grove, California 
EVANS, Edward H. 
Tustin, California 
MARANDO, Domenico 
Santa Ana, California 
HUGHES, Gaylon E., Sr. 
Santa Ana, California 
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A SURE HEDGE AGAINST INFLATION 
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TRADING TABLE — Markets in foreign exchange are 
often made at a frantic pace. For foreign exchange 
traders at Bank of America's International Banking Of- 
fice in San Francisco, dealing with a torrent of calls 
from brokers and customers is made easier by a trad- 


ing table designed with their needs in mind. Multiple 
telephone lines and built-in calculators at arm's level 
enable speedy service, and side-by-side seating facil- 
ities direct communication among traders. 


isconceptions About Inflation1 


By GERALD M. LOEB 


NEW YORK (NANA) - We 
are inundated with lip service 
about the perils of inflation. 
Most people would like to de- 
flate the prices of what they 
buy but are not against inflat- 
ing prices of what they sell! 


Along with this "do no- 
thing" lip service, we also 
hear and read a great deal of 
misinformation. 


Not so long ago, politicans 
and others were saying that 
the devaluation of the dollar 
and 
the 
cox-responding 
in- 
crease in the price of gold 
would only increase the prices 
of what we • bought abroad. 
Now everyone knows that do- 
mestic prices are higher as 
well. 


There are many more mis- 
conceptions. A great many 
were brought out in a very 
long address delivered by Dr. 
A. Schaefer, chairman of the 
toard, Union Bank of Switzer- 
land at their ordinary general 
meeting on March 21, 1973. 
His remarks have been print- 
ed1 and have just reached the 
United States in the form of a 
22-page pamphlet. 


He begins by 
q u o t i n g 
Lehrjabre' that "Nowhere is 
property secure." We have so 
much of "safe" investments 
that we must conclude that 
very few really believe that 
their savings are always in 
jeopardy. The optimum safety 
can only be secured by realiz- 
ing this and adjusting and 
readjusting to changing times. 


Dr. Schaefer points out that 
the guarantees of the econom- 
ic and social security most 
people b e l i e v e 
we have 
achieved are a mere illusion. 
The cancer of inflation not 
only decreases the value of 
monetary assets, wages and 
social benefits but also under- 
mines the foundations of a 
liberal social order. 


Dr. Schaefer asks whether 
Lenin will be proved right 
when he said "capitalism will 
destroy itself and that its de- 
struction will begin with the 
collapse of its currency." 


Another 
misconception 
is 
belief in interest tables which 
show that with an assumed 
interest rate such as six per 
cent, one could double one's 
capital in 12 years. To be 
realistic, such tables need to 
be adjusted to the erosion 
created by taxes and the loss 
in monetary values. 


It is a delusion to think that 
Inflation has permanent bene- 
fits. Although inflation in its 
initial stage can stimulate the 
economy, it is quite obvious 
that over the long term its 
negative effects on the econo- 
my and the general prosperi- 
ty of the nation by far out- 
weigh its positive ones. 


"This is demonstrated by 
the experience of those na- 
tions, such as Great Britain, 
which have for some time 
recorded both a high rate of 
inflation as well as a high 
rate of unemployment. 


"In addition, the fact that in 
many Latin American coun- 
tries galloping inflation has 
over the long term gone hand 
in hand with very little eco- 
nomic growth underscores the 
dubiousness of the thesis pro- 
mulgated by the apologists of 
inflation." 


Dr. 
Schaefer's 
10,000-odd 
word address touches on such 
false Impressions as "the be- 
lief that the value of principal 


can always be maintained by 
the immediate investment in 
so-called 
real 
value." 
He 
touches on the risks in buying 
works of art, stamps and 
coins. 


As to real estate, he says 
"even 
the tried 
and . true 
method of protecting one's 
capital through real estate 
has lost some of its earlier 
glow, not only because of the 
high cost of land, but also 
because of the increasing gov- 
ernment intervention in the 
freedom to do with property 
what one wishes through zon- 
ing laws, capital gains taxes, 
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Loeb On Wall St. 


rent ceilings, increased taxa- 
tion on capital assets and so 
forth." 


Distorted 
corporate 
ac- 
counting comes in for discus- 
sion. "Companies should take 
into consideration the effects 
of inflation on their balance 
sheets and income statements 


in 
respect 
of 
replacement 
costs, because what appear 
to be earnings may in fact be 
losses. 


"The 
management 
of 
a 
company should not be evalu- 
ated solely in terms of nomi- 
nal results, but to a greater 
extent on the basis of real 
growth and a policy that deals 
with prices, financing and div- 
idends in real terms." 


He discusses the error in 
believing in "controlled infla- 
tion," which merely postpones 
the day of reckoning. 


W h e r e a s a businessman 
must pay for his mistakes, 
the politician is never pun- 
ished for his financial dema- 
goguery. Nevertheless, even 
the state is not an ultimate 
beneficiary of 
inflation. It 
may seem that the real value 
of its debts are reduced and 
its tax revenues increase, but, 
in the long run, in welfare 
economics taxes become vir- 
tually confiscatory and de- 
stroy incentives. 


No 
panaceas 
are 
given 


whereby the investor might 
offset losses through inflation. 
Obviously, he can lose less in 
some forms of 
investment 
than in others. 


The effective ways to com- 
bat inflation seem almost una- 
chieveable. They begin with a 
change of peoples' mentality. 
They include elimination of 
hindrances to foreign trade 
and the promotion of competi- 
tion. There are many major 
policies of unions that need to 
be 
altered. 
Fundamentally, 
many policies of government 
need to be changed. 


The final misconception is 
that 
prescribed 
price 
and 
wage freezes will do the trick. 
Dr. Schaefer points out that 
as far back as the year 1445 
they were applied 
without 
success. 


We must understand t h a t 
even the supposedly worthiest 
nation cannot spread "paper 
prosperity" and introduce one 
"social measure" after anoth- 
er without suffering serious 
consequences. 


Nixon Trying To Slow Economy 


By LOU SCHNEIDER 


NEW YORK 
(NANA) — 
Wall 
Street's 
ever-bullish 
market letter writers are in- 
sisting stock market prices are 
at bargan levels; that the 
impact of the Watergate af- 
fair is over its peak, and the 
market has thoroughly dis- 
counted things that may not 
happen. 


They 
insist 
the 
national 
economy is in a healthy state 
with 
corporate 
output 
and 
profits at a continuing high 
rate. Also, that personal in- 
come is gaining solidly and 
consumers will spend. 


But it's no secret the Nix- 
on-Burns pump-priming pro- 
grams of the past 18 months 
accounts for the overheated 
economic expansion and ac- 
celerated inflation; that re- 
cent economic growth at an 8 
per cent annual rate cannot 
be sustained; that the admin- 
istration's new goal is to slow 
it down to a four per cent rate 
by the end of this year. 


The top man of the nation's 
leading commercial bank re- 
cently stated 
the 
"Federal 
Reserve authorities are now 
applying the significant mone- 
tary squeeze to curb the cred- 
it flow and the administration 
will sharply curtail federal 
spending." 


Another factor in the plan 
to slow the economy's rapid- 
pulse pace is that a cautious 
attitude prevails among busi- 
nessmen which means capital 
spending for the remainder of 
this year will not be as large 
as anticipated. 


whether the Nixon adminis- 
tration will be able to govern 
effectively because of the un- 
fortunate 
Watergate 
affair. 
That means continued stock 
market uncertainty. 


Contrary 
to 
what 
stock 
market letter writers are say- 
ing, foreign investors aren't as 
yet big buyers of American 
stocks. 


These i n v e s t o r s expect 
1973 profits over 1972 but not as 
large as the gain of 1972 
over 1971. Also, because of the 
tighter 
monetary 
situation, 
they expect a slowing in the 
economy. That means a slow- 
ing in corporate profit gains. 


Moreover, they say the cri- 
sis of confidence in the U.S. 
dollar Isn't ended, and doubt 


Bond 
dealers 
report that 
thus far long-term interest 
rates have behaved nicely in 
the face of the sharp rise in 
short-term 
rates. 
Corporate 
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Trade Winds 


long - term issues currently 
yield only a quarter point 
more than last year. 


This situation is because of 
an only light demand for 
long-term funds by corpora- 
tions. Reason: availability of 
low-cost bank l o a n s . 
But 
there's a change in the mak- 
ing, and within the next few 
months. 


Because of the continued 
business 
boom, 
there's 
no 
near-term likelihoood of the 
Federal Reserve relaxing its 
tighter-money 
attitude. 
The 
Fed's order for banks to in- 
crease reserve requirements 
will slow the available money 
flow for corporate loans. 


The bank higher prime rate 
on 
loans 
hasn't 
reached 
peak. What it spells out is 
corporations coming into the 
open market for long-term 
borrowing — for expansion 
needs. Banking opinion is the 
odds are three to two that 
long-term money 
m a r k e t 
rates will rise further in the 
months immediately ahead. 


The investment division of 
an important New York bank 
predicts that 
Treasury 
bill 
rates, currently at about 6'A 
per cent will reach the 6% to 
seven per cent-plus area later 
in the year. 


This bank predicts the in- 
terest rates on long-term tri- 
ple-A public utility bonds will 
move upward .to . eight per 
cent or perhaps slightly high- 
er later this summer or early 
fall. That'll place double-A 
utility issues at a going yield 
of 814 to &V2 per cent. 


Business Cycle 


In the 22 peacetime econom- 


ic expansion phases from 1954 


to 1961, the average length of 


expansion—from the low-point 


of the preceding recession to 


the peak of the expansion- 


was 26 months, according to a 


bank economist. 


Important people in the fin- 
ancial community know that 
before former Treasury Sec- 
retary John Connally accept- 
ed the post as White House 
aide, he had visits with the 
top men of a half-dozen New 
York big banks and a half- 
dozen heads of nationally re- 
spected securities underwrit- 
ing houses. 


As a result of these talks 
he 
a c c e p t e d 
President 
Nixon's assignment to pre- 
pare 
new rigid 
wage-price 
controls. Each told Connally, 
in effect: stop the inflation or 
we are headed for a deep 
recession soon. 


Also, at these talks, Connal- 
ly mentioned his great love — 
the oil industry and compa- 
nies related 
in that field. 
There are billions of dollars of 
contracts in the making for 
off-shore drilling, transporta- 
tion of petroleum, etc. 


Moreover, in addition to pos- 
sibly picking up a few choice 
clients for his Texas law firm, 
it might be worth mentioning 
he was making f i n a n c i a l 
friends for the future — like 
1976? 


Inflation gets major think- 
ing 
among 
corporate 
and 
banking 
middle 
executives 
and those making job changes. 
They aren't seeking all of 
increased wages in cash. Rea- 
son: taxes will dig into it. 
They 
want 
company 
cars, 
company trips, company club 
memberships 
and 
company 
working offices in their own 
homes. 


$500 BILLION AT STAKE 


Global Biz; It Takes Schooling 


S3. 


. By DEAN C. MILLER 
UPI Business Editor 


KEW YORK (UPI) - 
The 
great global gold rush for the 
500 billion business generated 
by multinational companies is 
accelerating daily. 


In Japan, 56,000 business- 
men and students are study- 
ing English.- 


In London, native German 
and French teachers are in 
short silpply. Some 80 British 
businessmen recently 
t o o k 
crash courses in Chinese be- 
cause of the thaw in Peking. 
Foreign language schools are 
booked solid until autumn. 


In a suburb of Phoenix, at a 
former U.S. Air Force base 
that trained World War II 
pilots to fight the Nazis and 
Japanese, a unique American 
school trains business execu- 
tives and potential executives 
to fight for the multinational 
pot of gold, which today ac- 
counts for one sixth of the 
world's gross national prod- 
uct. 


The Thunderbird Graduate 
School of International Mana- 
genent at Glendale, Ariz., is 
the only graduate school in 
the U.S. devoted exclusively 
to educating men and women 
for international management 
careers. Its curriculum de- 
mands knowledge of business 
techniques and cultural make- 
ups in foreign countries plus a 
conversational knowledge of a 
second language, 


Korea, Japan and France 
have set up schools copied 
after Thunderbird. 


On May 25 Thunderbird will 
graduate 99 men and women 
from 32 states and 18^ foreign 
countries. After being culled 
by swarms of recruiters from 
multinational American cor- 
porations, the graduates will 
spread out over the world to 
mine the foreign trade gold. 


Since the school was found- 
ed in 1946 on the 180-acre site 
of the former Thunderbird 
AFB, more than 2,600 busi- 
ness, government, social and 
educational 
organizations 
have hired more than 7,000 
Thunderbird graduates. Many 
of them now important execu- 
tives, those graduates work in 
some 100 countries and terri- 
tories from Angola and Bel- 
gium to the Virgin Islands 
and Zambia. 


Each semester 100 or more 
multinational firms send re- 
cruiters to the school. Of For- 
tune's 500 largest companies 
267 have hired graduates off 
the Glendale campus. 


The average salary offered 
has been $12,900 but offers 
ranged up to $20,000. Seven 
engineer undergraduates who 
decided to bend their careers 
toward business management 
had as many as five job offers 
apiece before their gradua- 
tions. Fifty-five per cent of 
the December 22 class had 
jobs at the time they received 
their Masters In Management 
(MM) 
degree. Six months 
later 99 per cent of them had 
been placed. 


Because of such placement 
success the school's enroll- 
ment has risen 62 per cent 
since 1967. By March, 1972, 
Thunderbird had enrolled stu- 
dents from every state, 56 
countires, 1009 U.S. college 
and universities, and another 
247 from foreign universities. 
One is Han Soo Kim, a retired 
general in the Korean marine 
corps, who will be graduated 
this month. 


"It was the right school at 
the right time to do the right 
things," said President Wil- 
liam Voris who taught in or 
headed business and manage- 
ment curricula at the Univer- 
sity of Arizona and California 
State University of Los Ange- 
les and served as professor or 
consultant in Saudi Arabia, 
Korea, Lebanon and Iran be- 
fore taking over at Thunder- 
bird in 1971. "It also is a 
school that bends with the 
times." 


I t s 
tripartite 
curriculum 
consists of courses in World 
Business (practical aspects of 
international f i n a n c e and 
business management in for- 
eign countries), International 
Studies (the cultural back- 
ground of foreign countries), 
and Modern Languages (con- 
versational proficiency in at 
least one foreign language). 
Foreign 
students 
attending 
Thunderbird take English as 
a second language. 


An MIN degree is awarded 
upon successful completeion 
of 48 semester hours during 
three regular semesters or 
two semesters and a summer 
session. Total cost per student 
runs around $6,100, including 
room and board. Companies 
often pick up the tab if they 
want a promising employee to 
pick up skills in their overseas 
operations. 


A non-degree course to pre- 
pare corporate executives and 
their wives for overseas du- 
ties was established in 1951. So 
far 600 executives and many 


wives 
anxious 
"to 
fit 
in 
smoothly" have taken the six 
or eight week "cram" course. 
A six week 
session 
costs 
$2,400 for the man and $1,800 
for the wife, including room 
and board, cassette players, 
tapes and books. 


S t r o n g 
men have been 
known to groan in frustration 
and their wives to break into 
hysterical tears as they study, 
literally, day and night to 
learn a second language in 
that short time. "But we lose 


Special Report 
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faculty members are of for- 
eign birth and some are re- 
tired corporation executives. 


Dr. Voris restructured the 
faculty when he took over two 
years ago. 


"We've added some bright 
young squirts as a mix with 
the more experienced teach- 
ers," Dr. Voris said. "We 
wanted to get the realists as 
well as the theoreticians. It 
did stir up some jealousies 
and worries. But I like that. It 
gives our students the advan- 
tage of learning from the 
pragmatist as well as the Ph 


very few of them," Dr. Voris 
said. "And they eventually 
thank us for forcing them to 
learn the language of the 
country to which they are 
going." 


Average age of the Thun- 
derbird student is 26. Sixty 
per cent of them come direct- 
ly 
from 
graduate 
school. 
Forty per cent are married 
when they enroll. About 8 per 
cent are women and about 20 
per cent from a foreign coun- 
try. 


Class sizes range from one 
in the individual 
research 
courses to a maximum of 
eight in language conversa- 
tion courses and 200 or more 
in some lecture courses. 


Forty per cent of the 75 


Has Dr. Voris noticed any 
trends in the quickening race 
for multinational dominance? 


"Japanese is coming up a 
fast as a second language," 
he said, "Spanish is dropping 
off. Brazil still attracts U.S. 
capital, but the other South 
American countries seem to 
be losing ground according to 
the recruiting we see. Proba- 
bly because of their political 
problems." 


Thunderbird, 
a 
non-profit 
school a c c r e d i t e d by the 
North Central Association of 
Colleges and 
S e c o n d a r y 
Schools as a Master's Degree 
graduate school, is helped fin- 
ancially by the business com- 
munity. 


While it derives 85 per cent 
of its costs from tuitions, the 
other 5 per cent and funds 
needed for expansion and re- 


tirement of debt comes from 
corporations 
and 
interested 
individuals. 


"We have about 60 faithful 
corporate 
supporters," 
Dr. 
Voris said. "Our affiliation 
with the American Manage- 
ment Association (AMA) is a 
security blanket. Each year it 
gives a chair worth $18,000 
and its contributions over the 
last 10 years has run about 
$300,000. So we are running in 
the black and retiring debt at 
a rapid rate." 


Dr. Voris said he and other 
school officials visit about 500 
campuses annually to spread 
the word about Thunderbird. 


The school's board of direc- 
tors includes Sen. Barry M. 
Goldwater of Arizona, Lowell 
Thomas, 
author 
and 
news 
commentator, and active or 
retired presidents and board 
chairmen from such compa- 
nies as IBM World Trade 
Corp., Motorola, Goodyear In- 
ternational Corp. and Pepsico 
International. 


Thene has been talk about 
changing the name of the 
school from Thunderbird to 
some thing more identified 
with business and trade. 


"But American Indians re- 
garded the 'Thunderbird' as a 
god responsible for peace, 
brotherhood and prosperity," 
explained Dr. Voris. "Appar- 
ently the business world also 
does, so we hestitate about 
making a change." 


Two Objectives Just Fine- 
But Keep Priority Straight 


By ELIOT JANEWAY 
Q. What are the relative 
merits, in the long term, of 
investment 
In 
debt 
instru- 
ments and equities for the 
Individual who wants to have 
both income and gains, inso- 
far as the two are compati- 
ble? Mr. J. K. W. (Chicago) 


A: 
Fortunately, 
the 
two 
objectives a r e 
compatible. 
But the way to reconcile them 
during any period of money 
trouble marked by rising inte- 
rest rates is to give a priori- 
ty to debt instruments, and to 
be content to wait on a return 
to stability to make an equity 
play. 


Taking at face value my 
thesis that the prices at which 
securities sell tend to capital- 
ize the income returns they 
pay in hard cash, the inves- 
tors in income again 
and 
again wind up enjoying the 
best of both worlds. While 
interest rates are up, they get 
paid rich rates of return. 


The moment interest rates 
come down, investors in in- 
come find themselves stuck 
with rich profits. 


Q: I am a widow of 65 with 
no dependents. I have $300,000 
invested in municipal bonds, a 
land contract which pays me 
$2,000 a month — enough for 
my living expenses — and 
$80,000 in a savings account 
earning 5 per cent interest. 
Could you suggest a better 
Investment for the 
greater 
part of the money in the 
bank? Mrs. W. Z. (Southfield, 
Mich.) 


A: Your question is realistic 


and suggests it own answer. 
No more than $20,000 in sav- 
ings would give you sufficient 
security as a reserve against 
any need to budget for health 
costs at your time of life. But 
you would do well to be ready 
to pay out at least this much 
In hard cash to meet either 
the high cost of a medical 
emergency or the higher cost 
of continuing medical care for 
a chronic condition. 


Meanwhile, subject to your 
remaining in good health, you 
are indeed oversaving. The 
safest way to increase your 
income would be to move 
something like $60,000 from 
your savings account, into a 


Janeway Reports 


package of utility stocks and 
deep discount bonds. Ask the 
broker who sold you your mu- 
nicipals to give you a list of 
these issues brought out when 
interest 
rates 
were 
lower. 
Thanks to the lower coupons 
they bear, they sell at dis- 
counts under their contractual 
redemption values. Although 
investors in them under cur- 
rent market conditions sacri- 
fice a bit of current income, 
they are assured of cashing in 
substantial capital gains as 
maturity approaches. 


I am worried about your 
large holding of 
municipal 
bonds. Switching out of any of 
them with maturities of long- 
er than five years strikes me 
as a greater urgency for you 


TRUE TO FORM — Tread grooves in the intricate molds 
that 
form 
radial 
tire 
shapes 
and 
tread 
patterns 
are checked at Goodyear's Stow, Ohio, mold plant. 
Goodyear, the nation's largest producer of radial tires, 
has beer» building radial tires in the U.S. since 1956. 


than investing your surplus 
savings. Taking your losses 
now on any long-term tax 
exempts would enable you to 
register capital losses for tax 
purposes while, ,at the same 
time, insuring you against still 
further capital losses without 
subjecting you to any signifi- 
cant loss of income. 


Q: I am a reader of the 
Philadelphia Inquirer, but I 
buy 
the 
Allentown 
Sunday 
Call Chronicle just to get your 
column. I own three issues of 
fairly good grade utility bonds 
— two AAs yielding 9*4 and 9 
per cent respectively, and one 
BBB yielding 8V4 per cent. 
When I tried to buy some 
more, my broker suggested 
that I put the money into a 
bond fund instead. Should I? 
Mr. P. U. (Mount Pocono, 
Pa.) 


A: Seems to me that you're 
pretty well on your own, I see 
no reason for you not to keep 
on doing exactly more of the 
same on your own. Of course, 
all utility bonds — regardless 
of their ratings — are good 
for their interest and can be 
trusted to avoid default at 
maturity. 


As to the argument you 
have been having with your 
broker, as you know, I have 
been the principal public pro- 
ponent of bond funds. One 
consideration 
I 
have 
been 
frank to urge in then- favor is 
that they enable 
securities 
salesmen to earn a full stock 
e x c h a n g e commission for 
steering the amateur 
bond 
buyer away from the compli- 
cations which make the bond 
market such a tricky turf. But 
for a bond shopper with your 
experience and record, I sea 
no reason for not playing the 
do-it-yourself game. The com- 
mission cost saved by buying 
bonds 
directly, 
instead 
of 
through a bond fund, is mean- 
ingful. 


In r e c e n t 
months, the 
spread 
between 
lower-rated 
and higher-rated bonds has 
been unusually narrow. But 
interest rates are on their 
way up again; and, as they 
rise, the spread will widen 
again 
between 
lower 
and 
higher-rated bonds. I have no 
doubt that, this next time 
around, you will have an op- 
portunity to average yields on 
your BBB utility bonds up 
above the yield basis on which 
you were shrewd enough to 
accumulate your AA bonds. I 
regard the growing number of 
u t i l i t y bond issues being 
downgraded by the credit rat- 
ing agencies as an opportuni- 
ty; even though it does mea- 
sure the toll inflation is taking 
of the earning power of utili- 
ties. The consumer, however, 
and not the bondholder, will 
foot the bill. When and as the 
yield spread widens again be- 
tween BBB and AA bonds, the 
rewards offered will be real, 
and the risks run will not be. 
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Judges are ¡ailing reporters with increasing frequency, 
because they refuse to reveal news sources. The result can 
only be a drying up of these sources of information and 
impede your right to know what's happening in your 
government. 


Free speech and a free press are guaranteed by the 
Constitution to the people generally — not to any individual 
or business. 


Everyone also has the right to know what's being offered 


in the Marketplace. The right of choice in all goods and 


services keeps the system of competition working for every- 


one's progress. 


Consequently, when our freedom of the press is res- 


tricted, your free speech is also restricted. 


Your free speech depends on a free press. 
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Here9s What 
James 
Garfield 


20th President of The United States 


said about the importance of a Free Press: 
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Abraham Lincoln 


16th President of The United States 


said about the importance of a Free Press: 


"Not for its own sake alone, but for the sake of society and 
good government, the press should be free. Publicity is the 
strong bond which unites the people and their government. 
Authority should do no act that will not bear the light/1 


"Let the people know the facts, and the country will be safe." 
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The next time you get mad at a news story, remember that a free press 
provides you with the information that keeps our country free. 
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Slips Tlial Pass In Tlie Night 
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EVER 
STRIVING 
FOR ORANGE QOUNTY 


TO BE AN 
EVEN BETTER PLACE TO LIVE 
Let Peace Begin With Me! 


This newspaper is dedicated to furnishing infor- 
mation to our readers so that they can better pro- 
mote and preserve their own freedom and encour- 
age others to see its blessing. For only when man 
understands freedom and is free to control himself 
and all he produces can he develop to his utmost 
capabilities. 


We believe that all men are equally endowed 
by their Creator, and not by a government, with 
the right to take moral action to preserve their life 
and property and secure more freedom and keep 
it for themselves and others. 


To discharge this responsibility, free men, to the 
best of their ability, must understand and apply to 
daily living the guide expressed in the Coveting 
Commandment. 


Frightening 
Spy Plan 


If. the Watergate scandal 
does nothing else for the 
American people, it has at 
least provided us with an op- 
portunity 
to recognize 
the 
willingness of powerful politi- 
cians to violate the nation's 
laws and to violate individual 
rights to serve their own polit- 
ical purpose. 


Like most big issues which 
are kicked around by partisan 
politicians, Watergate has re- 
: quired the principals to make 
statements designed to justify 
whatever 
involvement 
they 
may have had. 


Such a statement was made 
by President Nixon citing na- 
tional security as the reason 
for his involvement in the 
probe of Watergate. 


This has created a new tan- 
gent in the muddled affair and 
it is one which shows a great- 
er threat to American free- 
dom than the basic issue, that 
of one set of politicians spying 
on another set. 


Sen. Sam Ervin is quoted as 
saying about what he called 
Nixon's intelligence plan, "It 
would be a great shock to the 
people if it were released." 


Sen. Ervin 
claims 
Nixon 
proposed to spy on any Amer- 
icans who did not agree with 
the administration. If this is 
what the plan called for, it is 
the most damaging of all 
charges 
against the Presi- 
dent. It should have the peo- 
ple enraged and there should 
be wholesale demand for fast 
release of information Sen. 
Ervin seems to believe will 
substantiate his charge. 


It is possible that Sen. Er- 
vin has read more into the 
documents he so far chooses 
not to make public than he 
should. But this Is all the 
more reason for a public de- 
mand for full disclosure. 


For here we are dealing 
with fundamental rights of 
Americans which the Consti- 
tution acknowledges: 


"The right of the people to 
be secure in their persons, 
houses, papers 
and effects 
against unreasonable search- 
es and seizures, shall not be 
violated. . ."(Amendment 4.) 


This admonition to the polit- 
ical government has frequent- 
ly been violated at lower lev- 
els of police work, and some- 
times the efforts of defense 
attorneys have been able to 
overcome part of the damage. 


But if the practice of violat- 
ing the fundamental law of 
the land comes to be a basic 
policy of the highest political 
office in the land, we have 
more than a shock, we have 
terrorism. 


We have been told that the 
intelligence plan had Nixon's 
approval, and only the objec- 
tion of the late J. Edgar Hoo- 
ver prevented its implementa- 
tion. We can only conclude 
that had Mr. Hoover's death 
occurred prior to the formula- 
tion of the spy plan, a full- 
blown police state would now 
exist in our country. 


The human mind seems to 
have a built-in defense mech- 
anism which permits it to 
reject 
frightening 
thoughts. 
There seems to be a basic 
tendency to hold to the idea 
that "it c o u 1 d n't happen 
here." 


J. Edgar Hoover apparently 
was the right man in the right 
place at the right time. But 
this combination of circumst- 
ances should hardly be used 
to reinforce the belief that "it 
couldn't happen here." 


The thought preceeds the 
deed, and we already have 
acknowledgment 
from 
the 
President 
that 
the thought 
was there. 


Power All Around Us 


Question No. 2017: The poli- 
ticians In Sacramento now 
are talking about establishing 
a unicameral legislature for 
California. Would this not be 
an improvement over the pre- 
sent two-house legislature? 


Answer: As long as the 
edicts of the courts are being 
accepted! docilely by the legis- 
lators, we see no reason why 
they should not go ahead with 
a 
one-house legislature 
as 
proposed. Whether it should 
have 80, 100 or 120 members 
is not particularly important. 
We suspect that the politi- 
cians will go for the larger 
number, so all incumbents 
will have a chance to continue 
in office. 


There was a specific reason 
for the two-house legislature 
in California. The Assembly 
was based on population, un- 
der 
the state 
Constitution, 
while the Senate was based 
largely on area. It was mod- 
eled after the federal system. 


But Earl Warren's court 
with its so-called "one-man, 
one-vote" theory, aided and 
abetted by the California Su- 
preme Court of Edmund G. 
Brown appointees, ruled that 
both houses must be based 
on population, despite the fact 
there is no constitutional ba- 
sis for such a ruling. 


It would seem that the state 
might as well abandon the 
fiasco it has in the Legisla- 
ture, with different sets of 
politicians 
representing 
the 
same people, and using their 
positions of power in the Sen- 
ate and Assembly to build 
their campaigns for higher 
office. They still would be 
trying to build their power, 
but would not likely to have 
so many opportunities if there 
were only one unit with one 
set of officers. 


There might be some in- 
crease in efficiency, if that is 
important, by eliminating du- 
plicate hearings before double 
sets of committees and before 
two different groups repre- 
senting the same people. 


However, we suspect the 
public would still find that 
those in office were promot- 
ing their own interest rather 
than those of the people. That 
Is the way of government. 


if. L. Hunt 
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Exiled Cubans Distrust 


Demos; 
Watergate 
A New Trojan Horse 


By WILLIAM GIANDONI 
Copley News Service 


The Clearing House 


Send letters to The Clearing Honst, The Register, P.O. Drawer 
11626, Santa Ana 92711. Sign and give address and telephone 
number for editor's reference. Preferred length: 300 words or 
less. 


Monthly 
Pay 


Jeanne Collins' recent letter 
about buying consumer goods 
on military bases was inter- 
esting, but factually incor- 
rect. 


She stated that "a service- 
pian with children who draws 
$307 a month needs cheaper 
milk." Come now! There is 
not a married serviceman in 
any of our armed services 
who makes less than $461.70 
monthly. 
This is the 
total 
amount that is paid to a mar- 
ried private E-l, and consists 
of $307.20 basic pay, $105 
housing allowance and $49.50 
c o m m u t e d rations. Some 
servicemen choose to forfeit 
the quarters allowance and 
live in free government hous- 
ing instead, but even in this 
case the value of the housing 
is well in excess of $105 
monthly by Southern Califor- 
nia standards. 


Interestingly, 
t h i s 
same 
serviceman will earn $496.80 
as a private first class and 
$592.80 monthly as a lance 
corporal with only 24 months' 
service. Some civilans should 
do as well. 


Gary Jacobsen 
Fullerton 


With the price of fuel oil 
and 
gasoline 
going up, 
a 
space scientist proposed the 
use of windmills to generate 
electric power. We suppose 
we shall soon hear a sugges- 
tion for the harnessing of the 
ocean tides for the same pur- 
pose. Well, don't laugh these 
ideas off just yet. After all, 
wind drives the mills and 
pumps of H o l l a n d . Wind 
pumps the water for the cat- 
tle that graze on the Western 
plains. At one time wind prov- 
ided the energy for primitive 
direct-current 
generators of 
American farms. 


As to the tides, we recall 
having read of a substantial 
pilot plant off of Huntington 
Beach that operated in the 
early part of this century. 


Actually, when you get to 
thinking 
the 
problem 
out, 
mankind requires two types 
of power. One type can be 
described as stationary pow- 
er, the energy supplied by the 
natural gas and the electric 
utilities. You can call it sta- 
tionary power, because it is 
produced through stationary 
plants. The other type of pow- 
er can be described as porta- 
ble. That is the internal com- 
bustion 
engine 
that 
drives 


p r o t e s t i n g 
p r o t e s t - 
e r a who d o n ' t 
a p p r e c i - 
a t e how lucky they are 
tQ be AfflSficans. 


your car and the diesel engine 
used for heavy mobile equip- 
ment. 


What happened in the devel- 
opment of this country's pow- 
er resources is that we got 
into a power rut. The fuel for 
portable power (gasoline and 
diesel oil) was so plentiful and 
so economic that there was no 
point in not using it also for 
electric generation. In other 
words, why do things the hard 
way? As long as plenty of oil 
was available there was no 
reason for avoiding the con- 
sumption of it. 


But 
now 
the 
economics 
change, 
partly 
because 
of 
government 
tinkering 
a n d 
partly of the enormous rate of 
consumption 
of 
petroleum 
products. So the time has ar- 
rived to look at alternatives. 
Wind is an intermittent force, 
but any farm boy who has 
raced across the yard to fold 
the windmill fan so that the 
mechanism would not beat 
itself to death can tell you 
there's a whale of a lot of 
power up there. Despite the 
stop-and-go 
disadvantages, 
wind may—with a little inven- 
tive genius yet to come—prov- 
ide auxiliary potential. If it 
cannot serve as a central 
power source, it can certainly 
be helpful for isolated rural 
situations as was proved by 
the electric 
"chargers" 
of 
yesteryear. 


Unlike the space scientist, 
however, we won't call for a 
government appropriation so 
that law clerks and techni- 
cians can draw a paycheck as 
they debate. WTiat we say is, 
refrain from encouraging pol- 
iticians to interfere in the 
matter. Do what you can to 
let the profit motive operate. 
You can rest assured that if 
somebody can make a dollar 
by providing you with electric 
power 
more 
cheaply 
than 
same can be supplied by cur- 
rent means, you will get the 
power you need. There is no 
substitute for incentive, and 
individual reward is an incen- 
tive acclaimed both in heaven 
and eai'LL 


22nd AMENDMENT 


The constitutional processes 
of a free Republic are proba- 
bly the ultimate in achieve- 
ment of man in his march 
toward that high plateau of 
civilization. The Magna Carta 
of the English represented a 
long stride forward in estab- 
lishing freedom and preserv- 
ing the dignity of individuals. 
The men and women 
who 
founded this nation accom- 
plished even more. They laid 
down for history and the peo- 
ple who would live under it a 
magnificent plan for personal 
liberty and a government that 
would work for the people. 


From time to time, chal- 
lenges to that liberty and that 
government 
have 
emerged, 
but fortunately there 
were 
provisions for amending the 
U.S. Constitution to deal with 
them. No one wanted a Presi- 
dent to own the White House. 
That fine old residence be- 
longed to the people. It still 
does, thanks to the 22nd No 
Third Term Amendment to 
the Constitution. 


Rotating occupancy 
w a s 
threatened 
for awhile, 
but 
sentiment began to grow in 
the late 1940s to limit the 
tenure of a President. The 
Congress, in all its wisdom, 
offered 
a 
Constitutional 
amendment to the people and 
it was shortly after the de- 
cade of the 1950s began that I 
entered the fight to get the 
approval of the states. 
The 
issue was clear. Should one 
man be eligible to serve more 
than two elective terms—a 
total of eight years? The fight 
was not an easy one. I threw 
all of my energies into the 
campaign, 
which 
at 
times 
seemed like a long fight with 
a short stick. Fortunately, the 
legislators 
who 
represented 
the people in the 
various 
states saw the dangers of a 
possible dictator in the future 
and 
the 
22nd 
Amendment, 
prohibiting a third term, was 
passed. We must be vigilant 
in protecting this safeguard to 
our freedom. 


Farm 
Subsidy 


I have just read in the May 
22 issue of Awake, a magazine 
distributed by Jehovah's Wit- 
nesses, that last year 12,309 
farms in the United States 
were paid $411.8 million for 
NOT raising crops. In Hawaii, 
11 companies received ap- 
proximately $10 million for 
not growing sugar, an aver- 
age of $1 million for each land 
owner. 


In Texas alone, 5,191 farm- 
ers received tax money to the 
extent of $172 million for not 
producing wheat, grains, cot- 
ton and feed. The list of farm- 
ers being 
paid to keep soil 


idle Includes prison farms, 
universities, coal companies, 
an insurance company and an 
aluminum corporation. 


I understand that Hon. W.R. 
Poage (Tex.) chairman of the 
House Agriculture and For- 
estry Committee is highly re- 
sponsible for this scandal, as 
well as the Hon. Senator Her- 
man E. Talmage (Ga.), chair- 
man of the Senate Agriculture 
and Forestry Committee. 


I fail to see how these two 
dignified public servants can 
accommodate 
their 
consci- 
ence with such a perversion 
of priority. The people of 
U.S.A. do not approve this 
regressive policy, when the 
prices of meat and other food 
products keep soaring. (I ob- 
serve that Hon. Talmage is 
presently serving on the panel 
of Senators investigating the 
"Watergate Affair.") 


I 
understand 
that 
Hon. 
Poage, a man reaching 73, is 
a cotton grower himself, run- 
ning the 1,900 acre W. A. 
Poage estates in his home 
district. No wonder he likes 
to keep prices of cotton in the 
high bracket. Doesn't this sit- 
uation present an odor of con- 
flict of interest? I understand 
that their sessions are mostly 
in secret. 


Executives in most private 
corporations are made to re- 
tire, when they reach this 
venerable age. 


Henry Lagueux 
Fullerton 


* 
• 
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Sorry 
Move 


I recently read an article in 
The 
Register 
of 
Thursday 
morning, May 17, In regard to 
attendance drops in Santa 
Ana schools. I do not feel that 
either of the reasons men- 
tioned in the article account 
for the drop in enrollment but 
the fact that many parents 
are so unhappy with the Santa 
Ana school system that they 
have and are placing their 


children in private and par- 
ochial schools. Another factor 
is that the bad reputation that 
the Santa Ana school system 
has is, rather than drawing 
people to Santa Ana, causing 
people to move to other com- 
munities in Orange County. 


We have recently moved to 
the Summerfield Homes in 
the south end of Santa Ana, 
and had we realized that the 
warnings we were receiving 
regarding 
the 
Santa 
Ana 
schools were true, it would 
certainly have influenced our 
decision to move here. 


We are at this time consi- 
dering removing our children 
from public schools and plac- 
ing them in private schools 
because we are tired of half- 
day sessions, busing, with ab- 
solutely no possibility of a 
neighborhood school in our 
area, 
and 
experimentation 
with new types of educational 
gimmicks which leave much 
question as to their success. 


Perhaps the school board, 
Mr. Kenney and his staff, 
should wake up to these prob- 
lems before there are no stu- 
dents 
left in 
Santa 
Ana 
schools except those children 
whose parents have neither 
the interest or means to take 
their 
children 
out 
of 
the 
schools or their families out 
of the community. 


Mrs. Raymond L. Johnson 


Santa Ana 
• 
• 
• 


*More Dangerous* 
Just a passing observation 
regarding Nixon's responsibil- 
ities or irresponsibilities in 
the Watergate case. 


More s e r i o u s are such 
tilings as Chinese Communists 
being on American soil with 
diplomatic immunity. This is 
far more dangerous than all 
the sleuthing performances in 
the Watergate case. 


Mrs. Ella M. Tippet 
San Clemente 


Bernard L. Barker, convict- 
ed Watergate, burglar, speaks 
English 
like 
an 
educated 
American, but bis thinking is 
Cuban, anti-communist, anti- 
Castro Cuban. 


To ba able to fathom the 
mind of such a man, 56, * 
World War II U.S. Air Corps 
officer, a pre-Castro Cuban 
police investigator, a veteran 
oí the ¿ ill-fatéd; U.S. backed, 
Cuban 'exile invasion opera- 
tion at the Bay of Pigs, you 
have to try to undérstánd Cu- 
bans. 


It is not hard., Roughly half 
a million of them have fled to 
the United States and else- 
where to escape tha Commun- 
ist yoke that weighs so heavi- 
ly on the island of their birth. 


Give them a chance and 
they will tell you that Cuba, 
before Fidel Castro and his 
bearded minions took over, in 
1959, was probably the most 
progressive of the 
L a t i n 
Américan countries. Its stan- 
dard of living was among the 
highest. There was more of 
•verything—autos, radios, re- 
frigerators, all the trappings 
of material wealth—per thou- 
sand people in Cuba than In 
other Latin nations. The Cu- 
ban people were among the 
most 
sophisticated 
In 
the 
hemisphere. 


Cuba's president then was 
Gen. Fulgencio Batista, thor- 
oughly disliked by the Cuban 
intelligentsia, but a man of 
humble beginnings who did 
have 
considerable 
popular 


government had been con- 
vinced that the Castro regime 
was Communist in everything 
but name, and Cuban exiles 
were being trained for the 
invasion that it was hoped 
would spark the popular up- 
rising that would remove him 
from power. 


That operation at the Bay of 
Pigs failed. But Castro did, in 
e f f e c t / c o n f i r m what the 
world knew, that his demo- 
cratic 
revolution 
had 
zig- 
zagged far left. 


In September, 1961, Castro 
publicly declared that the Cu- 
ban revolution had actually 
turned Marxist "when it con- 
verted the sugar centrals, the 
big factories, the great busi- 
nesses, the mines, transporta- 
tion, the banks, etc., into 
collective property of all the 
people.". 


That process really began 
in 1959, when, on May 11, the 
confiscatory agrarian reform 
law was promulgated. Even 
before, interventions and take- 
overs of the telephone compa- 
ny, of newspapers and other 
private property had started. 
But it was not until July 6, 
1960, that the Castro dictator- 
ship decreed a law authoriz- 
ing the expropriation of all 
American properties in Cuba. 


By the time Castro took to 
radio and television, late the 
night of Dec. 1, 1961, and 
early the following morning to 
affirm that "I am Marxist- 
Leninist and I will be Marx- 
ist-Leninist to the last day of 


backing. 


Particularly during the last 
few years of his term of off- 
ice, that should have ended 
after presidential elections in 
the spring of 1959, Batista 
came under more and more 
criticism 
by 
Cuba's 
free- 
swinging newspapers. 


What with the widespread 
corruption of his regime, the 
reported excesses of his po- 
lice and the wave of sympa- 
thy whipped up for such as 
the guerrillas led by Fidel 
Castro, public opinion was 
turned against Batista. When 
he finally gave up the presi- 
dency and fled into exile on 
New Year's Day 1959, most 
Cubans danced with joy, so 
genuine was their relief and 
satisfaction at the departure 
of the by-then hated dictator. 


At first, there was consider- 
able 
behind-the-scenes 
ma- 
neuvering among the various 
anti-Batista 
revolutionary 
groups, several of which had 
borne more of the burden Of 
the bloody struggle than Cas- 
tro's 26th of July Movement, 
but nevertheless after a few 
days Castro emerged, unchal- 
lenged, as the supreme leader 
of the Cuban revolutionary 
regime. 


In the early Castro days, 
weeks and months, the beard- 
ed Fidel repeatedly denied 
any ties with the communists 
and most Cubans believed 
him. 


It was only after Castro had 
been in power almost two 
years, and the Catholic hier- 
archy was pressing him for a 
public 
pronouncement, 
that 
Castro d e c l a r e d Dec. 16, 
1960, that "we do believe 
that to be anti-Communist is 
to be counter-revolutionary." 
By then, though, the U.S. 


WHO IS BERNARD 
FENSTERWALD?, 


Is Vet Nixon Clique Involved Ini Probed 


WASHINGTON 
(NANA)- 
The Senate Watergate com- 
mittee is showing a strange 
reluctance to probe an allega- 
tion that convicted conspira- 
tor James McCord Jr. had 
been converted to an effort 
aimed at "getting" President 
Nixon. 


The allegation was made by 
M c C o r d ' s former lawyer, 
Gerald Alch, in testimony be- 
fore the 
select 
committee 
headed by Sen. Sam Ervin, 
D.N.C. 
Alch 
quoted 
Mc- 
Cord's current attorney, Ber- 
nard Fensterwald, as having 
said 
several 
months 
ago, 
"We're going after the presi- 
dent of the United States." 


Despite this and other sen- 
sational testimony impeach- 
ing McCord's credibility, Sen- 
ator Ervin and his chief coun- 
sel, Sam Dash, made it clear 
they had no desire to further 
go into the matter. A commit- 
tee source said it amounted to 
a "battle between lawyers." 


Which, of course, it was. 
But that didn't make it any 
less important. 


The auestion still remains: 


Did McCord's new lawyer, 
Fensterwald, 
actually 
say 
that he and his client were 
"going after the President of 
the United States?" 


Fensterwald denied he' had 
ever said any such tiling, but 
he refused Alch's challenge to 
join him in taking a lie detec- 
tor test. At the same time, 
Senator Ervin said he was not 
interested in any such "twen- 
tieth century witchcraft." 


But Sen. Howard Baker, the 
ranking Republican on the se- 
lect committee, thought such 
tests ought to be taken by 
Alch, Fensterwald and Mc- 
Cord. Baker observed that the 
results of the tests would be 
at least as informative as the 
extraordinary 
a m o u n t 
of 
hearsay evidence that now 
fills the hearing record. 


Several days 
later, Alch 
voluntarily submitted himself 
to a lie detector test. The 
results demonstrated that he 
apparently 
was 
telling the 
truth in his two days of testi- 
mony. 


Fensterwald, on behalf of 
himself and his client, submit- 
ted statements to the commit- 


By VICTOR LASKY 


tee, presumably r « f u t i n g 
Alch's testimony. But neither 
he nor McCord will be called 
to the witness stand to answer 
questions on the subject. 


Why Ervin refuses to get 
to the bottom of the argument 
is a matter of conjecture. It 
may well be that the Tarheel 
senator is of the opinion that 
the committee ought to begin 
to concentrate on the main 
issues at hand. 


Nevertheless, as chairman 
of the Watergate committee, 
Ervin did permit the record 
to be cluttered with all kinds 
of statements which would 
never have been permitted in 
any court of law. 
And McCord was responsi- 
ble for most of those state- 
ments. He told of things of 
which he admittedly had no 
first-hand knowledge. 


Of considerable interest to 
certain members of the com- 
mittee, including Baker, is 
the role being played by Ber- 
nard Fensterwald. Just exact- 
ly how did he become in- 
volved with James McCord? 
Why did he help raise the 


princely sum of $40,000 In bail 
funds to get McCord out of 
jail? And where, in the first 
place, did he get those funds? 


And who exactly is Bernard 
Fensterwald? 
Around town, 
he is known as an eccentric 
lawyer whose main hobby has 
been to promote further in- 
vestigations into the assassi- 
nations of John F. Kennedy 
and Martin Luther King Jr. In 
fact, he set up a special com- 
mittee aimed at discovering 
the "truth" about the two 
tragedies. 
The 
presumption 
behind this activity is that the 
commission headed by former 
Chief Justice Earl 
Warren 
had done a faulty job in prob- 
ing P r e s i d e n t Kennedy's 
death. 


While he denied the state- 
ments attributed to him by 
Alch, Fensterwald has since 
publicly conceded that as a 
long-time Democrat he has an 
interest in going after Mr. 
Nixon. After all, he claims, 
the 1972 election was "stolen" 
by the Republicans. 


Exactly 
how the 
election 
was stolen he has yet to say. 


my life," that he believed in 
Marxism Jan. 1, 1959, when 
Batista fled, that he believed 
July 26, 1953, when he staged 
the ill-fated attack on the 
Moncada army barracks in 
Santiago, that gave his move- 
ment its name, no one doubt- 
ed him. 


Over the three years he had 
been in power, thousands of 
Cubans were being summari- 
ly tried, convicted and execut- 
ed for alleged war crimes. 
Enemies 
of 
the 
revolution 
were jailed on trumped-up 
charges and in many cases 
executed. 


Many of the people who 
watched Barker testify before 
the Senate investigating com- 
mittee May 24, may not re- 
member much of this. But to 
the Cuban exile who has rela- 
tives, friends and acquaint- 
ances still rotting in Castro's 
jails and prison camps, this Is 
part of the history they are 
living. 


They know, they learned, 
belatedly, how 
Cuba 
was 
turned 
into 
a 
Communist 
state. 


As Salvador Diaz Verson, a 
well-known Cuban commenta- 
tor wrote recently in 
tha 
Spanish language daily, Diario 
de las Americas, Miami, Fla., 
"Watergate is a new 'Trojan 
Horse'. . . 


"And we Cubans who are in 
exile and remember how the 
civic institutions of the nation 
were smashed in Cuba to in- 
stall Communism, we have to 
collaborate 
with 
our 
good 
brothers in the lands of Wash- 
ington, shouting to them: Re- 
member Cuba and learn the 
lesson." 


Cubans recall how the Bay 
of Pigs invasion failed in 
April, 1961, when, after the 
exiles landed on Cuba's south- 
ern coast President Kennedy 
canceled the naval air sup- 
port they had been counting 
on. Cubans recall how, to ease 
the missile crisis in October, 
1962, Kennery promised Sovi- 
et Premier Nikita Khrushchev 
that not only would the United 
States not allow another at- 
tempt to oust Castro to depart 
, from its shores but would see 
to it that no other country did 
either. Cubans generally mis- 
trust the Democratic Party. 


As Barker put it to the 
Senate select committee prob- 
ing 
the 
Watergate 
affair, 
while he respects Sen. George 
McGovern, he disagrees with 
McGovern's "type of philoso- 
phy . . . It's the kind I've seen 
turn Cuba into a communist 
state . . . " 


Kahii 
Comment 


By KESNER KAHN 
You can't understand Amer- 
icanism until you understand 
God and His Laws, and you 
can't understand Communisjm 
until you understand the age 
old rebellion against God and 
His Laws; which is why so 
very very few begin to under- 
stand what's going on. 


Life is like truth and conse- 
quences; 
men and nations 
who do not recognize The 
Truth must suffer the conse- 
quences. 
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Fullerfon, Union 
Slate Meet Tuesday 


FULLERTON-A meeting be- 
tween city and union represent- 
atives has been scheduled for 
8:30 a.m. Tuesday in the city 
hall to iron out some disputed 
issues, said Larry Cass, presi- 
dent of Local 373 of the Ameri- 
can Federation of State, County 
and M u n i c i p a 1 Employee 
(AFSOME) affiliated with the 
AFL-CIO. 


The issues for negotiation in- 
clude a request that the four 
hours Cass was suspended be 
restored, that work rules be 
negotiated before being imple- 
mented and that no punitive 
damage be assessed those em- 
ployes off work Friday morn- 
ing in a protest meeting at the 
city hall, said Cass. 


Close to 100 employes from 
the public works, water and 
parks 
and recreation 
depart- 
ments jammed into the city hall 
lobby Friday morning to protest 
the four-hour suspension of Cass 
Thursday for attending a meet- 
ing on city time without obtain- 
ing permission of his depart- 
ment 
head, Jack 
L. 
Royer, 
director of municipal utilities. 


The meeting Thursday was 
called by the street department 
supervisor 
to 
discuss 
some 
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does not permit compressed air or 
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rules or requests' made regard- 
ing the use of city vehicles for 
lunch period or coffee breaks, 
said Jay Busse, city personnel 
officer. Tlie request was that 
the men in the field do not 
return to the Basque Avenue 
yard facility for lunch or coffee 
breaks unless they were really 
close. The request was prompt- 
ed by the gas shortage. 


The union members 
called 
Cass to the. meeting and he 
came without his supervisor's 
permission and besides he had 
no authority to attend the meet- 
ing, said Busse. The supervisor 
had the fight to call the meeting 
to discuss the request withi his 
men, said Busse. 


City Administrator William F 
Cornett called Cass to his office 
Thursday 
afternoon and! sus- 
pended him for four hours with- 
out pay. 
, 


A short session was held be- 
tween union and city, officials 
Friday morning, said Cass who 
was accompanied by Cliff Bol- 
len, business representative of 
the AFL-CIO. Another meeting 
was held Friday afternoon, at- 
tended by union attorney Ri- 
chard Silber. 


Cornett told1 Cass that 
the 
grievance could not be negotiat- 
ed through his office when the 
union 
members demanded 
a 
meeting with the city adminis- 
trator. Grievances must be han- 
dled through proper channels, 
not through the administrator, 
Cornett pointed out. 


Cass said that five represent- 
atives of the union along with 
Bollen and Silber will meet with 
the city officials Tuesday morn- 
ing. 


DEAR ABBY 


OCC Planning 
Guidance Tests 


COSTA 
MESA—Educational, 
vocational and guidance testing 
will be conducted at Orange 
Coast College at 6:30 p.m. June 
19 and 20 in the' Student Center. 


The tests are for those with 
educational or vocational prob- 
lems, require 'two nights and 
will be followed by an interview 
or counseling. The tests will 
cover aptitude, ability, interest 
and personality. 


HONG KONG 


Seymour's 
Fashions 
..in Town 


«I Spott Coat $ 1 0 7 
• 1 Pair Slacks - 
* 1 4 5 
»I Shirt 
Re9- 


SPECIAL DEAL 
TWO DAYS ONLY 


PACKAGE DEAL 


SUITS & 
o n 


shirts > i y y 
3 


Sunday 
Open All Day 


Open Daily 
J O a.m. to 8 p.m. 


"No Matter what your si:e-We Can Build a 
Suit for You at OFF THE RACK PRICES." 


-SUMMER SUIT SALE- 


fiouble Knit Suits 
.' 
WS.00 


Silk Mohair Suit) 
$59.00 


Silk Sharkskin Suits 
-«5.00 


Dotron/Wool Suits..., 
561.00 


Finn Worilid Suits 
$«8.00 


5portCoat 
548.00 


I Custom Mads Shirt 
$6.50 


Phi Duly and Postage 
Delivery Abcul 3 \i hl 4 Wctkl 


Coll or Visit Mr. H. l a r r y 


ROYAL INN • SANTA ANA 


1600 E. 1st St. 835-3051 


SUMMER 
SUIT SALE 
June 5th & 6th 
Tue. 
& Wed. 


No Reason For 
^earf-Break1 


By Abigail Van Buren 


CI 1771 Dy Chicago Tribune-N. Y. News Synd., Inc. 


DEAR ABBY: Our daughter is 28 and a nurse. She 
took a job several thousand miles from home and has been 
gone nearly a year. We were hoping she'd come home last 
Christmas, but she said she'd come home next summer and 
_ bring her fiance. [She had written about a young man she'd 
fallen in love with, describing his "beautiful attitudes, bril- 
liant niind, and outstanding character." 


. Now we know why she didn't bring him home for 
Christmas. He's an amputee! He lost both legs just below 
the knee when he stepped on a mine near Saigon. We 
learned this yesterday from a letter she wrote us. 


. We are heartsick. She's such a beautiful girl and could 
easily get a whole man. Abby, how do parents adjust to 
knowing their daughter will spend the rest of her life car- 
ing for an invalid? 
HEARTBROKEN PARENTS 


' DEAR PARENTS: What makes you think lie's an ; 
invalid? You would !>c amazed how well some people can 
manage on artificial limbs. There is no reason to be heart- 
broken. If he's "whole" enough for her it says a great deal 
for her values. Theirs could be a completely beautiful and 
* fulfilling marriage. 


DEAR ABBY: You defined a homosexual as "one who 
has erotic feelings about members of his [or her] own 
sex." 


It is my understanding that heterosexuals sometimes 
have erotic feelings about members of their own sex. Am I 
mistaken? ¡And by the way, do you think homosexuals are 
"sick"? 
CUrtlOUS IN N. Y. 


DEAR CURIOUS: You are correct. In my anxiousness 
to conserve space I oversimplified. I should have said, 
"individuals who have STRONG, PREFERENTIAL erotic 
feelings about members of their own sex can be considered 
fcomosexual." 


And I most definitely DO NOT consider homosexuals 
"sick". 


DEAR ABBY: Only my mother knows my real age 
¡because I've been lying about it for several years. I am en- 
gaged to an angel * of a man who attributes the smooth- 
ness of our relationship to' our complete honesty. 


Altho I've never lied' to my fiance about anything else, 
I've repeated that lie about my age dozens of times in his 
presence, with friends, applying for graduate school, credit 
cards, etc. 


What I want your advice on is this: Must my fiance 
ever know my real age? It would be so embarrassing to 
tell him now. He thinks he's two years older than me, when 
actually he is two months younger. 
OLDER WOMAN 


DEAR WOMAN: Tell him and tell him now., Not only 
for your own peace of mind but in anticipation of the day 
you'll be eligible for Social Security. ["Oh, what a tangled 
web we weave when first we practice to deceive."] 


CONFIDENTIAL TO: Those who arc interested in read- 
ing a delightful little book with a big message about the 
purpose of life—beg, buy or borrow "Celebrate the Sun" by 
James Kavanaugh. 


Problems? You'll feel better if you get it off your chest. 
For a personal reply, write to ABBY: Box No. 69700, L. A., 
Calif. 90069. Enclose stamped, self-addressed envelope, 
please. 


For Abby's new booklet, "What Teen-Agers Want to 
Know," send $1 to Abby, Box 69700, Los Angeles, Cal. 90069. 


I t ' s 
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CALIFORNIA 
MILLS 
CARPET 
LIQUIDATION 


CARPET 
OUTLET 
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MONDAY - TUESDAY- WEDNESDAY 12-8 P.M. 


INSPECTION HOURS 10-12 


2)500 Room Size Remnants-Sold At V3 Original Price 


D E S C R I P T I O N 
R E G . 


12x20 Nylon Level Loop-Lime 
12x20 Nylon Tweed Candy Stripe 
12x20 Nylon Sculptured-green 
12x14 Nylon Carved-Avocado 
12x14 Nylon Multitone-Olive 
12x20 Nylon Level Loop-Green 
12x 15 Nylon Carved-Gold 
12x9 Acrylic Carved-Blue/Green 
12x15 Nylon Velvet-Red 
12x13 Polyester Shag-Peach 
12x9 Acrylic Velvet-Blue 
12x15 Nylon Textured-Roman Gold 
12x15 Polyprop Stripe - Red/Orange 
12x13 Nylon Level Loop-Green 
12x15 Nylon Carved-Burnt Orange 
12x10 Polyester Shag - Forest Fern 
1 2x15 Nylon Shag-Amber 
15x11 Nylon Carved-Orange 
12x15 Nylon Tweed-Candy Stripe 
12x30 Indoor & Outdoor-Gold 
12x11 Nylon Shag-Avocado 
12x15 Nylon Tweed-Gold 
15x11 Nylon Carved-Aqua 
12x21 Nylon Tweed-Mahogany 


1 8 3 


FH, PADDING F** 


V z " Thick - Lifetime Guarantee 


_ 
Sq. Yd. 


With Every Yd. Of Carpet 


Purchased 


2 
@ 


A 
mi 
< 


Plus Hundreds More 
Available 


(All Subject to Prior Sale) 
SHAGS 
PLUSHES 
HI-LOWS 


C 
Y 
d 
d 
u P ° N T 


Y a - 501 NYLON 
Many Different Styles & Colors 


530-2901 F L O Y D ' S 


WÄLL TO WÄLL 
SPECIALS so en 


Drig. *5.98-*7.98 
faiVW 


D E S C R I P T I O N 
REG. 


12x15 Nylon Textured-Bronze 
139 


12x10 Nylon Carved-Red 
1 6 2 


12x11 Nylon Twist-Copper 
167 


12x18 Nylon Tweed-Candy Stripe 
1 6 9 


12x9 Nylon Shag-Yellow 
132 


12x12 Nylon Shag-Brown/Green 
1 6 9 


12x15 Nylon Velvet-Celery 
167 
15x10 Nylon Sculptured-Firethorn 
1 3 9 


12x17 Nylon Level Loop-Red 
2 1 3 


12x15 Nylon Carved-Avacado 
119 


12x12 Nylon Level Loop-Seaweed 
128 


12x15 Nylon Shag-Yellow Gold 
138 


12x10 Nylon Shag-Avocado 
119 


12x10 Nylon Shag-Gold 
168 


12x15 Nylon Textured-Brass 
138 


12x13 Nylon Carved-Mint 
169 


12x9 Wool Plus-Sea Green 
2 6 4 


12x11 Acrylic Tweed-Turquoise 
169 


12x15 Nylon Velvet-Blue 
176 


12x9 Wool Tweed-Black/Blue 
2 3 9 


12x15 Nylon Hi-lo- Sandalwood 
139 


12x15 Nylon Level Loop-Green 
139 


12x19 Nylon Level Loop-Lemon 
188 


12x16 Nylon Sculptured-Purple 
1 5 9 


ND-ROLLS 


Bigger Than Remnants Shorter Than Full Rolls 
Enough To Do Living Room 
_ 
. 
Dining Room and Hallway 
D r l n a 


In The Same Style and Color 
/ jL 
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Master Charge 


90 DayT^ameAs Cash 
51 7 E. KATELLA A N A H E I M 


INSTANT CREDIT 
V2 BLOCK EAST SANTA ANA FWY. 


772-6920 


WE INSTALL 
WE DELIVER 
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ui 
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Y)u can learn a lot about 


Tear open one of your cigarettes. 


Look at the shape the tobacco's in. 


The shorter and choppier the tobacco, the hotter'and 
faster it's going to smoke. 


If your cigarette seems to be long on the "shorts," look 
into a Kent. 


We blend 24 premium tobaccos into Kent and carefully 
cut them into longer and more uniform strands. These strands 
intertwine and hold together better. 


That way they pack firmer and smoke slower and more 
evenly. 


That's important. 


Because with a nice, slow, even burn, you get the mild, 
smooth taste that makes Kent what it is: 


America's quality cigarette. 


Mild, smooth taste- Mcnonite filter 


King Size or 
Deluxe 100's. / 


Kings: 17 mg. "tar," 1.1 mg. nicotine; 100's: 19 mg. "tar," 


1.3 mg. nicotine av, per cigarette, FTC Report Feb. 7 3 . 


Warning: The Surgeon General Has Determined 


That Cigarette Smoking Is Dangerous to Your Health 
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ALL 
p r i c e s ' w i l l c o n t i n u e t h r u 
J i m 


30^ 4 0 % 50% O F F 


5 A ¿v 


i l l Q U K 


i f f 


LIST 6.50 


ïJ.aTJ, 


GENUINE 


M A T T E L # 
4 2 2 0 


"AUTOGRAPH BOOKS" 


LIST 1.00 


# 9 7 6 


"AUTOGRAPH HOUND" 


a SOARING SAM 


CLOTHES! 


AT F®¥ CITY 


M A T T E L # 
3 3 5 6 


BankAmericaro 
S U B J È C T T O S T O C K O N 
H A N D 


" / w 
V v s J 


"SWEET APRIL" 


7.00 VALUE 


8 8 


S U T T O N # 
5 0 0 0 
# 
3 0 3 8 


M I N I - W I N N E B A G O 


A S * 
mjtor HOME 


LIST 3.00 


[ELECTRIC PINBALL 


88 


# 8 0 0 - 


W O L V E R I N E 
# 1 9 0 


j C O J R w . « i 


MICRO "SWINGER" RADIO 


LIST 10.00 
88 


SUPER PLASTIC BUBBLES 


LIST 1.20 


NOW ONLY 


_ 
"SOCKER-BOPPERSj 


f ^ S h r - - ^ 
LIST 2.50 
, 


M 


a 
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CENTSABBE# 3 4 0 ^ ' 
^ 


BADMINTON SET 


LIST 2.00 


.DELUXE HULA HOOP .1.33 
U b i l i 


C O M P L E T E 


W I T H NÉT 


& B I R D I E 


9 T R A N S I S T O R ^ 


MAGIC "8" BALL 


LIST 2.50 


I V 


# 7 4 0 2 
' 


K N . tx. ^ . 
J NEW GIANT 


\ 


A L A B E # M - 9 1 


BOWLING SET 


LIST 5.00 


99 


T U S T I N 


in ORANGE 


A SUPERMARKET OF TOYS 
AT FANTASTIC DISCOUNTS!! 


PHONY BALONEY 


LIST 2.00 


WOODEN SAILBOAT 


P A R K E R # 5 


LIST 4.00 


97 


YSNOOPY' D TOOTH BRUSH 


E M P I R E 
# 
4 1 9 1 


LIST 


1 1 . 0 0 


we&m &I B 
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LIST 15.00 


SHOE SKATES 


10.00 VALUE 


77 


PREHISTORIC KITS] 


1.50 TO 6.00 


B L A Ç K 
O R W H I T E 


K E M W I T T 
3 0 3 0 1 


TALL, W I T H 
STAND 


"LITTLE WHEEL" 


. J ^ ' l 
LIST 13.00 


! / > 
S 


M A R X 
# 5 0 2 0 


n 


BALL GLOVES 


2.25 TO 13.00 
66 


A N D U P 


G A S 
P O W E R E D 


|4<P-51 MUSTANG" 


LIST 15.00/ 


AND UP 


C O M P L E T E W I T H FUEL 
B A T T E R Y & C O N T R O L S 


ORANGE 


1828 E: Collins 


AT. TUSTIN 
A V E . 


HUNT. BEACH 
ANAHEIM 


5918 Edinger 
, 
232 W. Lincolr 


AT SPRlNGDALE 
\ 
DOWNTOWN 
' 


, 
.Ytf " 'ÌX V 


SANTA ANA 
¿OUNT. VALLEY'; I I ' ; 
¡ 


218 W. 4th St. 
17960 Magnolia 
,, 
750 N. Breà Blvd. 


DOWNTOWN 
VILLAGE CENTER 
, 
AT STATE COUIGE BlVlj.^ 


218 W. 4th St. 


DOWNTOWN 
VILLAGE CENTER 
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Dear Trouble Shooter 
Let's face it, I'm desperate! 
I had an accident (my horse 
fell on me) in 1970. Because of 
this, I walk with a cane, have 
slurred speech and, as you 
can see by my handwriting, I 
don't have fantastic coordina- 
tion! 


Could yon find me a guy? 
Not necessarily a boyfriend, 
just a guy who would ask me 
out, talk with me, etc. Inci- 
dentally, I'm 19. 


C.C. 


Laguna Beach 
The Trouble Shooter will do 
all he can, little lady, by 
forwarding all letters and1 let- 
ting you do the choosing. 


There are lots of mature 
young folks who care more 
about what's inside a package 
than about the wrappings and 
ribbons 
around it. Chances 
are you'll be hearing from 
most of 'em. 


* 
. • 
• 


Dear Trouble Shooter 


I 
thought 
my 
neighbors 
were flushing their water sof- 
tener out through their ga- 
rage, down their drive and on 
down the sidewalk into the 
street and that part of it was 
going onto my grass which is 
constantly dead in that area. 


I suggested they hook 
a 
hose onto the water softener 
and run the water into the 
street but they tell me it's not 
their water softener. The wa- 
ter is coming out of their pool. 


I've 
planted 
grass 
four 
times in the past year and 
before it can grow, it has 
been killed with salt. I just 
put in some new seed and 
within a month it is dead. 


I want to be a good neigh- 
bor but I don't think they are 
being 
fair. 
Should I 
offer 
them a hose? 


B.D. 


Anaheim 
Talk with the folks in the 
building department at Ana- 
heim City Hall,' Ma'am, and 
ask them to send an inspector 
out to check your neighbor's 
pool drainage. 


It takes two to be "good 
neighbors," 
Ma'am, and 
it 
seems 
to 
the 01' Trouble 
Shooter that you've done your 
part. 


• 
* 
* 


Dear Trouble Shooter 


For a bridal shower, I want ' 
to frost some small 
cakes 
with coconut, but I don't want 
to color the frosting. 


Is there any way I can color 
the 
coconut, 
instead? 
I've 
seen tinted coconut used in 
bakeries, 
but 
have 
never 
found any available at my 
market. 


G. McV. 


Orange 


Fill a clean jar half full of 
coconut, add several drops of 
food coloring, screw the lid on 
tight and shake. The coconut 
will absorb the color evenly. 
If you want a darker shade, 
add a drop or two more color. 


Dry the coconut for a while 
on paper 
t o w e l s 
before 
sprinkling it on top of your 
frosting or you'll have tinted 
icing whether you want it or 
not. 


* 
* 
* 


Dear Trouble Shooter 


Our daughter is of camp 
age. She is extremely over- 
weight. I have heard there is 
a camp that specializes in 
obese children somewhere in 
California, but have been un- 
able to locate it. 
Can you help? 


E.A.R. 


Santa Ana 
Camp Murrieta West offers 
a medically supervised weight 
control program. For a free 
brochure, write 3052 Claire- 
mont Drive, San Diego 92117. 


Weight Watchers also have 
"Cameo" camps for girls over 
8 years in the Los Angeles 
and Davis areas. For infor- 
mation, write Weight Watch- 
ers Cameo Camp, 6380 Wil- 
shire Blvd., Los A n g e l e s 
90043. 


* 
~k 
* 


Dear Trouble Shooter 


In the event of death, where 
does one find facilities with a 
cooler similar to the type all 
county morgues use so that 
the body can lie undisturbed 
for 48 hours? 


After this time period, our 
religion 
would permit 
any 
type of embalming that 
a 
mortuary would perform for 
burial. 


None of the mortuaries I 
checked in Santa Ana and 
Orange have facilities for this 
cooling period that is vital to 
me. Can you help me find 
such facilities that could ac- 
c o m m o d a t e 
this 48-honr 
period? 


E.C.D. 
Orange 


All that's 
n e c e s s a r y , 
Ma'am, is to make prior ar- 
rangements 
with thé 
mor- 
tuary of your choice. Bodies 
often are held prior to em- 
balming 
because 
necessary 
legal documents have been 
delayed or for other reasons. 
There is no law that says a 
body has to be embalmed 
prior to burial. 


* 
* 
* 


Dear Trouble Shooter 


My sister was married in 
Mexico five years ago. Now 
she is getting a divorce and 
her husband tells her their 
marriage may not have been 
legal. Is there any way to find 
out? 


F.I.A. 


Garden Grove 
Was the marriage ever re- 
corded in Mexico or in this 
country? If so, the marriage 
is legal. If there's no record, 
there is no marriage. 


In this state, however, if 
such a marriage is entered 
into in good faith, the couple 
is entitled to all of the bene- 
fits of a legally married cou- 
ple. Federal law is different, 
however, and it will take an 
attorney, which the 01' Trou- 
ble Shooter is not, to un- 
scramble things for your sis- 
ter. 


* 
* 
• 


Dear Trouble Shooter 


My daughter has 40 albums, 
three to five records in each, 
of classical music (78 r.p.m.). 
She would like to give them to 
some home for older people 
or some worthy organization. 


My telephone number 
is 
538-2672. I'll take the calls and 
make arrangements for the 
records to be picked up or 
delivered. 


M.J.S. 
Orange 


Sit close to that telephone 
this morning, 
Ma'am, 
and 
again after the e'vening edi- 
tion of The Register is deliv- 
ered to homes throughout the 
county. 
You'll 
be 
hearing 
from a lot of interested peo- 
ple, so it might be wise to 
wait until all the calls are in 
before you decide who can 
put the records to the best 
use. 


Dear Trouble Shooter 


Is there any place in this 
area where we can pick cher- 
ries ourselves? 


B.L.A. 


Santa Ana 


The cherry 
crop 
doesn't 
promise to be very plentiful 
this year, Ma'am, but grow- 
ers in the Cherry Valley area 
will let you pick your own and 
pay for them. You furnish the 
container to take the fruit 
home. The grower will lend 
you the ladder and bucket. 


To get to Cherry Valley, 
take Interstate 10 east beyond 
Redlands and up the San Gor- 
gonio Pass. Just before you 
get to the summit (2,600 ft.) 
turn left on Beaumont Ave. 
and travel through and about 
a mile beyond town to Cherry 
Valley. 


Cherries ought to be availa- 
ble from now on. until about 
the middle of July. 


* 
* 
* 


Dear Trouble Shooter 
...I would like to know the 
name of the U.S. senator and 
which state he represented 
who cast the deciding vote in 
the impeachment hearing of 
President Andrew Johnson. 


E.V. 


Orange 


The Senate voted 35 for con- 
viction, 19 for acquittal. Those 
in favor of President John- 
son's impeachment lacked the 
two-thirds necessary to con- 
vict him. 


" e i * 
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NANCY CLAVE, CISSY HENDERSON SLOW DOWN FOR WATER 
FRED GARING PUSHES RUSS MILLER THROUGH WATER TRAP 
Girls Reflect School Spirit Generated By Annual Key Club Sport 
Pair Lost To Ed Rempalski And Jim Stark In 7-Team Event 


ii Marathon Trike Race 


By MARTIN BENSTON 
(Hills High School (SHHS) was 
Register Staff Writer 
[hailed as a roaring success with 
FULLERTON—The r e c e n t keen competition 
and . merri- 
eighth annual Key Club-spon-ment. 
sored trike marathon at Sunny" The quarter-mile race course 


wound its way among school 
buildings and over gravel, wa- 
ter and sand traps set up to 
make the race more difficult 
than in past years. The event 


I n c l u d e d three competitive 
race|. Each trike had a driver 
(rider) and its pusher to prov- 
ide the locomotive power. 


Seven teams competed in the 


* 
* 
* 


Got a problem? Write the 
Trouble Shooter. P.O. BOX 
11626, Santa Ana, Calif., 92711. 
PLEASE 
DO 
NOT 
TELE- 
PHONE 
YOUR 
PROBLEM. 
Due to the volume of mail, 
not all letters, can be an- 
swered 
or 
acknowledged. 
Those published will be sign- 
ed with initials only, but you 
must include your name, ad- 
dress and telephone number. 


SUNNY HILLS HIGH RACERS UNSCRAMBLE AT FIRST CHECKPOINT IN TRIKE RACE 
Teams Of Rider And Pusher Collide, Several Upset At Kiosk In Quarter-Mile Event 


individual races. Emerging as 
easy winners far ahead of the 
other 
contestants 
were 
Jim 
Stark, driver, and Ed Rempal- 
ski, pusher, both seniors. Rem 
palski was the winning driver in 
last year's race. 


The Key Club race also drew 
seven competing teams. Driver 
Rich Graham, senior, and push- 
er Rich Moore, junior, easily 
won the event. 


The faculty race brought out 
two competing teams. Assistant 
principal R. Bruce Dobson was 
pushed by Betty Schmidt, teach- 
er. They lost to Henry Valle- 
kamp who was pushing his wife, 
Karen Vallekamp, also a teach- 
er. Vallekamp was the winning 
rider,in the teachers race last 
year. 


The teams also had to stop 
along the route to participate in 
a pie-eating contest before they 
could proceed. 


Trophies and gift certificates 
were presented to the winners 
during a brief awards ceremony 
by Phil Tary, disc jockey for 


radio station KYMS-FM, Santa 
Ana. Tary was master of cere- 
mony for the races. 


"The 
purpose 
of the trika 
race is to keep school spirit up 
to the end of the school year;" 
said Alan Kremen who was co- 
chairman of the event with 
Drew Elias. 


The Key Club, sponsored by 
the Kiwanis 
Club of 
Great- 
er Fullerton, has 25 members 
on the 2,500-student SHHS cam- 
pus, said Ray Bukaty, president 
of 
the 
Key 
Club. 
Kremen 
served as lieutenant governor of 
the Key Club's Division 30 last 
year and another SHHS student, 
Todd Spencer, is serving in that 
post this year. Jim Critten is 
faculty adviser. 


The race was bigger and bet- 
ter this year, commented Kre- 
men. Race officials had difficul- 
ty in keeping the enthusiastic 
students from crowding onto the 
race course and obstructing the 
competing racers. Many of the 
students ran 
along the race 
course to cheer on their favorita 
teams. 


Register Photos 


By J A C K D. MILLER 


Fullerton's Para 


Program 
In 


FULLERTON—The city's new 
paramedic program is expected 
to save between 20 and 40 lives 
in the summer of 1974, predict- 
ed Fire Chief Ray E. Eiler. 


Progress is being made to 
ward providing mobile emer- 
gency medical care 
services 
a year after it starts operation 
throughout the community in an 
effort to save lives.o-^ 


The Orange CountyMerfical 
Center 
(OCMC) 
has 
alloted 
spaces for the training of eight 
men from the Fullerton Fire 
Department in the class begin- 
ning in January, said Chief Ei- 
ler. The fire department will 
supervise the paramedic pro- 
gram which will be based at the 
headquarters fire station, 312 E. 
Commonwealth Ave. 


The city council has approved 
the purchase of a one-ton van- 
type! truck for $11,130 to be 
modified and outfitted for use 
as a paramedic emergency res- 
cue vehicle. 


The paramedic program is 
expected to be financed by fed- 
eral revenue sharing tax funds 
over 
five 
years. 
The 
eight 
priority projects approved by 
the council to be financed with 
an estimated $545,000 in reve- 
nue sharing funds to be re- 
ceived during this fiscal year 
included $48,000 for a paramed- 
ic lifesaving program. 


The eight men to be! trained 
will be selected by an OCMC 
board from a list of qualified 
volunteers submitted by the fire 
department, said the chief. At 
though eight certified paramed- 
ics will be available, two will be 
assigned to the unit for each 
shift. 


The fire department expects 
delivery of the paramedic res- 
cue vehicle in the fall and then 
will purchase special equipment 
for outfitting the van. The cost 
of the vehicle and the equip- 
ment will come to $20,000, said 
Chief Eiler. The men will train 
with the new van and equip- 
ment to become familiar with 
the equipment they will operate 
in emergencies. 


The city Is purchasing the 
paramedic van under a cooper- 
ative 
purchase 
with 
Orange 
County which has purchased the 
same type of a vehicle and now 
is being used in the training of 
paramedics at OCMC, said Ei- 
ler. An inspection of the county 
vehicle revealed it is basically 
what the local fire department 
will require to implement its 
paramedic program, Chief Eiler 
said. 


To avoid further price in- 
crease and to be assured of 
delivery of a satisfactory para- 
medic 
rescue 
vehicle, 
Chief 
Eiler recommended 
that the 
council authorize the purchas- 
ing 
agent 
to 
buy 
the van 
through the-county and accord- 
ing to county specifications. 


St. Jude Hospital will be the 
base station for the paramedic 
program in the North Orange 
County, said'Chief Eiler, adding 
that patients will be taken to 
qualified 
receiving 
hospitals 
closest to the accident scene. 


After intensive training of the 
men with their equipment is 
completed, the paramedic pro- 
gram may start in the city in 
June, 1974, Eiler said. 


P a r a m e d i c s then will be 
a v a i l a b l e 
24 hours a day 
throughout the year to respond 
to emergency calls primarily 
concerned with life-saving tech- 
niques, according to City Ad- 
minstrator William F. Cornett 
who announced plans for the 
paramedic program last Febru- 
ary. 


This will not be a substitute 
for 
ambulance 
service, 
ex- 
plained Cornett. Patients re- 
ceiving paramedic service will 
be taken to the hospital in pri- 
vate ambulance, as always, aft- 
er their condition has been sta- 
bilized for the move, Cornett 
said. 


Cypress 
Park Vote 
Tuesday 


CYPRESS—Residents of the 
Cypress 
recreation 
and 
park 
district will go to the polls Tues 
day to decide the fate of a $2.75 
million park bond issue. 


If approved by a two-thirds 
majority, the bond will raise the 
current district tax rate of 50 
cents per $100 assessed valua 
tion by a maximum of 19 cents. 


Funds from the bond would 
finance acquisition of the 15 
acre Oak Knoll park site and 
the 3.2-acre site at Orange Ave- 
nue and Denni Street. 


Money also would be availa- 
ble for the development of those 
two ' sites 
along with Moody 
Street and Orange, Eucalyptus, 
Manzanita, Maple Grove-South, 
Maple Grove-North, Baroldi-Sy- 
c a m o r e and Cypress-Arnold 
parks. 


Polls will be open from 7 a.m. 
to 8 p.m. for the 45,000 residents 
of the park district, which in- 
cludes all of Cypress and sever- 
al county islands to the north. 


Man Fatally Shot 


POMONA (UPI) — A 23-year- 
old man was shot to death 
Saturday night when he forced 
his way into a home where his 
wife and 
their two children 
were living with the woman's 
boy friend. 


Authorities 
arrested 
Donald 
L. Phillips, also 23, at the scene 
of fthe shooting. 
Killed 
was 
Elmo H. Newton. 


In Minimum 


ORANGE—Opposition 
to 
proposal—before 
Congress—to 
increase 
the minimum 
wage 
has been expressed by directors 
of the Orange County Chamber 
of Commerce. 


"An increase in wage levels 
would agrravate u n e m p l o y - 
ment," said directors in a reso- 
lution opposing HR4757, a bill 
now pending before the House. 
The reasons cited by the direc- 
tors included the bill would: 


—"Increase the resistance of 
employers to hiring the physi- 
cally 
handicapped, 
illiterate, 
aged, etc. 


—"Eliminate an incentive to 
establish industries in ghetto 
areas, where the need for em- 
ployment is most acute. 


—"Eliminate many marginal 
small businesses which employ 
(numerous) workers." 


Directors adopted a resolution 
favoring a state ballot initiative 
measure on a proposed constitu- 
tional amendment establishing 
certain 
tax 
and 
expenditure 
limitations 
on 
state 
govern- 
ment. Petitions to qualify the 
measure for the ballot are cur- 
rently being circulated. 
On local issues, the directors 
•during their regular monthly 
meeting last week—voted reso- 
lutions favoring the construc- 
tion' of a teaching hospital on 
the campus of University of 
California, Irvine, and calling 
for a coordinated effort by wa- 
ter agencies serving the county 


to improve the quality of tha 
county's water. 


UCI Backs 
Joint-Use 
Facilities 


IRVINE—UCI Chancellor Dr. 
Daniel G. Aldrich said this past 
week that the university was 
eager to cooperate with the City 
of Irvine, the Irvine Unified 
School District and other tax- 
supported 
agencies 
to 
build 
joint-use facilities. 


A l d r i c h reaffirmed earlier 
statements that UCI land could 
be made available for audito- 
riums, museums, galleries, con- 
ference centers and similar fa- 
cilities. 


In addition to the UCI campus 
proper, Aldrich said land from 
the university's 510-acre "inclu- 
sion area" could be used for 
joint-use facilities. 


That land is considered by the 
university as eligible for either 
extensions of the campus or 
campus related facilities such 
as the joint-use buildings or 
student housing, Aldrich added. 


But the chancellor suggested 
that the city's civic-center facil- 
ities should probably not be 
located immediately adjacent to 
the university. 


His remarks were made at a 
monthly press breakfast. 
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Legal Notices 


Order No. B-58403 
N O T I C E T O 
C R E D I T O R S 
S U P E R I O R 
C O U R T O F 
T H E 
S T A T E 
O F 
C A L I F O R N I A 
F O R 
T H E 
C O U N T Y O F 
O R A N G E 
No. A-76244 
Estate of 
) 


W I L L I A M 
C A H M A C K 
B A K K R , ) 
also known as 
) 


William C. Baker 
) 


Deceased.) 


NOTICE 
JS 
HEREBY 
GIVEN 
to the creditors of the above named 
decedent that all persons 
having 
claims against 
the said 
decedent 
Me required to file them, with the 
necessary vouchers, in the office of 
the 
clerk 
of 
the 
above 
entitled 
court, or to present them, with the 
necessary vouchers, to the under- 
signed 
at 
the 
office of 
her 
at- 
torney, Rimel, Harvey & Logan 
attention Jack J. Rimel, 1.010 North 
Main Street, tth floor, Santa Ana 
California 32701 which is the place 
of business of the undersigned in 
nil matters pertaining to the estate 
of 
said 
decedent, 
within 
four 
months after the first publication 
of this notice. 


D a t e d ; M a y 
15. 
197a. 


'WANDA A. BAKER 
EAfeotitrlx 
of the W i l l of the 
abovQ named decedent 
R I M E L ; H A R V E Y & 
L O G A N 
1010 North M a i n St., 4th floor 
Eanta A n a , California 92701 
Telephone: 547-7395 
Attorneys for Executrix 
Tublisl': The iiegisler 
May 21. 28, June 
4, 11. 1373 


Ortrer No. S L P - 0 0 3 
S U P E R I O R 
C O U R T 
O F 
C A L I F O R N I A , 
C O U N T Y O F 
O R A N G E 
,700 C i v i c Center Drive W e s t , 
Santa 
A n a 
C A S E 
N U M B E R 
D-70176 
S U M M O N S 
( M A R R I A G E ) 
Petitioner: 
) 


DANIEL. MAYA ORTEGA 
) 
and 
) 


Respondent: 
) 


MARIA RUIZ ORTEGA 
) 
To the Respondent: 


The petitioner has filed a. peti- 
tion 
concerning 
your 
marriage 
You may file a written 
response 
within SO days of the date 
that 
this summons is served on you. If, 
you fail to file a written response 
within such time, your default may 
be entered and the court may enter 
a judgment containing 
injunctive 
or other orders concerning division 
of property, spousal support, child 
custody, child support, 
attorney's 
fees, costs, and such other relief 
as may be granted by the court. 


If you wish to seek the advice 
>f an attorney in this matter, you 
should do so promptly so that your 
written response, if any, may be 
filed on time. 
Dated May.7, 1373. 


WILLIAM E. ST JOHN, 
Clerk 
(SEAL) 
By 
M. B. OBERSI JR. 
Deputy 
J A M E S E. C A R T E R 
and 
C. D O U G L A S 
G O R G E N 
Attorney at L a w 
888 North M a i n , #1000 
Santa A n a , California 92701 
Telephone (714) 543-9259 
Attorneys for Petitioner 
Publish: The Register 
May 21. 28, June 4, 11, 1373 


S U P E R I O R 
C O U R T 
O F 
C A L I F O R N I A , 
C O U N T Y O F 
O R A N G E 
700 C i v i c Center Drive, 
S a n t a A n a , California 
C A S E 
N U M B E R 
D-65645 
• S U M M O N S 
( M A R R I A G E ) 
In re the marriage of 
) 


Petitioner: 
) 


LINDA RUTH SMITH 
) 
and 
' 
) 


Respondent: 
) 


WILLIE RUFl'S SMITH 
) 
To the Respondent: 


The petitioner has filed a peti- 
tion concerning your marriage. You 
may file a written response within 
SO days of the date that this sum- 
mons is served on you. If you fail 
to file a .written response within 
such 
lime, 
your default may 
be 
entered and the court may enter a 
judgment, containing injunctive or 
other orders concerning division of 
property, 
spousal 
support, 
child 
custody, child support, 
attorney's 
fees, costs, and such other relief 
as may be granted by the court. 


If you wish to seek the advice of 
an attorney 
in this matter, 
you 
should do so promptly so that your 
written response, if any, may be 
filed on time. 
Dated: January 3, 1973. 


WILLIAM E. ST JOHN, 
Clerk 
(SEAL) 
By 
HARRIET L. DOBSON, 
Deputy 
B. T H O M A S 
L I N D L E Y 
H E I N L Y , 
L I N D L E Y 
A 
T H R A S H E R 
838 North V a n Ness Street 
Santa A n a , California 92702 
Telephone (714) 835-3529 
Attorneys for Petitioner 
Publish: The Register 
May 21. 28. June 4, 11. 1973 


F I L E 
N O . F-25348 
F I C T I T I O U S 
B U S I N E S S 
N A M E 
S T A T E M E N T 


The 
following person 
is 
doing 
business 
as: 
WEATHERMAN 
ASSOCIATES, 4320 Campus Drive, 
Newport Beach. California 926G0. 
J. FRANK WEATHERMAN 
10271 Overhill Drive 
Santa Ana, California 92705 
This business is being conducted 
by an unincorporated 
association 
other than a partnership. 
Signed 
J. Frank 
Weatherman 
This statement 
filed with 
the 
County Clerk of Orange County on 
May 16, 1973. 


WILLIAM R 
ST JOHN, 
County Clerk 
Bv 
THERESA M. WARD, 
Deputy County Clerk 
Publish: The Register 
May 21. 28. June 1. 11. 1973 


Order No. B-58483 
S U P E R I O R 
C O U R T O F 
T H E 
S T A T E O F 
C A L I F O R N I A 
F O R 
T H E 
C O U N T Y O F 
O R A N G E 


No. A-76568 
N O T I C E O F 
H E A R I N G 
O F P E T I T I O N 
F O R 
P R O B A T E 
O F W I L L A N D 
F O R 
L E T T E R S 
T E S T A M E N T A R Y 
Estate of 
) 


PHYLLIS J. SEVERANCE. 
) 
Deceased.) 
NOTICE 
Tfi HEREBY 
GIVEN 
that HARRIETT RENNICK 
AND 
HELEN MACKAY have filed here 
in a petition for Probate of Will 
and for issuance of Letters Testa- 
mentary to the petitioners refer- 
ence to which is made for further 
particulars, and that the time ami 
place of hearing the same has been 
set for June 19. 1973, at 9:00 a.m.. 
in the courtroom 
of 
Department 
No. 3 of said court, at 700 Civic 
Center Drive West, in the City of 
Santa Ana. California. 
Dated Mav 29. 1973. 


WILLIAM !•;. ST JOHN, 
("ountv Clerk 
C R O S S L A N D , 
C R O S S L A N D , 
C A S W E L L & 
B E L L 
1171 Fulton Mall 
Fresno, California 93721 
Telephone: (209) 233-6641 
Attorneys for Petitioners 
Publish: The Register 
June 1, 4. 8. 1973 


ORDINANCE NO. 203 
AN ORDINANCE AMENDING 
UNIFORM CONNECTION 
AND USE 
ORDINANCE NO. 202 
The Board of Directors of County 
Sanitation District No. 2 of OrniiRe 
County, California, does ordain as 
follows: 


ARTICLE 1 


Article 2 of Ordinance No. 202 is 
hereby amended by adding thereto 
the following sections: 


(o) 
DISTRICT 
CONNECTION 
CHARGE. Is a. connection charge 
Imposed 
by District. No. 2 as a 
charge 
for the 
use of 
District's 
sewerage 
facilities whether 
such 
connection 
is made directly lo a 
District sewerage facility or to a 
sewer which ultimately discharges 
Into a District sewerage facility. 


( p ) 
District 
Sewerage 
Facility. 
Shall mean any properly belonging 
to County Sanitation District No. 
5 used in the treatment, transpor- 


Legai Notices 


tation, or disposal of sewage or in 
dustrial wastes. 


(q) Domestic Sewage. Shall mean 
the liquid and water-borne wastes 
derived from the ordinary 
living 
processes, 
free 
from 
industrial 
wastes, and of such character as 
to 
permit, 
satisfactory 
disposal 
without special treatment, into the 
public sewer 
or by means 
of 
private disposal system. 


(r) Sewerage Facilities. A r e 
a n y 
facilities 
used 
in 
the 
collection, 
transportation, 
treatment, or dis- 
posal 
of 
sewage 
and 
industrial 
wastes. 


(s) F a m i l y Dwelling Building. 
I s 


a structure designed and used to 
house families and containing one 
or more dwelling units. 


(t.) Dwelling Unit. Is one or more 
habitable rooms which are 
occu- 
pied or which are intended or de- 
signed to be occupied by one family 
with facilities for living, sleeping', 
cooking, and eating. 


(it) Floor Area, is the area in- 
cluded within the surrounding ex- 
terior walls of a building or por- 
tion 
thereof, 
exclusive 
of 
vent 
shafts and courts. The floor area 
of a building', or portion thereof, 
not provided with surrounding ex- 
terior walls 
shall be the 
usable 
area under the horizontal projection 
of the roof or floor above. 


(v) New Construction. Shall mean 
any structure 
under 
construction 
for which a connection permit has 
not been issued prior to the ef- 
fective date of this ordinance. 


(w) Other Terms. Any term not 
herein defined is defined as being 
the same as set forth in the Inter- 
national 
Conference 
of 
Building 
Officials Uniform 
Building 
Code, 
1970 Edition, Volume 1. 


A R T I C L E 
2 
(a) Section 
(a.) of Article 6 of 
Ordinance No. 202 is amended to 
read as follows: 


(а) 
District 
C o n n e c t i o n 
Charges. 
Before 
any 
connection 
permit: shall be issued, the appli- 
cant, shall pay to the District or its 
agent the charges specified herein. 


(1) Connection Charge for N e w 
Construction, 
Family 
D w e l l i n g 
Buildings. For each new family 
dwelling building constructed, the 
connection charge shall be $220 
per dwelling unit. 


(2) Connection Charge for Ex- 
isting F a m i l y Dwelling 
Buildings. 
For the connection of each exist- 
ing family dwelling building, the 
connection charge shall be $220 
per dwelling unit from and after 
October 1. 1973. Permits shall be 
required for all such connections 
but will be issued without charge 
prior to August I, 1974 for such 
existing 
family dwelling 
build- 
ings. 


(3) Connection Charge for N e w 
Construction and Existing Struc- 
tures, Other T h a n F a m i l y 
D w e l - 
ling Buildings. For all other new 
construction, 
including but 
not 
limited to com.nercial and indus- 
trial buildings,'-hotels and motels 
and public buildings, the connec- 
tion charge shall be $45 per 1000 
square feet, or any portion there- 
of, of floor area contained within 
such construction, provided that 
the minimum connection charge 
for such new construction shall 
be $220. The connection charges 
for 
existing 
structures, 
other 
than family dwelling 
buildings, 
shall become effective October 1, 
1973 and connection charges for 
such structures issued prior to 
August 1, 1974 shall be without 
charge. 


(4) Connection Charge for 
R e - 
placement 
Buildings. 
F o r 
n e w 


construction 
replacing 
former 
buildings, the connection charge 
shall be calculated on the same 
basis as provided in Paragraphs 
CI) and (3) hereinabove, if such 
replacement construction is com- 
menced within 
two years after 
demolition or destruction of the 
former building, a credit against 
such charge shall be allowed ami 
shall be the equivalent connection 
charge 
for 
the 
building 
being 
demolished or destroyed, 
calcu- 
lated 
on 
the 
basis 
of 
current 
charges for new construction. In 
no case shall such credit exceed 
the connection charge. 


(5) Connection Charges for A d - 
ditions to or Alterations of E x i s t - 
ing Buildings. 
In the 
case of 
structures 
where 
further 
new 
construction or alteration is made 
to increase the occupancy of fam- 
ily dwelling buildings or the area 
of buildings to be used for other 
than 
family dwelling 
buildings, 
the connection charge shall 
be 
$220 for each dwelling unit added 
or created and in the case of new 
construction 
other 
than 
family 
dwelling buildings, it shall be $45 
per 1000 square feet of additional 
floor area contained within such 
new construction, provided 
that 
the minimum connection charge 
for such 
construction 
shall 
he 
$220. When there are additions to 
or alterations of structures other 
than 
family 
dwelling 
buildings 
that, fall 
within 
the 
minimum 
square footage charge of $220. a 
credit equal to the unused area 
shall 
he 
allowed. 
Such 
credit 
shall be available for a period of 
five years from the date of initial 
connection 
charge. 


(б) W h e n C h a r g e is to be Paid. 
Payment 
of connection 
charges 
shall he required at the time of 
issuance of the building permit 
for all construction within 
the 
District, excepting in the case of 
a, building legally exempt from 
the requirement of obtaining a. 
building permit. The payment of 
the sewer connection charge for 
such buildings will be required at 
the time of and prior to the is- 
suing of a plumbing connection 
permit for any construction with- 
in the territorial limits of 
the 
District. 


(7) 
Schedule 
of 
Charges. 
A 


schedule 
of 
charges 
specified 
herein will be on file in the office 
of the Secretary of the District, 
and in the Building Department 
of each city within the District. 


(8) Biennial Review of Charges. 
At the end of two years from the 
effective date of this ordinance, 
and every two years thereafter, 
the Board of Directors shall re- 
view the charges established by 
this article and if in its judg- 
ment such charges require modi- 
fication. an amendment to this 
ordinance will he adopted estab- 
lishing such modification. 


A R T I C L E 
3 
Section (b) of Article fi of Ordi- 
nance No. 202 is amended by add- 
ing thereto Section (3) to read as 
follows: 


(3) When an excess capacity 
connection charge is payable by a, 
user, as hereinabove provided, a 
credit 
equal 
to the 
connection 
charge paid by the user, if any, 
shall be allowed against such ex- 
cess capacity connection charge. 


A R T I C L E 
4 
Except as herein amneded. Ordi- 
nance No. 202 is ratified and re- 
affirmed. 


The Chairman of the Board of 
Directors shall sign this Ordinance 
and the Secretary of the Districts 
shall attest, thereto and certify to 
the passage of this Ordinance, and 
shall cause the same to he pub- 
lished 
once 
in 
the 
Santa 
Ana. 
REGISTER, a daily newspaper of 
general circulation, 
printed, 
pub- 
lished, and circulated in the Dis- 
trict, within fifteen (15) days after 
the date of passage of this Ordi- 
nance by said Board of Directors 
and 
said 
Ordinance 
shall 
take 
effect, October 1. 1973. 


PASSED 
AND 
ADOPTED 
by 
two-thirds of the entire Board of 
Directors of County Sanitation Dis- 
trict No. 2 of Orange County. Cali- 
fornia, at a regular meeting held 
011 the 23rd day of May, 1973. 
ATTEST: 


ROBERT J. NEYiL 
l Minimum. 
Hoard of Directors of 
County Sanitation 
District No. 2 
of Orange County, 
California 
.T. WAYNE SYLVESTER 
.Secretary, 
Board of Directors 
of County Sanitation District 
No. 2 of Orange County, 
California 
Publish: The Register 
June 4. 1973 


F I R E A N D 
C A S U A L T Y 
S Y N O P S I S O F T H E 
A N N U A L 
S T A T E M E N T 
O F 


E M P I R E 
I N S U R A N C E 
C O M P A N Y 
1502 N O R T H B R O A D W A Y (P.O. B O X 539) 
— 
S A N T A A N A , C A L I F O R N I A 
92702 
Year E n d e d December 31, 1972 


Total admitted assets 
Total 
liabilities 


Special surplus funds 
$ 
-0- 


Capital paid-up or statutory deposit 
$ I .niio.iino 


Paid-in and contributed surplus 
1.053,559 


Unassigned funds (surplus) 
-Kit,5(15 


Surplus as regards policyholders 
Income for the year 
Disbursements for the year 


We hereby certify that the above items are in accordance w 
Annual Statement foi1 the year ended December 31, 1972. made 
Insurance Commissioner of the State of California, pursuant to 


HARVEY BREVVlNGTON, 
President 
CORA MAB RICHARDSON, 
Secretary 


Jubllah: Th« Register — June 4, S, 6, 7, S, 1973 


892,703 
003,703 


SÍ.8.99I 
(i;9,54S 
2KB.974 
it It tin- 
to the 
law. 


Catharino 
B. 
Bruce 


BRUCE, CATHARINE B., 64, of 1009 
E. 
Catalina, 
Santa 
Ana, 
passed 
away 
June 
1, 1973. Survived 
bv 
husband Robert Bruce, Son Douo- 
las B. Bruce, Santa Ana. Daughter 
Mrs. 
Mary 
Catharine 
Harklns, 
Santa 
Ana. 
Brother 
Elmore 
H. 
Bancroit, San Mateo. Sisters Mrs. 
Marion 
Cutler, 
Santa 
Rosa 
and 
Mrs. Laura Dunsmore, New York. 
3 Grandchildren. A native of Mil- 
waukee, Wisconsin, Mrs. Bruce re- 
sided In Calif. 51 years, the past IB 
years in Oranae County, where she 
was a member of the First Con- 
gregational 
Church of Santa 
Ana. 
Services 
to 
be 
held 
Wednesday, 
June 6, 1973 at 3:00 p.m 
at Wav- 
•rly 
Church, 
1700 
E. 
Falrhaven 
Ave., 
Santa 
Ana. 
Officiant 
The 
Rev. Lester Smith and The Rev. 
Fred Nledrlnqhaus. 
I n t e r m e n t 
Fairhaven Memorial Park. Direct- 
ed 
bv 
BLOWER 
BROS. 
MOR- 
TUARY. Friends may call at the 
mortuary 
Monday 
and 
Tuesday, 


__2:00-4:00 and 7:00_-9:00 P.M. 


DAVID 
A. 
GREGSON 


GREGSON, DAVID A., 76, of 1800 W. 
Culver, Orange, passed away June 
1, 1973. Survived 
by 
Wife 
Marv 
Gregson. Son John C. Gregson, Or- 
ange. Daughters: Mrs. Lilly How- 
ell, 
Mrs. 
Mary 
Vandever, 
Mrs. 
Sally Slovall and Mrs. Margie Ca- 
ter, all of Dallas, Texas, Mrs. Ann 
Park, 
Monrovia; 
Mrs. 
Ola 
Hud- 
speth, Santa Ana and Mrs. Kath- 
ryn Soper, Arcadia. 22 Grandchil- 
dren; 
3 
great 
grandchildren. 
A 
native of 
Gainsvllle, 
Texas, 
Mr. 
Gregson resided in Calif, the past 
4 years. Interment - Dallas, Texas. 
Directed by BLOWER BROS MOR- 
TUAR Y. 


E A R L W. 
P E E R 


PEER, 
EARL 
W„ 68, of 
1401 W. 
King St., Santa Ana passed awav 
June 2, 1973. Survived by his wife 
Bonnie of the home, Daughter Bev- 
erly Hendrick, Vancouver, Wash., 
2 Grandchildren, 
Brother 
Orville 
Peer of Moor Park, Calif., Aunts, 
Bessie Lyons, Santa Ana, Madge 
Lee of Fairfield, III., one Nephew 
and many Nieces. Funeral services 
will be conducted Monday, June 4, 
2:00 
P M„ 
at 
Brown 
Colonial 
Chapel with Rev. Frank Scott offi- 
ciating. Interment will be at Falr- 
haven Memorial Park, Santa Ana. 
Directed 
by 
BROWN 
COLONIAL 
MORTUARY, Santa Ana. 
__ 


MARY 
N. 
M L YARD 


HILYARD, 
MARY 
N., 87, of 
1328 
Durant, 
Santa 
Ana 
passed 
awav 
June 
21st. 
Survived 
by 
nieces: 
Eleanor 
Cherry, 
San 
Clemente. 
Belbie 
Edmunson, 
Pacific 
Pali- 
sades and 
Helen Alfred, Yarnell, 
Ariz. Miss Hilvard was a 68 year 
resident of Santa Ana, she worked 
for the Orange County Assessor's 
Office for 50 years. She was one of 
the first women to work in the late 
J a m e s 
Sleeper's 
office when 
he 
was 
the 
assessor. 
A 
longtime 
member 
of 
the 
First 
Christian 
Church; Business and Professional 
Women's 
Club and 
the 
Rebekah 
Lodge. Services to be held Wed. at 
10:00 
a.m. 
at 
Smith 
& 
Tuthlll 
Chapel 
Officiant Rev. John 
Par- 
ish. Interment Fairhaven 
Memori- 
al 
Park. 
Directed 
bv SMITH 
& 


. TUTHILL MORTUARY. 


Clara 
Newland 
isenor 


1SENOR, CIARA NEWLAND, 95. of 
2331 N. Hathaway, Santa Ana pas- 
sed away June 2nd. Survived 
bv 
sons: Albert P. of Ventura; Wil- 
liam 
N. 
of 
Nevada 
City, 
Calif, 
daughters: 
Juaslta 
D. 
Isenor 
or 
the home and Mrs. Ethel Hadley, 
Upland, 
Calif, 
and 
Mrs. 
Clarice 1 
Flippen, Santa 
Ana 
Mrs. 
Isenor 
w a s a 90 vear resident of Santa 
Ana and Orange county. Her late 
father W.T. Newland founded the 
city 
of 
Huntington 
Beach. 
The 
Newland Family home still stands 
as 
a 
land 
mark 
In 
Huntington 
Beach. Her 
late husband 
farmed 
extensive acreage near ' t h e Moul- 
ton 
ranch 
also 
in 
Huntington 
Beach 
and 
Fountain 
Valley. 
She 
attended 
Tustln 
Schools. 
Family 
reguests that flowers be omitted. 
She 
leaves 
7 
grandchildren; 
13 
great 
grandchildren 
and 
6 great 
great grandchildren. Private serv- 
ices to be held Tuesday at 11.00 
a.m. at Fairhaven Memorial Park. 
Interment 
Fairhaven. Directed bv 


__SMITH & TUTHILL. MORTUARY. 


Franklin Price Oliver II 


OLIVER 
II, FRANKLIN PRICE, 7, 
of 2309 E. Collins, Orange passed 
away June 2, 1973. Survived by tho 
mother, Mrs. Lorraine M. Oliver, 
Oranae, 
Father, Mr. Franklin 
P. 
Oliver, 
Idaho, 
Brother, 
Michael, 
sister Pamela; Grandparents; Mr. 
& Mrs. 
Emll 
Wallender, 
Wiscon- 
sin; Mr. and Mrs. 
Loyd 
Combs, 
Orange. Franky was a student at 
Handy school in Orange. Visitation 
will bo Monday from 9:00 a m. to 
9:00 p.m. at the Donegan Funeral 
Home in Orange. Private services 
will be held in Fon du Lac, Wis- 
consin. 
Directed 
by 
DONEGAN 
FUNERAL 
HOME, 
ORANGE. 
In 
lieu of flowers donations may be 
made to the "Roof Garden Fund'.' 
at tho Chlldrens Hospital of Or- 


__ange County. 
: 
. 


ROGER F. WILLIAMS 


WILLIAMS, ROGER 
F., 55, 1711 S. 
Dalles 
Drive, 
Anaheim, 
passed 
away 
June 
2, 1973. Survived 
by 
his wife Mariory of the same ad- 
dress. 
Daughters — Mrs. 
Pamela 
Nichols 
of 
West 
Lake 
Village, 
Calif., Mrs. Susan Cox of 
Garden 
Grove. 
Mother 
— 
Mrs. 
Velma 
Rhoden 
of 
El 
Paso, 
Texas, 
2 


• grandsons 
— 
James 
and 
John 
Cox. Service time 10:30 a.m., June 
4, 1973. To be held at La 
Palma 
Chanel. Directed by BACKS-KAUL- 
BARS 
MORTUARY. 
Has 
been 
a 
resident of the Anaheim area 
for 
15 
years, 
7 
of 
those 
years 
as 


. owner 
o( 
T.M.D. 
Electrical 
Co. 


MARIE R. BEISEL 


BEISEL, 
MARIE 
R„ 
87, of 
11725 
Sunset Blvd., Los Angeles passed 
away 
May 30, 1973. Survived 
by 
4 sons; 
Philip 
K. Beisel of Clare- 
mont, Ca. Edwin N. Beisel of Po- 
mona, 
Alan 
R. 
Beisel 
of 
Costa 
Mesa, 
and 
C. 
Gordon 
Beisel 
of 
Ontario, Co. 4 grandchildren 
and 


3 great 
qrandchlldren. 
Graveside 
services will be conducted by Her- 
mosa Chapter, O.E.S., on Tuesday 
June 5, at 
10:30 a.m. 
Fairhaven 
Memorial Park Cemetery. 


FRANK T. EUGLEY 


EUGLEY, 
FRANK 
T., of 4317 W. 
McFadden 
Avenue, 
Santa 
Ana, 
Survived 
by 
Wife, 
Rose; 
son 
Frank; 
3 daughters. 
Rose 
Marie 
Fox; 
Dorothy 
Capizzi 
and 
Mary 
Lou Rolland, 
14 grandchildren; 
1 
great qrandchlld, 1 brother Fred, 2 
sisters Eva Cole and Evelyn Whit- 
ney. 
Rosary 
Sunday 
8:30 
P.M. 
Peek 
Family 
Colonial 
Funeral 
H o m e . 
Requiem 
Mass 
Mon- 
day 8 AM St Barbara's 
Catholic 
Church 
Santa 
Ana, 
Directed 
by 
PEEK 
FAMILY 
COLONIAL 
FU- 


NERAL HOME. 
„ 


GEORGE M. RICE 


RICE, GEORGE M, Loving father of 
Mrs. 
John 
J. 
McCarren 
& Mrs. 
Rosella Tucknott, also 3 grandchil- 
dren 
& 
7 
great 
grandchildren. 
Service time Graveside Monday 10 
AM. To be held at 
Westminster 
Memorial Park., CALLEMAN MIS- 
SION MORTUARY Directors 


RUBY E. CROOKE 


CROOKE, RUBY E., 66, of 310 D. 
Ave. Castilla, Laguna Hills, passed 
away June 2nd. Survived by her 
brother, Charles Braswell of Santa 
Ana & a niece, Helen Miller of 
Santa Ana and a host of friends. 
Mrs. Crooke was the 
purchasing 
agent for the city of Santa Ana for 
30 years. She was a member of 
the 
Costa 
Mesa • Women's 
Club. 
Service time 2:00 p.m. 
Tuesday, 
Jun* 5th. to he held -it tho WINRI- 
GLER 
FAMILY 
M O R T U A R Y 
CHAPEL. 
Officiant will be 
Rev. 
Donald 
Jansma 
of the 
Parkview 
Reformed Church. Private entomb- 
ment will be In The Abbey. 


FUNERAL DIRECTORS 
2 


a^mmm^mmmmmm^mmtmmm 


Blower Bros. Mortuary 


2525 N. Main 
Santa Ana 


4 Blocks South of Fasnlon Square 


PHONE 543-8293 


— 
• 
— 


Pacific View 


Memorial Park 


• C E M E T E R Y 
•MORTUARY 
• UNDERTAKING 


3500 Pacific View Drive 
Newport Beach 
CHAPEL PHONE (714) 644-2700 
MAC D0UGALL 


FAMILY MORTUARY 
„ 


161.0, E__Flrst St 
..17141.J43-9351 


CEMETERY, CRYPTS, LOTS 
4 


WESTMINSTER 


MEMORIAL PARK 
CEMETERY MORTUARY 
& FLOWER SHOP 


5FRVING THE 
COMMUNITY 
FOR OVER HALF CENTURY 
14801 Bench Blvd., Westminster 


893-2421 
531-1725 


FOR RESULTS 


USE REGISTER 


CLASSIFIED 


Cemetery Crypts & lots 
4 


(CONTINUED) 


fiARB&Rn-VstniM 


care, $250 each, 527-6520. 
_ _ _ _ _ 
¿-LOTS. 
Pacific 
View 
Memorial 


_ Park. Call eves. 532-2712. 
SINGLE 
plot 
for 
sale 
In 
Melrose 
Abbev (213) 589-9368. 


SPECIAL 
NOTICES 


REVIVE 
your 
sales 
and 
business 
zinq. Don't allow your problems to 
remain half solved. We can help. 
Let us show you during our open 
house-meeting June 5 ,1973, 7 p.m. 
at 2905 Red Hill at Bristol, Kehoe 
Enterprises (714) 979-2X83 


HEALTH AIDS 


* 
JAPANESE 


Massage, Sauna Steam Bath 
3414 W. Ball, Anah. A&M Shopping 
Center, 828-1210. 10 AM to 1 PM 
HOW SWEET THEY ARE 


MISS M A R Y & HER 


ALL FEMALE STAFF 


641 S. Manchester. Anaheim 


635-9893 


OPEN 'TIL 4 A.M. 


LUCILE'S 
FINISH 
ONE 
massage. 
At It's best. Open 
24 hrs. 
10455 
Hole Ave. (off Tyler). 
Riverside, 
Caltf.637:85_00. 


JAPANESE PHYSIO MASSAGE 


Ladles & Gentlemen 
Masseur & Masseuse 
1063 N. Harbor, Anaheim 
H q u s e K W 
6 Days 635-6999 


"•MASSAGE* 


• 
Full body massage bv full bodv 
olrls. •WATERBEDS 


• Private rooms 


• 
200 deg. walk-In sauna, free 


• 
See why we'll be number 1 In 
Oranae County. 
. ' . . 
_ 


THE "WRIGHT" PLACE 
2192 Dupont, Suite 
113, Irvine 
(200 yds. behind Airporter Inn) 
Mondav-Saturday 10 am - 4 a m 


Sundav 6 PM to ? 
^ 
, 
Mstr. Chq., B of A - Per», checks 


833-2100 


* 
M A S S A G E * ' 


0 
BEAUTIFUL GIRLS 


• 
PRIVATE ROOA^S 


• 
SATISFIED CUSTOMERS 


Blvd.. Hto. Sgff" 
1 


* 
M A S S A G E * 


YOU'LL LOVE IT 
_ 
ORANGE SAUNA MASSAGE 
1744 W. Chapman 
_ 
Orang« 
10 AM TO MIDNIGHT 
997-0980 
(Behind Winchell's Donuts) 
BankAmericard & Master Charge 


^ J A P A N E S E * 


MASSAGE 


MANY MASSEUSES 


OPEtj'lO-7" U N C 0 L N ' 
A Ä 3 5 M 9 8 5 0 


NOW OPEN'TIL 2 A M 


ANAHEIM MASSAGE & THERAPY 


2100 W. Ball Road, Anaheim 
IB a.m. to 2 a.m. 
774-0720 


BankAmericard 
& Master 
Char98 
" 
OPEN 24 HRS. 7 DAYS 
SWEDISH SALON 


* 
FULL B O D Y * 


MASSAGE 


CIRCUS M A X I M U S 


• 
Find out why we're No. 1 


• 
Youna Coeds 


• 
Private Rooms 


• 
Personal Attention 


• 
Whirlpool sauna, elc. 


870-0401 


1945 SUNNYCREST DR. 
OFF HARBOR IN FULLERTON 


NOON 'TIL 4 A.M. 


• PAM, 
DEBBIE, MARY, 
ROSE, 
PHYLLIS, LINDA 8. MARY JANE 
are now at the 


Oriental Sauna 
533-9251 


401A W. KBtella, 1 blk. E. of Harbor 
Anaheim, now open 7 days 
' 
GIVE YOUR 
BODY 
A BIRTHDAY AT 
KATELLA MASSAGE 


1829 W. Katella 
,, 
.Anaheim 


West of Euclid, Northslde of St. 


* J > 3 3 - 2 8 2 1 _ * 


' 
OPEN 24 HOURS — 7 DAYS 
POMONA VALLEY SALON 
1567 ORANGE GROVE, POMONA 
(714) 625-9311 


MARVELOUS 
MASSAGE 


MEN & WOMEN 
Come to Sandy In Fullerton 
SANDY'S MASSAGE SAUNA 
710 W Commonwealth, 
FULL. 
525-9358 


Open Mon. thru Sat. 10 am. to 2 am 
O p e n S u n . l _A.M.Jo 11 P.M. 


YOU'LL LOVE IT! 


UNIVERSAL SPA 


Puts vou all together, aroovy ouv. 
The flip-trio In town for Dhvsicol 
fantasies. Tb« Roman, treatment — 
the full treatment. PLUS cool re- 
freshments. 
$5 DISCOUNT 


Wi'h 
"his Ad 
6 days - 10 to 12 midnight 
Phone the hot line 
(213) 421-3725 


5465 E, Carson, 
Near Belfflower Blvd. 
Long Beach 
MASSAGE 


By SUE, CHRIS, BILLIE, GWEN 
Spartan Suana Bath 
WARM OILS-HOT TOWELS 
1771 W. La Palma 
533-9445 


* 
GIRLS GALORE 
* 
COME IN FOR MORE 
ATTRACTIVE GIRLS 


Open 24 hours 
Rene's Massage 
535:9263 


122 W. Winston Rd. 
Anaheim . 
1 Blk. 5._of_Ball_Rd._off Anah. Bl. 


OLYMPIAD 


MASSAGE and SAUNA 
"Business Man's Special" 
is (10 AM to 5 PM) 
Major Credit Cards Accepted 
13053 Chapman Avenue 
Garden Grove 
638-5420 


Nr. Disneyland, Convention Ctr. S, 
Anaheim Stadium. 
Ladles 
invited. 


SOUL MASSAGE 


Massage-whirlpool-sauna 
10 a.m. to 9 p.m. Mon-Fri. 
Santa Ana Freeway, Florence 
Offramp, 10913 Orr & Day Rd. 
Sante Fe Springs, 86IM637 
RUBY'S 
Salon, 
relaxing, 
massage, 
beautiful atmosphere, 
pvt 
room,« 
2669 W. Lincoln, Anah. 826-4457. 


HEY GUYS!! 
THE TIME IS RIGHT 
YOU'RE UPTIGHT 
GET A MASSAGE 
• 
TONIGHT 
• 
• 
SADDLEBACK SAUNA 
• 


3417 E. CHAPMAN 


ORANGE 
_ 
439-8111 


IN SANTA ANA 
COFFEE WITH JOSIE 8 A.M. 
Lovely ladies, w-LOVING hands 
ELITE SAUNA MASSAGE 
1400.W. McFadden, S.A. 
540-8195 


" SENSITIVITY BATH 


Try our 15 min. surpriseil 
OPEN 24 HRS. 


XTC INC. 
2626 Newport Blvd. 
Costa Mesa 


CALL 645-0860 


" " • ' C O M E SPLASH A LITTLE 
» 
TRY OUR 
"WIKI-WIKI" 
TO FEEL A LITTLE NIPPY AT— 
SADDLEBACK SAUNA 
3417 E 
Chapman Ave. 
Org. 


639-6021 


A trip vbu'll never forget 
OLYMPUS 


2930 W. Coast Hwy. 
* 
NEWPORT BEACH 
* 
Noon to 4 A M everyday 
645-7501 


WALK IN WHIRLPOOL & SAUNA 
TRY OUR BEAUT. NEW 
FULL BODY MASSAGE 


YOU'I.L BE GLAD YOU ..DID 


PERSONALS 


• 
PREGNANT? 
TROUBLED? 
WE CARE - WE'LL HELP 
Call Ufellns 24 Hrs. S41-5522 


PERSONALS 
7 


(CONTINUED) 


B U s r M a n seeks" attr. soc"~adFpfTady 
35+ 
to assist In opening self Im- 
provement center. Shire in profit. 
__4Ar^Kont_547-8M8 _ _ _ _ _ _ _ _ _ 


DIVORCE 


WITH OUT AN ATTORNEY 
CALIF. DIVORCE COUNCIL 
ANAHEIM, 533-7740 
RIVERSIDE, 682-9724 


AUTO INSURANCE HIGH? 
SR2"2 
CANCELLED 
CALLJudy 
537-8780 
• WANT CREDIT CARDS?" 
All yours with NEW CREDIT! 
No Investigation, free details 
Eden Box 866, Wmstr.. Calif. 


•jirLearn Self Hypnosis-^r 


DISCOVER YOUR POSITIVE 
SIDE 
Anaheim 533.7150 ___Tustin 544-5555 


GAY SWITCHBOARD 
HOTLINE 
(714) 642-4253 
or 
833-0238 


LAS VEGAS CASINO 
BONUS 


MORE FUN_LIKE_FREE 
831-2020 


WANTED 
up 
& coming 
comedian 
seeklnq 
audience 
Orange 
County 
Organization. Installation 
moderate 


fee. 540-1908. 


CULTURED 
widower 
57, 5-7 seek» 
• attractive lady 45-55 sincere. 


BOX O 906, The Register, S.A. 


SHARE apt. or house. Call 
HOME 
PARTNER, 
Lie. 83WJ9_4,_543;14_79. 


• T R U T H ABOUT HYPNOSIS" 
Lecture-demo. Evry Wed & Frl nles 
8 pm S2 donation 
Brina 
friend. 
Colter Institute of Hypnosis 
2131 W. Ball Rd. Anah. 
533-6110 


i c PALM CARD READER 


BRING THIS AD FOR REDUCTION 
JA 7-3406. 10831 Beach, Stanton 


DIVORCE 


• • S A V E MONEY & TIME 
PER-- 
SONAL SERVICE. RICHARD HIS- 
ER. 538-6804 


WIDOW 
with 
Soc. 
Sec. wishes 
to 
meet gentleman 70+ 5'8" up. Mar- 
riage minded - give phone please. 
Box P 906,_The ^eoister,_S.A^ 


GENTLEMAN driving Cad. So. rout« 
to east 
coast.. Will take 
1 
lady 
rider. 523-8468. 
; 


LOSE WEiGHT SrAFELY 


DAILY 
results under medical JU- 
pervislon. 
No contracts/ pay as you go 
547-6329, for your nearest 


OMEGA CLINIC 


VACANT GOVT. HOMES. 
Call. J. at Satelljte Mtfl. 


LO DN. 
537-8780 


RECENTLY 
Dlv. cent to meet sin- 
cere slim,_attrdC. gal, 82M791. 
SPEND vour leisure time at 
THE 
P A R T Y 
HOUSE. 
Adult 
books 
store, 
8751 
G.G. 
Blvd., 
between 
Beach_and Magnolia, G.G. 
_ 
GUYS not datlna the right girls call 


Katy, 835-0489. 


LEGAL WEDDINGS, No license I? 


living together, (213) 437-3333. 
ATTRACTIVE 
secretary 
to 
meet 
professional-business man over 50. 
Companionship, etc. Write To Box 
, F, 903, The Register, S.A. 


FAMILY FOUNDATION 


Personal & Marital problems 
Analyst-Dr. Marlneau 
D.D. 
Phone 
for appt. 636-5060. 


^ D I V O R C E & 
BANKRUPTCY 


COMPLETE SERVICES 
$45. 


LEGAL SECRETARIAL SERVICES 


995-6172 
or 
828-7012 


MAN 55 (In wheel chair) wants to 


_. meet gal any age 646-3360. 
COWBOY 40 seeks attr. horsewoman 
25-40 
who 
enioys 
dress 
western. 
BOX W 905, The Register. S.A. 
PSYCHIC DEMO 


KEBRINA KINKADE 


• .Thurs. -. June 7 - 8 PM 
AT PSYNET1CS FOUNDATION 
1212 E. Lincoln. Ana. 533-2311 
_ _ _ P U B L I C INVITED 


H E A R N I N G exchange something 
new. 
P.O 
Box 
10603 Santa 
Ana 


92711 


DIVORCE: "How to do vour own," 
_with forms needed. S15. 535-8085. 
WEDDINGS - short notice, In home 


or chapel. S25. (7i4) 535-8085. 


• INVESTIGATIONS - LIE TESTS 


Evan Jones_25662 Vesuvia 
837-6181 


PRIVATE 
INVESTOR' must buy" 6 
homes 
In 
Oraneg 
County 
before 
June_16. W i l l j a y j o p SS 879-0063. 
EARN 
full 
books 
of 
Blue 
Chip 
stamps for names of slnqle men & 
women 40-65. ATH Co. 534-4622 
_ 
BACHELOR of 7 years, 48, writer. 
5'7'/2, 150 lbs, neither swinger nor 
bore. Disposition 8> appearance not 
unpleasant. 
Remaining 
vrs 
w-out 
female companionship not appeal- 
Ing. Call 543-4857. a ft 6 


ATT. woman 47 5'3, 110 like to meet 
man 
UP to 58. Write 
P.O. 
Box 


H-905. The Register, S.A. 


SINGLES over 40 no longer forgotten 
aqe group. Dancers, campers, so- 
cializes, etc. You name it, we do 
it. Sponsored b vthe Comm. Serv- 
ices Office, S.A. College. Call aft. 
3 p.m. Josephine Castleman, 635- 
3779 or Helene' York. 826-9276 


BUS. 
man 
seeks 
attr. 
soc. 
adept 
ladv 35 + to assist In opening self 
improvement center. Share In prof- 
It. Mr._Kent 54718928_i 


TALENT 
wanted 
for a 
new 
radio 
show. Top country, rock, folk & ? 
213-430-9292, 714-830-8442. 
•WANTED® 


Overweight Ladies 


FOR 
weight 
reducing 
pro- 
a r a m 
to estaollsh 
statistics 
for rapid 
permanent 
weight 
loss 
conducted 
by 
qualified 
physical culturlsts. Must 
be 
minimum 20 lbs. overweight, 
have transportation 
and 
not 
curentlv under doctor's care. 
All 
inquiries completely con- 
fidential. 
Ask For Miss Willis 


537-5414 


LET'S GO TO LAS VEGAS 


FABULOUS UNION PLAZA 
UP AND BACK FUN TRIPS 
Generous bonus package. Frequent 
schedules 
or 
special 
qrouos. 
In- 
formatlon call 979-6560 or 530-1287. 
DARLING, our 
affair is over, 
I'm 
leaving. 
Left 
taped 
message 
at 
545-6315. 


LOVE 
5YLVIA 


* 
BANKRUPTCY 


Join Thousands. 
Do It Yourself 


Gel out of Debt. Stop Suits 
Keep car, home, furniture, etc. 
FREE INFO., Call Mr. Morgan 


SOCIAL CLUBS 
8 


•SWINGING singles & couples, meet 
at The Marquis. 1203 W. Lincoln, 
Anah._956_-3090. 
SINGLE-DIVORC ED-WIDOWED 
5 Compatible dates, S15. 


THRIFT DATE 
543-1382; 24 hr« 


"PARTNER 
INTRO'S" 
Sincere Service - Low Fee 


836-1271 
OR 
548-1479 


Alone? meet sngl. adits' all ages 
Orange Lountv Social Club 


Free Literature 
6334231 


DATE 
Introductions 
approximately 


$3 ea. 547-6667 24 hr. rec. 
Institute of Scientific Res. 


YOUNG COUPLES 18-35 + 


(no membership required) 
ALL NITE PARTY FRI. 5-251 
Parties or meet cpl. to cpl. 
Call Leah 
M8-151J, 2 to 9 PM 


* 
F0T0 DATING 
* 


LARGEST & MOST RELIABLE 
THE ONLY ONE OF ITS KIND 
Date bv CHOICE not CHANCE 
As Seen on TV 
NO CONTRACT 
Call 24 hr. recording 
835-2220 


SADDLEBACK DATING SINGLES 


Call 835-0489; 530-8644 
Free Brochure P.O. Box 1805 S.A. 


SWINGING COUPLES 


WIDE WORLD_ 
(714) 821^117 


PERSONAL INTRODUCTIONS to re- 
fined ladles & gentlemen. 
Ladies 
enrolled free. Open 7 days a week 
from 10 am to 2 am. Ph. 533-2370. 


SWINGING COUPLES 


F p U R S E A S O N S 
995-6223 


t h e r e is one reason why DISCOV- 
ERY is the largest 


QUALITY 


(7H) B35-6885 
_ 
(213 ) 387-3393 


LOST AND FOUND 
9 


FOUND: 2 vr. old fcm. Calico cat. 


Very affectionate. 528-4978. 
REWARD, 
LOST 
BOXER, 
rem", 
fawn,_541-0280, 541-0842,_772-5057. 
LOST, 
Reward. 
Germ. 
Shep. 
pup 
fcm., Brookhurst & Hth St., S.A. 
Stitches In paws. (213) 943-6669. 
COST 5-25, 2 dogs - fern., blk & wht. 
Mix terrier; male - shaggy blond 
w hair cut. Vic. Tustln 8. Katella. 
633-7106_ or_532-3778. 


COST, 
med. 
size, 
ml. 
defq, 
mixed 
Terrier, 
lonq 
hair, 
while 
body, 
Plume tall, 547-2071 aft 5. 
LOST, fern, Irish setter, 7 yrs. old, 
_ reward, please call aft 6, 524-0742. 
LOST-521 
Oranqethorpe 
& 
Beach 
Blvd., Irg. German Shepherd, 1 vr. 
male, blk w-llte qold-brown marks 
Blk collar, lie. 088409. Needs imm. 
medical attn. Very friendly, "Pax," 
reward offered, no 
q u e s t i o n s 


asked, 522-8734. 


LOST, 
sm 
fem. 
Siamese, 
8th 
St. 


Hunt. Beach,_ 536-8953, or_547-8873 
LOST, May 26, male, brown Chihua- 
hua black nose, rulf vie Euclid & 
Trask, G.G. reward 537-1290. aft._5. 
LOST, fe Irish setter, I'/a vrs old, 8< 
blk & tan male Germ Shep pup, 
5V2_mos._reward,_533;4637.. 
FOUND, MALE BLOND AFGHAN 
638-4262 


LOST - 4 mo. old beige puppy 
w 
blue 
collar, 
mostly 
cocker, 
vie. 
East 8, Ball, Anah. Reward. 776- 
4122 aiL.5 or_538-6274 


FOUND - fem. Spaniel reddish brn 
wht., recent mother. 826-8232. 


LOST A N D FOUND 
9 


(CONTINUED) 


LOST 5-29, Steel grey Arabian Geld- 
ing 
wearing 
full saddle 
& 
tack, 
15'/2 
hands 
high, 
Scenic 
traits. 
Chapman 
area. Org. Co. 
reward, 
832-7030 _or_ 557-4666, very 
anxious. 
FOUND sm. dog. Harbor & Garden 
Grove Bl. area. Describe. 532-4536. 
LOST, ml. Beagle, vie SpringdiTe & 


Wmstn_Bldg., reward,J97-2i77. 
FOUND young "male, ginger colored 
dog, 
w-flea 
collar, 
Yorba 
Linda 


_area,_ 993-5128 
_ 


LOST, dog, black, mixed span w-red 
collar answ to " E a s y Breeze" 638- 


_3294_ 
LOST, 1 Samoyed puppy, 12 wks old, 


vie. Harbor-North St., 776-8591. 
FOUND, ml. Germ, shep. 833-2191, 


675-7739 


FOUND gd natured F. pt collie dog 
hsbrkn. Owner claim or free to qd 
home._531-5614. 


COST 
3 wks. 
Blond 
fem. 
Afghan 
"Missy" 
I yr. 
Dale 8. 
Crescent, 
_B.PJ_$75_reward_523-8106, 
Barbara. 
LOST reddish 
brn. dog nr. 
Nancy 
Leo SL, Westm. Hannibal, 892-5800^ 
"POUND Frl. nlte Larwln sq. Tu'stin 
Bassett hound fem. your.q, tan & 
_ wht._544-7892 eves_774-2670 days _ _ 
LOST, White Germ. Shep. 70 lbs, 7 
vrs 
old, 
vie. 
Hammon-Wmstr, 


f e m . ^ a w o i l i 894-4637 


LOST "sm. blk. 8, white fem. Cocka- 
poo. Vic. of La Veta & Main. An- 
swers to "Curly". Reward. 639-0186 


Schools & Instruction 
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EARN BIG PAY 


CTA's Truck Driver Schools 


Only School Recommended Bv 
California Trucking Assn. 
Tuition Ind. physical $595 
Call (213) 722-711» day or mght 
5801 E. Washington Bl.. L.A. 90040 


LEARN 


SPEEDWRITING 


SHORTHAND 


IN AS LITTLE AS 
6 WEEKS 


THE only school In Orange County 
authorized 
to 
teach 
speedwritina 
shorthand. 


•EXECUTIVE SEC. 
•SECRETARIAL RECEPT. 
•COMPLETE STEN0 
•BOOKKEEPING 


PREE Placement Assistance 
In a HURRY? Prepare For 
THAT GOOD JOB NOW 


TUITION BUDGET PLAN 
AVAILABLE 


BUSINESS 
INSTITUTE 


OF ORANGE COUNTY 


1580 E. Edlnger, Suite Q 


SANTA A N A 
Call 543-8721 


(Since 1923) 


L.A. SCHOOL OF MASSAGE 


SANTA ANA • 540-6936 


Low cost day & eve, classes 


ENROLL 
now, 
limited 
enrollment. 


Short & rea. course. Garden Grove 
_School of Modeling. 638-4171. 


TRAIN FOR CLASS I ' 


BY RYDER 


DIESEL-TRACTOR-Trailer 
Driver 
TRAINING BY RYDER 
SHORT home study followed by on 
the rig experience. 
Approved 
for 
veterans education. For local infor- 
mation call: (714 ) 956-7760. 


Ryder Technical Institute 
P.O. Box 2211, M'ssion Vielo, Calif. 
92675. Home office. Atlanta, Ga. .. 
BUY — Sell" homes, no down now in 
FORECLOSURE,_s?e_c!ass no. 99 
"LEARN 
COMPUTER 


•^SERVICING • 
•^•TROUBLE SHOOTING 
•^PROGRAMMING 


DAY OR EVENINGS 


FREE 


BROCHURE 


Approved for Veterans 
PHONE OR WRITE 
635-0092 


C0NR0L DATA 
INSTITUTE 


1780 W. Lincoln 
Anaheim 


LEARN 


KEYPUNCH 


CLASSES STARTING 
EVERY M O N D A Y 


Call 


635-0092 


CONTROL DATA 
INSTITUTE 


1780 W. Lincoln 
Anaheim 
THERE IS A 
DEMAND 
FOR PROFESSIONAL 


HELICOPTER PILOTS 


& FIXED WING PILOTS 
VETERANS 


^ G o v ' t pays 90 of course 
* G I Benefits up to $8,536 
NON-VETS 


Gov't loans available (FISL) 


• 
GOOD SALARY-GOOD 
FUTURE 
PHONE 
FOR 
APPOINTMENT 


NO OBLIGATION 


545-0197 
SANTANA HELICOPTER 


RED HILL & PAULARINO 


ORANGE_COUNTY_AIRPORT 


SUMMER SCHOOL 
For students worklnq below grade 
level, 1st thru 9th. June 25th to 
Auo 3rd. Transportation. 


RADCLIFFE HALL 
121 S. Citron, Anaheim 


635-7892 
S U M M E R 
SCHOOL 
STARTS 
June 


25th Enroll now in Orange Coun- 
ty's finest. Small classes, Individu- 
al attention. Transportation. 


FAIRMONT PRIVATE SCHOOL 


1557 W. Mable, Anaheim 


774-1052 


• 
AIRLINE SCHOOLS PACIFIC 
• 
543-6596 
543-6655 
610 E. 17th 
Santa 
Ana 


FREE 


REAL ESTATE SCHOOL. 
Complete 
slate license, 4 or 8 weeks acceler- 
ated course. Limited 
to 20 quali- 
fied applicants. 638-9995. 


II DIESEL" 


A better lob with higher pay. Tr-sin 
now 
to 
be 
a 
Diesel 
technician. 
Classes 
now 
forming 
to 
prepare 
vou 
for 
this 
hiqh 
demand, 
high 
paying field. Classes include 25 in- 
struction. 75 enqine tear down & 
assembly. 
Call 
633-8383, 
dav 
or 
night 
or 
write 
to 
CAL-DIESEL 
MECHANICS SCHOOL, 625 W. Ka- 
tella. Oranae, Calif. 92667, 
FREE 
service 
station 
training 
for 
H.S. students & adults. Xlnt. 
iob 
opportunities. 
Norlh O.C. 
regional 
occupât, program. Anh. area. Call 
774-9283 


MTI BUSINESS COLLEGE 


• 
SECRETARIAL 
• 


• 
ACCOUNTING 
• 
• 
KEYPUNCH 
• 


Î 
BUSINESS SERVICE 


DIRECTORY 
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ACOUSTIC CEILING- 
• 
NEW 
ACOUSTICAL 
ceil, 
h 
re- 
palr5._Call Bob,_anytime 644-7183. _ 
OACOUSTIC "CEILINGS $25 U P » 
FREE .ESTIMATES 
CALL 532-2408 


SPRAY ON 
ACC0USTIC 
CEILING 


OLD CEILINGS MADE NEW 
10 Year 
Guarantee 
Free GIMter 
No Mess 


826-3260 


541-2673 


accoustic ceiling 
$20 EACH 12'xl2' 
M.P. DILGER 836,-6206 


ADDITIONS— 
"ADDITIONS, 
REMODELING"; 
AL- 
TERATIONS 8, repairs. Complete 
building 
service. 
Lie. contractors. 
Call 639-7576 for free estm. 
J.O. 
, Hammond Const. Co., Inc. 


ADDITIONS 2ND S T O R Y - 


BUILD OVER GARAGE OR HOME 
Do it yourself plan. Be your own 
contractor. Do all or part. Via g»t 
you started. Plans, Permits, & ar- 
range Low Cost Bank 
Finandnq. 


etc. Call 63B-8425 anytime 


ADD A Room, remod, reprs, Father 
& 
son 
team. 
Personal 
Super. 
_Qual. con5tr._Free est. 544-8998. 


ADDITIONS AT LOWEST COST ~ 
No sales comm. to pay because you 
deal 
direct 
with 
expert 
addition 
designers. With our plans you get 
low bids from working contractors. 
Save thousands 
CALL 
(714) 
638- 
8425 ANY J I M E . 
COMPLETE 
bldo 
se"fvlce7~a"dd"~a" 
room, remdllng, or repair Lie & 
bonded. 
Call 
for 
free 
estimate. 
533-3981. 


AIR CONDITIONING— 


AIR COND. 


INSTALLATION 8, SERVICE 
New const. - Existing or 
Remodels 
Day 8, Niflht equip. Lie. cont. Esti- 
mates at your convenience. 
BILL MEARS HEATING 
<45-8980 
540-2585 
After 5:30 


A L T E R A T I O N S - 
_ 


A L T E R A t l O N S , 
RESTYLING", 
DRESSMAKING. GD REFS. 547-3i985l 


APPLIANCEREPAIRS— 
REPAIR all malor a p pTl a n c i s. 
Wshrs, dryers, reflrg, stoves, air 
cond. 547-5636. 


ARTS & C R A F T S - 
FREE 
Lance Artist specializing! in 
commercial. 
Also 
oil 
paintings 
from vour favorite snapshot, 636- 


_4808.j 
' 


PORTRAITS 
IN 
OTL painted 
from 
photo. 12x16 canvas »30. 642-1406. 


AUTO REPAIR 
- 


, _ 
AUTO DOCTORS 
_ WE MAKE HOUSE CALLS" 
Tuning, 
serving, 
minor 
repairs 
Anywhere 
in Orange County. 
Or. 
_Bill, 633-4837; Dr. John 541-4715. 
BATHROOM— 
MODERNIZE tub & shwr. walls w- 
waterproof marlite. Installation bv 
lie, contractor, 995-5019. 


BOOKKEEPING serv. available for 
small 
businesses, 
Including 
P8.L, 
payroll 
reports 
and 
tax. 
Experi- 
enced, reliable. 842-5495. 
. 


BRICK 
W O R K - 


BLOCK & CEMENT WORK, F R E E 


ESTM. CALL GEORGE 772-9604 
BRICK 
Veneers, 
slump 
5 
block 
fences, frplc., concrete wk. 963-1B55. - 


C A R P E N T R Y - 
ALL; TYPES of carpenter work. Sm. 


lobs, tile & paint. 546-681B. 
A-l CARPENTER. Let Georoe Do It. 
No lob too small.. 
531-0222 


HARVEY'S Carpenter Shop, Carpen- 
_ t r y > _ C a b l n e t s _ 
539^2327 


F RAM IMG, 
Carpentry, 
elec 
block 


work, lowest prlces,_847-8450 


ALLOTYPES OF CARPENTRY 


VVORK_ 
Low 
Rates_527-2796 
• 


G1 SLID'ING dr., windows, paneling, 


trim. A-l, 776-2345. 


ANY Carpentry 
— Cabinet - pan'l 
remdl. Do own work, 35 yr. exp. 
963-5967 


CARPET CLEANING— 


• 
SUZUKI 
Cpt"~3< Upholstery 
clnr, 
no gimmicks, reliable, finest qual, 
w-reas. prices, steam cln also, 10 
vrs exper. 530-8010 anytime. 
QUAL, cpl clng., avo. Nv r>n. & hall 


S10. Ea. add 
r m „ SS. 839-1255. 
CPT. Cinq. avg. Ilv rm, S10, add rm, 
_S4._ office clng. 532-5403. 
ARMSTRONG cleans "L.R. + hall S9. 


Bed. S4. Call 534-0095 bet. 7-9, 4-6. 
L8.R: Hse. 528 rm. 55. Steam house, 
$44.95, uphol, lie, guar, 535-0305. 


CARPET L A Y E R - 


LAYING, REPAIRS, MAKE OVER 
Call bet. 7 am-11 pm, 639-1814 
REPAIRS, 
relays, 
Installation 
vour 


cpf. or mine, whlse. 557-8652. 
CARPET specialist, small or large, 
laying & repairs, 531-8268. 


CEMENT W 0 R K - 
„ „ 
CONCRETE CONTRACTOR 


STATE 
Lie. 
532-1154 


CEMENT work 
residential or conv 
merlcal. 639-1192 aft. 4 p.m. 
BUTZER & JENSEN CONCRE+E 
Clean & Reliable Service 
JSJeve_893^I434_Brent_ 894-J68L 
^ W I N T E R RATES & E S T . * 
Patios Walks 
Drives 
836-6513 


I DO patios, walks, drives 200 sq. ft". 
599^ 772-7600. 557-4688. 
SAVE $ Patios 
Patio Covers - 
walks drlveways_(714) 633-4070. 
_ 
POURING & finishing, S65 per dav, 
S40 '/2 dav, set vour own forms & 
save money. Lie. 26 vrs. 835-3400. 


CONCRETE sawing, removlnq & re- 
place or just sawing 636-3391. 


PATIOS, drives & walks. 200 sq. ft. 
S99. Form, pour finish. 537-0589. 
CONCRETE 
DRIVEWAYS, 
PATIOS' 


CALL TOMMY HANSEN 956-3045 
PATIOS, Walks & Drives qual. work. 
Reas. prices. Free Est. Wayne 635-0251 
CUSTOM concrete 
- small 
or 
lge. 
Complete. Exterior decoration. Li- 
censed, 
bonded. 9 vrs. Org. 
Co. 
842-0755 - 642-4844. 


* 
PATIOS 
^ 


REASONABLE 
894-3533 


PERSONALIZED BLOCK 8. BRICK 


WORK 
CALL MIKE. 543-78&T1__ . 


• 
PATIOS 
walks 
driveways, 
patio 
covers, and 
lie. 531-2526, or 531- 
8962. 
• 
WALKS, DRIVES, PAflOS 
• 
CALL MARV 
635^0820 


• P A t l O 
SLABS; 
WALKS, 
DRIVES ETC CALL JERRY 635-6720 
Call -Armond 
after 
2:30 p.m. 
979- 


0046 quality 
cement 
work. 
Free 
Est. 


CERAMIC T I L E - 
CERAMIC t i l e , ba„ shower, kit. & 


floors. Reas. 
prices, 524-9377 


CERAMIC 8, Vinyl tile soec., entr. 
ways, kitchen, showers, «ree est. 


675-7378 


INSTAL. kit., baths, showers 8. en- 
tries,__Free_est. l-735-2038. reas. 
_ 
CERAMIC tile Instai., kltcheri, baths, 
showers, floors. 826-5798. 


CLEANING- 
You 
have 
dirt. 
We 
have 
cure. 


Miracle Maintenance. 
531-2030 


HOUSES, apts., firs., cpts., windows, 
walls, stoves,_oveji1_772-7968. 


CONCRETE 
- 


ALL "kinds "of masonry & concret» 
work, 540-0242. 


CONTRACTING- 


Get the most for your monevl 
Room 
addition, kitchens, 
etc. 


Lie. contractor, bonded, Ins. 
"THE REMODELING 
CENTER'' 


956-1241 
Call 24 HRS.) 


ADDITIONS, 
remdl., 
patio. 
Cover, 
109.°ó_fhx_Licl_&_bondedl_541-424?,... 
CUStO. 
Homes, 
apts., 
remdl. 
& 
commer'l. compi, design & const. 
Llc_arcbltect 8,_ pen_contr._952I4740 
SWIMMING 
Pools: 
Licensed 
con- 
tractors. Will build your pool - cost 
+ small profit. Call (714 ) 543-3410. 
MCCOY Const, lie., fin., "rémdlinq, 
comm'l.. resid. Free est. 826-7307. 


D R A F T S M A N - 
_ 


DRAFTSMAN, ANY SIZE JOB 


633-8261 
_ 


DRAPER Ylnsfaller, fiillv qualified. 
Accept ino_offers._993-6829. 


D R A P E R Y - 
DRAPERY InstaìIer,_Jujfy_qyaiTfiedT 
DRY" W A L L - 
TÀPÉ & hang, bonus & rrii. addi- 
lions. Resident'I., comm'l. 836-9367. 


ELECTRICAL- 
• Resd'l.-Comm'l-lndustrlal 
remod. 


Repair, lnstall._Free_ Est. 956-8520 
ELECTRICIAN wants sm res. comrii 
_ Ind. ¡ob5...N1_Org._Co._772-28SO. 
R'.J. Electric residential remodeling, 
repairs & additions, free estimates. 


__5320233. 
LIC. Elee, contractor, resd'l, com'l 
& indust. A.C., dryer hookups. Ra- 
dio dlspatch._527-1798. 
_ .. 
OCENSE 
cont. 
Installation 
& 
re- 


__palrs._Wilev Elee. 838-3306. 
ELECT, 
small" lobs 
8. repair 
Call 


554-0284. 


COMM. resd'l. Ind'l, 8. Ins. lobs. 
638-3142 
_ 24 hr serv. 
534-3905 


Ft N C I N Ò - 


BUSINESS SERVICE 
DIRECTORY 
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GARDEN S E R V I C E - 
EXPER. 
Japanese 
gardener, 
verv 
dependable. 
Monthly 
malnt. 
Also 
cleanups. Free est. 541-6483. 
NEW 
lawns, 
sprktrs 
& 
claäötwl 


Exp, month. Eves. 639-8418. 


GARDENING exp. Japanese Garden"- 
. er, Free EstimaJe. 
526-5116 


WHY SLAVE, CALL DAVE 
23 vrs. exp. Trim plants, cln. plant- 
ers, 
free work, 
haul, 
landscape; 


Lic._Bontl.541_-2116J 


OUT of work family man needs gar- 
dening 
work. 
Exper'd. 
Free 
est. 


Reas. rates.7_74iQ142. 
• 


FRANK'S Gardening Serv. & sprklr. 


installation. Free est. 968-5725. 
YARD clean 
up, maintenance 
exp; 
Japanese 
gardener, 
opening 
new 
route, com. + resid. 534-162Z 


^ G A R D E N E R 
* 


MOW, edge & general qarden car», 
Expert & dependable most 
areas. 
PROMPT FREE 
ESTIMATES 


_____ 
PETE 534-7187 


* 
JAPANESE GARDENER 
i c 


Experienced, formerly farmer. Call 
839-4105 or 531-8136 Free Estimate. 
LEE'S 
lawn 
marnt., 
re"s"idenilal 
& 


commercial. Free est._5_47J 532. 


LOW 
rates, 
dependable 
Tustin-S.A. 


Org, area. 544-5537. 


EXPERT gardeninn 
Mowing & edg- 
ing. Tree trimming. Ü36-7S41- 8.K- 
9256_Char[ie. 


HELP" An ambitious college student, 
exp. gardener, reas. rates for qual1 
ity work. 543-4541._ 


TRISTAN 
gardening 
service. 
Roto- 
tillrns, 
cleanups. 
Comm'l. 
& 
In- 


dusr'L_533-6977. 


NEW LAWNS, Indscpg., clean-ups & 
renovating 
by 
expert 
gardeners. 


897-2898; 897-6371. 
; 
1 


Mov/ing, edging 
8. Vac. Avg. lawn- 


S19.50mo. _Sc e_Tn m m j n q 
531:4524 


BARNEY'S 
Lawn 
Service. 
Gen',I. 


clean-up S. lawn care. 529-4653 


AMERICAN GARDENER . 
, 
complete 
lawn 
service, 
mowing,, 
edging, 
etc. 
phone 
547-3200. 


GUTTjRS A N D S P O U T S - ^ 
RAIN g W e r s 
installed. Small 
ipEs 
_ welcome. Free estimate. 7/6-4350. 


H A N D Y M A N - 
HANDYMAN. Home repairs or vard, 


772-4385 reas._WW J I Vet. 


H A N D Y M A N, home repair, vd. 
throuqh 
roof, 
block 
carpentry, 


plumbing, electrical, 847-8105. 


THOME & apt. maintenance, plumb., 


paint, electrical, etc. 549-0834. 


TOTAL Services, repairs of anv na- 
ture, elec., plumbing, paint, haul- 
Ing, carpentry, 646-0977; 646-1809. 
ANYTHING! 
Lawn 
to 
roof, 
carp.,' 
plaster stucco, rm. add. _544L89?8£., 
• 
GENERAL repairs serving N. Or- 
ange 
Co. 
Carpentry, 
electrical, 
painting & plumbing. 5544)737. 
_ _ 


HOME 
R E P A I R S 
- 
PLUMBINO 


REPLACEMENTS. 545-6688. 
' 
PLUMBING, 
electrical 
& 
paintlng.l 
Reas. rates. 774-1944. 
,' 


* 
CALL KEN 
* 


Elec. Plumb. Heating. Home apt.' 
Mobile reas. 530-1J37, 534^866. 


WALL "Washing 8," Window cleaning 
_ Reasonable rates. 527-8960 
.'___ 


HOME Repairs of "any nature Elect, 
plumbing. No iob too sml 541-6543. 


H A U L I N G — 
______ 


GENERAL 
Hauling, anything, 
any- 
time, garage & yard cleanup,' trea 
8. sjirub trim & remov'l. 557-6904. ! 
SKI'PLOADER" 
& 
Dump 
truck 
for' 
cleanup hauling, grading yd & t r e » 
work, bldgs. cleaned. 546-4743. 
.• 
CALL Bob & Walt & save on y o u r 


move or haul. 998-3207. 24 hours. 
HAULING • Yard 
& aar. 
cleaning.' 


Tree trim, free estimate. 531-4524., 
LARGE truck removes trees, black 


top, cement. 535-7313. 
. ..' 


1 
TON 
hauling 
8. 
cleanup 
bus,. 


homes, gar, 24 hr. 7 day 774;3225. 
LARGE truck; gar. lot, trash, ctean- 
UDS. 
remove 
trees, 
shrubs 
ivy. 
dirt,_bldop_^cemeiTL_635^054 i__ 
¥ARD & Garage cleanups, etc. Free 


est, verv reas. (714) 772-8198^ 


HAULING, 
niovinq, 
cleanup, 
2-ton 


truck, 24 hr._535-4152. 


0 SAVE 
• 
MOVING-HAULING 
cln-up, 
any- 
thing 8. everything done at reas. 
_rates._Free est. Coll stdnts^832^758L_ 
CONCRETE & asphalt sawing & re- 
moving. Call anytime, 636-3391.- 


STUDENTS WITH TRUCK 
Hauling, gar cleaning, 832-4540, 
FREE 
estm. 
clean 
up & hauling. 
grading & backhoe, 828-9160. 


CONSTRUCTION c l e a n u p 
hshold 
moving & trash hauling. 642-8657. . 
HAULING 
& moving, 
2 ton 
truclt 


w-liftgate. S10 hr. 521-2177. 


Garages cleaned. Allowance for usat 


ble items. 7 days. 638-8594. 
,, 


TRASH hauling & vard cleaning S, 


clean houses. Lup_e_836-78J6: 


HAULING 
& 
CLEANUPS, 
ODD. 


JOBS_7-DAY WEEK. PJH.J32-1587 
"TRUCK with driver, will haul any- 
thing anywhere, Vh ton flat bed, 
838-6376. 
: 


J A N I T O R I A L - 
JOE'S 
JANITORIAL 
& 
window 
cleaning service, 838-8380. 


KITCHEN REMODELING— 
FATHER 
& Son 
team. 
26r y'r^]]n 
business 
Lie. & bonded. 551-3545. 


L I N O L E U M - 


UNO 8. Tile Instld. guar, work 
Reas. Prices. 962-9638 bet 9 & 5:38 
LINOLEUM 
LAYING , „ „ , „ „ , 
F RE E_ ESTIMATES 
_638-3923 


LINOLEUM 8. TILE WORK. LABOR 
ONLY._Free_estlmate._89716?13. 
LINOLEUM & T I L E installation . 
Free estimates 
894-0030 


M A S O N R Y - 
MASONRY E n t e r p r i s e s . -Block 
fences, brick & concrete patios. All 
work_guar._546^951_;_53W355: 
_ 
BLOCK WALLS, b r i c k 
véneérlng, 
frplc, slump stone, BBQ, 546-5106. 
BLOCK WALLS, PATIOS, 
PLANTS. 


BBQUE, FRPLCA. 542-2668. 


15 YRS. Exper, fireplaces, planters, 


patios, etc. Free estm. 534-0962. 
RÉSIDENTIAL 
Comm'l. 
& 
block 
wall, 541-4318 or 774-5789^ 


MOVING & S T O R A G E - 
TONY'S 
CARTAGE, 
lowest moving 
& stor. rates ins. 7 days, 839-3622. 


RELIABLE 
mover. 
Fast, 
careful, 


_ lIc^Jns^WjTJSZt 540-5857 Wilson. 
ARROW VAN 8. STG. Best service, 
lowest JeqaJ_rates^_97W3i7. 


LEE'S Movers, hsehld t, pianos. 7 
days, lie 8«Jns. 545-6139; 545-0168. 


NOT ON STRIKE"! 
BUDGET 
VAfl 
LINES, 
SAME, 
FAST, 
COUR- 
TEOUS, RELIABLE 
S E R V I C E 
9950545;. 


RAYS0N M O V I N G 
539-8024 


_ Prof, movers & lowest rates avail: . 
MUSIC LESSONS 
- 


CHAIN Link tncq 
B. of A 8. Master 


Charqe, De L3no_Bldrs._539-U30._ 
• 
NEW FENCES" AND REPAIRS •" 
ALL TYPES 
545-5026 or 5.45 1345 


WÖÖD Ines, nu repair, ins. fobs wel- 
come,_E M. Havnes,_531-1207. 
FENCE 
Contractor, 
wood, 
repairs, 
aatcs. chain lir>k._S43-1E63. 


GARAGE 
D O O R - 


REPATR new doors, "bonded, lie. 306 
N. Gunther- S.A., 839-9339. 


PIANO, 
organ, 
accordion, 
guitar. 
Your home. Mr. Howitt 
525-8685 


PAINTING & DECORATING— 


• 
BEWARE 
O r 
Painters w-out_contractors_Jicense._ 
COMPLETE 
painting 
service, 
ac. 
coustical 
ceilings, 
airless 
spray, 
reasonable._531-1780. 


• EXPERT 
p a I n 11 n g, 
papering, 
acoustlc_sprayed._26 yrs. .LeeJ31-4983. 
• 
YOU 
furnish 
paint, 
I 
furnish 
work. SAVE! 20 vrs. exp. acoustic 
spray. Jack. 635-6260. 
- .; 


PAINTING G U A R A N T E E D , 
Intt 
or 
ext SB5. stucco, 
siding 
8. eaves. 
Super neat 8. reliab|e,_879-3?15, 
"PAINT now - pay" later. 
MASTER 
CHARGE 
accepted. 
References. 
I n sur ed:_CALJ_ _MORRIS; 
774^9695^ 


"""EXT. PAINTING $229.00 


LIC. No. 280644, insured, credit ok, 
references. Why not qet our free 
est? CALICOTEL_776-6788. 


P 
'NTI.NG 8c papering to please the 
most discriminating. Quality work. 


A L Charbonneau, 535-2049 
, 


—RE-STUCCO—VERY REAS. 


639-8685 Free estimate 
' 


F R E E 
csts. 
Guar. 
Ext. 
stucco & 


eaves. $65. Int._also._542!7370. . 
PAINTING Tew»: RM. $14, GUAR 27 
YRS. 
EXP.CHUCK.._540-7902. 


PROF. PAINT 8. PAPER 
Lie. No. 279514, insured. 7J4-842-4386 
EXTERIOR of average house. S250 
Licensed_&_lns._Free_est._534-3749. 
EXTERIOR, INTERIOR SPECIALTY 
Lowest rates, free est. 
_ 
541-0238 


* 
PAINTING INT.-EXT. i c 


ACOUSTICS PAINTED 
Lie. No 
260191 
PAUL 543078/ 


• CA'L'L C U F F . You tried the rest, 
now tryjhe_besj. 543^2645. 
_ 
PAINTING & PAPER HANGING" 
NEAT WORK chone RAY 894-9359. 


COMPLETE Palntlna Service 
Interiors, Exteriors. Free Estm. 


835-7134 
557-7207 


PAINTING 
int. 
& 
ext.. „ color 


specialist, !ict no^. 184254 _ 52A-SQ16 


"iNTERlOR 
Painting, 
22 vrs. 
exp.,, 
lowestj-ates, free est. 836-9441. _ _ 


PAPER HANGING— 
WALLPAPER 8. PAINTING. QUALI- 
TY WORK. LO RATES. 531-7991. 
WALLPAPER "8. " PAINTING, 
FREE 


ESTIMATES 636-0167 


THE Hangmen-Buy paper-vinyl 
flock-foil 8. hanqinq contract 
by home appointment 547-5846 


PAPER hanaina & painting,"vinvl & 


scenlcs a specialty, 538-7732. 


O PAPER 
HANGING 
• 
HAVE MANY SAMPLE BOOKS 
FREE ESTIMATES 
539^3466 


PLASTeRING- 
PATCH & New Work Inside or out, 


20 years exp. Free est. 53M988._ 
"PATCH PLASTERING ALL 
TYPES 


Free Estimates, 540-6825 
__ 


PLASTER 
repair, 
stucco," 
refin. 


patch, brush._Cost_ reas. Kl 3-131*, 
"PATCHES,""acoustic ceilg's.. restucco, 


additions. No iob 2 sm. 839-1248. 
SANDBLASTING 
recolor coating, 28 
colors, 90 days to pay, lie., free 
estimate, 
Ver n _ DaviS; 
892-3751._ 


TATH & plaster, hana 
8. tape dry 


wall, acoustic ceilinns. 545-6003. 
PATCHING,"restucco, new additions, 
fast serv., free est. 897-3241. 


0 4 
The REGISTER 


BUSINESS SERVICE 
DIRECTORY 


( C O N T I N U E D ) 


1 5 


Monday, Juna 4,1973jJOBS OF INTEREST - 


MEN - WOMEN 


(CONTINUED) 


BANK 


JOBS OF INTEREST 


MEN - 
WOMEN 


( C O N T I N U E D ) 


19 


1 9 
19 


Sandblasting & Re-stucco, Spanish 
texture our specialty 
774-8686 


PLUMBER- 


• '< DRAINS UNCLOGGED 
SEWER LINE TO 100 FT. $15 
556-0828 


REPAIRS - REMODEL - DRAINS 24 
, HRS. ATLAS PLUMBING 430-3633 
LIE. plumber serv. Specializing re 
pair serv. & remodel. Reas. Jack 
Taylor & Sons Plumbing. 544-2994. 
PLUMBING repairs, repiplng & re 
modeling. 7 days. 545-6688. 


DRAIN"CleanIng-$6.~50 per drain, sue- 
cess or no charge, 894-0160 


PLUMBING & HEATING REPAIR, 
NEW WORK, NON-UNION. LIC. 


• 558-3282 or 835-7387. 
POOL SERVICE— 
SERVICE starts $12 moT Complete; 
repairs. New & rebuilt, heaters, 
pumps, filters, pool sweeps. Guar. 


_Verduet Pool„Service, 538-2123, 


COMPLETE POOL SERVICE 
! Acid wash, repair, heaters. Filters. 
Reasonable. 963-1442 


POOL cleaninq, repairs, acid wash-| 
es. Efficient & reliable. Reasona- 
ble rates. 534-2055. 


REMODELING— 
FATHER & Son team. 26 Vrs In 
business 
Lie. & bonded. 551-3545. 


ROOFING— 


• REROOF & REPAIRS • 


Call 537-1822 
. 


RO0FS for less. Repairs, shlngfes, 
flatrock, quality wk. Free est. Call 
anytime.' 633-2233 or 533-4411. 


RE-ROOFING 
. ALL TYPES (QUALITY WORK) 
533-7583 


SEWING- 
_ 
_ _ 


SEWING 
desInning. Men, women, 
Reas, rates $10 min. 846-7450 


APT Mgr. couple - some exper. 8-2 
BR. linits, no pets. Child welcome, 
Euclld-Katella area. 838-9762. 
Apartment Motel 
O'Hoy Employment Agency 
533-2510. 1811 W. Katella, Anaheim. 
Apt. Motel placement specialists In 
Calif. 


Manager 
»750 


Ass't Manager 
$550 


Ass't Manager 
$500 


Ass't Manager 
»400 


Manager Trneo 
$600 


Night Auditor 
$400 


Desk Clerk. 
Leasina girl 
...$175 Plus 


Ass't Managers work out. .......$3M 


Apartment furnished with all posi- 
tions. 


ART DIRECTOR 


Newport Beach Financial Insti- 
tute has Immediate openings for 
a corporate artist. You will di- 
rect company graphics, design 
advertising l a y o u t , 
corporate 
Identification 
and 
forms 
plan- 
ning. Essential requirements in- 
clude degree in graphics, or art, 
plus at least 2 years professional 
experience. Corporate experience 
preferred. Salary will be In ac- 
cordance 
with 
experience 
and 
qualifications. S u b m i t resume 
with 
salary 
requirements In 
confidence to: BOX Y 907, The 
Register, S.A. 92711. 
An equal opportunity employer . 


SOD- 
BLUEGRASS Dichondra, Santa Ana, 
Tifgrcen 
Tldwarf, 
TIfway-Hybrid 
Burmuda Stolens. 633-7636. 


SPRINKLERS- 
SPRINKLER Systems at reasonable 
rates, free estimates, 1 year guar- 
antee, Ace Sprinkler Co., 642-9780. 


[JiCK'S SPRINKLERS, 5 ¥P. GUAR. 
» ROTOTILL SOD, LANDSCAPING. 
979-0288. 


STORAGE - 
$7.50 MO. & up. 
Camoers-boats, 
trailers, etc. Paved, lighted, day- 
night attendant, located at 3130 S. 
Fairvlew, S.A. or call 556-8860. 


TOP SOIL— 
* T 0 P SOIL 
COMPOST* 


531-1342 


• REDWOOD COMPOST® 


524-5140 


GOOD TOP SOIL 
FILL DIRT 


PLANTER MIX 
892-5368; 539-0171 


TOP SOIL—SANDY LOAM 
SOD COMPOST, 633-7636 


TRÎÏ SERVICE- 
ADAMS Tree Serv., trim & stump 


grinding, fully insured, 531-7023. 
STUMP Mach goes 24" deep. Expert 
trimming & remov. prompt, reas. 
Ed's Tree Service, 530-5551. 
_ 
TOMPSON's'Tree SorvrTrIrri7~"Top & 
stump remove. Ins. Rel. 633-4214. 


TOP" trim, reshape, & thin. Shrubs. 
S..A..pjg./_Tusjln_838j682,______. 


RESUME SERVICES 
17 


JOB RESUMES $9 


710 N. Euclid 
Suite 223 
Anaheim 
956-9480 


NEED A RESUME? 


Action - gettinq professional re. 
sumes prepared by qualified ex- 
perts; offset printing on the finest 
; bond papers. Also typing & print- 
ing of old resumes. Specializing In 
Civil Service Forms 171. Call Nola 
I.ee, 778-3380. Dennis & Dennis Re- 
sume Service, 710 N. Euclid, Suite 
124, Anaheim. 


CLASSIFICATION 
No. 18 Through No. 23 
JOBS OF INTESEST 


JOBS OF INTEREST 
MEN - WOMEN 
1 9 


À C COR RDION 
Enrollers - $100 per 


1 student. 523-5265, 5-9 p.m. 
Ä Ä Ü Ü N T I N G 


ACCOUNTS 
PAYABLE 
.'. 
CLERK 


Excellent opportunity for individ- 
ual experienced in all phases ac- 
counts payable functions. Should 
Hnow coding, data processing, 10 
key & have 2-3 years qeneral 
accounting experience with man- 
ufacturer. 


Send resume with salary history 
in confidence to: Box D 908, Tht 
Register, S.A. 
: ACCTS RECEIVABLE 
SR. CLERK 


Several years accounting experi- 
ence, this person will be concerned 
primarily with credit & collection 
effort 8. maintenance of all A-R 
, controls. Will contrlbue to month- 
end closing. 


jR CLERK 


3 + years in large volume A-R will 
• review dlaly billing, maintain sales 
1 & cash batch controls, handle cus- 
tomer debits-credits & respond to 
customer-reps correspondence. 


Top benefits & working conditions 
In new spacious facilities. Apply In 
person or call Personnel for fur- 
ther information. 


Assemblers 


ELECTRO 
MECHANICAL 
ASSEMBLERS 


Varlan Data Machines, a ieader ,,, 
the mini computer Industry, has 
Immediate openings 
for 
several 
e l e c t r o mechanical assemblers. 
Must have at least 3 months elec- 
tro mechanical experience & a 
knowledge of one of the following: 
Wirewrap, cabling, PC boards or sol- 
dering. If you are looklnq for an 
opportunity with a growing compa- 
ny with excellent benefits 4. work- 
ing conditions. 


Please aply in person 
Mon. thru Fri., 8:30 to 4:00 


Experienced 
COMMERCIAL TELLER 
UNITED CALIFORNIA 


BANK 
2301 So. Main St. 
Santa Ana 
547-9581 


Equal Opportunity Employer M-F 


• BANK POSITIONS 
Operations officer, tellers 
Credit checker, full & part 
Time, commercial National 
a n k ,_K a te lia_&_Euç M d ,_G. G. 


BARBER $300, 5 days, stylist only 
N ewport _B ch. 892-3066 


BEAUTICIAN wanted for busy sal- 
on, So. Coast Plaza, pd. vac. Call 
546;7184. 


VDM 


A Varian Subsidiary 
2722 Michelson Drive 
(San Diego Freeway) 
(At Jamboree Off-Ramp) 
Irvine, Calif. 92664 . 


Equal 
Opportunity 
Employer 
M-F 


ASSEMBLY 
EXPERIMENTAL 
ASSEMBLERS 


Will perform, assembly 
work of highly skilled 
nature of experimental 
prottype 
sheet 
metal . 
components and = close 
tolerance a s s e m b l y 
structures. High school 
education required plus 
5 years experience. 
PRECISION 
MECHANICAL 
ASSEMBLERS 


Will perform close tol- 
erance 
assembly work 
on missile related hard- 
ware. Must be able to 
work from blueprints, 
sketches and specifica- 
tions. 


Apply in person 
3333 Harbor Blvd. 
Costa Mesa,. Calif. 
CELESC0 


Equal Opportunity Emplyer M-F 


CLERK-TYPISTHnside sale» & or- 
der desk. Call 213-432-5987, .ext. .23 
for appt. 
. 


REMEX 


1733 Alton St., Santa Ana 
• In Irvine Complex, 3 blks. north of 
MacArthur, 1 b|k. E. of Red Hill 
(714) 557-6860 
All equal opportunity employer M&F 


ADVERTISING LAYOUT 
Immediate openinq for experienced 
refail layout p r o d u c t i o n artist. 
Knowledgeable In copywrlting, lay- 
out and promotions for rapidly ex- 
panding retail drug chain. 
PAY LESS DRUG STORES 
. 1660 W. KATELLA AVE. 


(Corner of Katella &_Euc]id) 


; ANIMAL 
Attn'd.-Veterinary 
'hosp. 
Must be aggressive 8. productive. 
Openings on all shifts. Apply 9:30 
am-5 pm. Tues. 6-5 & Wed. 6-6, 
2187 Orange-Olive Rd., Org. 


APT. Ass't. Mgrs. Free rent only. 
Couple part time. Retired or semi 
retired. Man can work out. Santa 
Ana. 543-8513. 


XPT. Mgrs.-MANAGING TEAMS for 
medium & large apt 
complexes, 
Tei™nce^M7t0303. 


APT. MGR. Couple. 14-1 bdrm. apts. 
Fullerton. 
No 
children or pets. 


Apt. + uills. 636-4677. 


APT. assistant to manager. Couple. 
1 child OK. 200 units. Must be 
exper'd. in maint. & cleaning. $450 
' J3P-t._.& utiJJIies." 546-0102. 
APT. managers, 24 units in "Tustln, 
all adults, lite maintenance expect- 
ed. Salary open. Reply Box , W907. 


. Jii? Register, _S:A. 
Apt. Mgr. 
Wanted, couple to manage 90 unit 
opt. in Fullerton. Young to middle 
age. Husband to 
do some 
lite 
maintenance. Wife to be good rent- 
,al agent & record keeper. Call 
870^318_weekda.vs 8:30. to 4:30. 


APT. Or motel rrmrs, middle age, 
cple, no children, no exp. req. Xlnt 
future & salary, Mr. Phelan, ¿35- 


„4500 bef. 5 pm 


• APARTMENT MANAGERS • 
Many have other lob 
60 UNITS 
APT. + SALARY 


50 UNITS 
APT. + SALARY 
>4 UNITS 
APT. + SALARY 


28. UNITS 
APT. + SALARY 
32 UNITS 
APT. + SALARY 


TOWN & COUNTRY PROP. 


835-8314 
_^et^een_8-10J8cjt5 
Apartment Motel 
O'Hoy Employment 
Agency 


535-2510 1811 W. Katella, Anaheim 
Apt. Motel placement specialists in 
Calif. 
Manager .. 
SJJ« 


Ass't. Manager 
S550 


Ass4; Manager 
$500 


Ass't. Manaegr 
MOO 


Manager Trnee 
$600 


Night Auditor 
M00 


Desk 
Clerk 
$455 


Leasing Girl 
$174 plus 


Ass't. Managers work out 
$300 


Apartment furnished with all posi- 
tions. 


Assembler 


ELECTRONICS 


Manufacturer of electronic 
equip- 
ment & printed circuit boards 


IMMEDIATE OPENINGS 
Permanent Positions 


ASSEMBLERS 


Minimum 6 months experience In 
wiring and soldering of chassis, 
connectors 
and 
printed 
circuit 
boards. 


TESTERS 


Power supply and magnetic back- 
ground preferred. 


INSPECTOR 


Inspect and rework printed circuit 
boards prior to assembly of com-| 
ponents. Some e x p e r i e n c e re- 
quired. 


TRANSCHEM 
3767 Birch, Npt. Beh. 
Near Orange County Airport 
Equal opportunity employer M-r 


ASSEMBLY 
Work, 
interesting, in 
decorative 
lighting 
mfq. 
$2.10 
start, Union, health plan, profit 
sharing 
Incentive 
plan. 
Immeo. 
2025 S. Susan, S.A. 
ASSEMBLERS 


Experienced in wiring 
harnessing soldering & 
PC 
Board 
Assembly. 
Many openings. Also ex- 
ist for electro-mechani- 
cal assemblers 


Top benefits & working conditions 
in spacious facilities, frequent per- 
formance reviews with opportunity 
for excellent merit increases based 
on performance & ability. Compa- 
ny paid savings plus Investment 
plan effective on date of hire. Ap- 
ply in person or call Personnel for 
after hours appts. For further in 
formation: 


REMEX 


1733 Alton St., Santa Ana 
In Irvine Complex, 3 blks. north of 
MacArthur, 1 blk. E. of Red Hill 
(714) 557-6860 
An_equal opportunltyjemployer M8.F 


ASSEMBLERS & PACKERS 


Par time. Kelly Services has light 
factory work available, all 3 shifts. 
Cali or apply. 


Irvine 
Santa Ana 
Fullerton 


833-9107 
547-9535 
879-9762 


Boat Mfg. 


COLUMBIA YACHT 
Custom Boat Division 


275 McCormlck 
-Costa Mesa 


Expansion In custom boat field 
creates immediate openings for: 
• Carpenters 
• Eng. installation 
• Bonders 


A DAY, 40 HOUR W E E K 
Y E A R ROUND WORK 
PAID VACATIONS 
COMPANY PAID MEDICAL 
BONUS INCENTIVE PLAN 
a, MANY OTHER BENEFITS 
ONLY EXPER. NEED A P P L Y 
Apply Monday thru Thursday 
Contact Noel Kelly, supervisor 
Equal Opportunity Employer M-'F 


BUFFER 


• AND 


HAND POLISHER 


Minimum 3 yrs experience in small 
b u i l d e r s hardware. Experience 
with hand spinner. Second shifts. 
Liberal wages 8, benefits. Apply 


KWIKSET 


515 E. Santa Aria 
Anaheim 
Equal opportunity employer 


BUYER 


To purchase materials supplies and 
services for aircraft quality ma- 
chined parts. 


PACIFIC SCIENTIFIC. CO. 


1346 S. State College Blvd. 
Anaheim 
• , 
- 774-5217 


Equal Opportunity Employer 


PART TIME 


If you can work 1 to 4 
nights a week, 3:30 pm till 
midnight, we can use you. 


Must bo 21 or over, have car & 
telephone, be bondable & neat in 
appearance. . 


. 835-7417 . 


TIC T0C SYSTEMS, INC. 
Î A R R I E R S - Early morning delivery 
of L.A. Times. Your car. 543-17J7 
oc 846-3681 eves 
• 


CLERK TYPIST 


Must be fast, accurate typist with 
good secretarial skills. 
PACIFIC SCIENTIFIC CO. 


, 1346 S. Stat« Colloge Blvd. - 
Anaheim 
774-5217 


_ ..An equal opportunity employer 
CONTACT PRINTING technician T r 
trainee.- Position open 8-5, apply 
TRANSMASK CORP., 3952 Campus 


_Dr., Newport Bch. 
COOKS, waitresses, dishwashers, & 
hostesses. Denny's Restaurant, 529 
__Ave_P ico,_San_Clemente. 
COOK (Fry), exper'd. - high school 
graduate. Avail, for 40 hr. wk„ 
ind wknds 
See Lynn. Movleland 
Wax Museum, 7711 Beach Blvd,, 
Buena Park. 


* 
COOK * 


Exp. or will train, xlnt. benefits. 
Beverly Manor Conv. Hosp., La- 
guna Hills. 837-8000 for appt. 
COOKS-Busboys, 
dishwashers. 
2500 


_E_._ Nutwood Ave., Fullbrton. 
COOK-Rellef. 
Rehab. Hosp. 
Needs 
expd. cook. 3435 W. Ball 
Rd., 
Anah. 821-1440. 


COOK, we have perm, positions open 
for an exp. cook & a.dietary aid. 
Immed. 
employment. 7-pd. 
holi- 
days, vacation & sick leave. Park 
: Lido. Flagship Convalescent Cen- 
ter, 466 Flagship 
Rd., 
Newport 
Bch.., . . 
,.- •• - . . u 


. 
COST ACCTG CLK 


See bur ad under 21 cost. 


PARKER HANNIFIN _ 


• 
COUNTER H i L P WANTED 
DER WIENERSCHNITZEL 
13852 HARBOR, G.G. 531-9227 


COUPLE to manage 44 units in Ana 
helm. Apt., utils + salary. Must be 
capable of maintenance.. Call 835- 
7611 for Interv., bet. 8 8> 10 - 4 & 5. 
Can work out. Loomis Properties. 


C5ÙPLE to mon. Ig. apt. complex, 
Anah. 88 U. 774-9469 


COUPLÉS over 26, manage U.; C. 


Mesa 8, Anah. Apt. + 213-393-B589. 
COUPLE to manage 64 units In Ana- 
heim. Luxury Dlus. Must be capa- 
ble of minor maintenance, husband 
can Work out." Apt., utils + salary. 
Call 835-7611 for interview bet. 8 !« 
10 - 4. 8. 5. Loomis Properties. 
COUPLE - retired, manage trailer 
park No. Calif. Coast. BOX Y904, 
The Register, S.A. 92711 


COUPLE or single for ant. maint & 
cleaning apt. + . 522-7250. 


COUPLE, exper. pref., energetic, to 
manage all adult bldg. Orange 
county. 558-7929 or (213) 391-0309. 
COUPLE to manage 50 units, Buena 
Park. Small lawn work. Can have 
outside employment. Must be cap- 
able of maintenance. Apt, salary & 
utils. For Interv. call 835-7611 bet » 
& 10^ 4 J . Loomls_Propert|es.: 


CPLE for custodian 'work~at wom- 
en's club. 1 br. apt. + salary. 
528-3990, 525-6646, 526-6333. 
CPLE., motel mgr. relief exp. pre*, 
but will consider trainee. 
Inter- 
views Sun - Frl. Akua Motor Ho- 
tel, 1018 E. Oranaethorpe, Anah. 
871-2830. 


JOBS OF INTEREST - - 
MEN - WOMEN 


( C O N T I N U E D ) 


DEMONSTRATORS " , • ' 
• ~ 


BOYS-GIRLS OVER 18 


pom. a new cleaning prod, to bus. 
{• Indus. Sal & comm. above avg. 
earnings, car helpful, not nec. Ap- 
ply 8885 Katella, Anah or ph Ruth 
Loggans, 828-1184, 9-11 am only. 
DEPT. STORE . . 


J.W. ROBINSONS 
ANAHEIM 


JOBS OF INTEREST ~ 
MEN - WOMEN 


(CONTINUED) 


1 9 


ELECTRONIC TECHNICIAN 


Min. 1 vr. exoer. In tuniilo filters. 
Lark Englnerrlnq 
: 
557-1133 


CHINA 
DEPARTMENT 


EXPERIENCED 


• FULL TIME, XLNT. B E N E F I T S * 
0 NO SUNDAYS • 


J.W.R0BINS0N 


530 N. Euclid, Anah. 


DEPT. CLERK 
. 
FOR AAKT'G. SALES 


2 years general office exp. pre- 
ferred. This position 1» for 4 mos. 
only. 


REMEX 


. 1733 Alton St., Santa Ana 
In Irvine Complex, (3 blks. north of 
MacArthur, 1 blk. E of Red Hill,) 
(714) 557-6860 
__An Equal Oppprtunltv Employer 
DOG Groomer, exper. In ell breeds, 
refer, required 531-6217. 


DONUT MAKER 


Exp. or will train 
828-5699 


D O O R M E N 
for luxury Newport 
Beach bulldinq on the Bay. Experl- 
ence required. (714) 673-3003. 
DRAFTSMEN 


We 
have 
immediats 
need for draftsmen 
with 1 to 3 years expe- 
rience in mechanical 
drafting. Knowledge of 
electrical, 
hydraulic 
and structural drafting 
will be an advantage. 


Call Personnel 
for Appointment 
(714) 529-2121 


FMC 


A VARIAN SUBSIDIARY, 


, 2722 Michelson Drive 
(At Jamboree Drive) 
(San Diego Freeway) 
Irvine, Calif..92664. 


An, equal__opportunUy_emp!qyer MRF 


EMPLOYMENT COUNSELOR 


No experience required for aggres- 
sive individual who likes people. 
Carreer opportunity and good adv- 
ancement p o t e n t i a l 
Excellent 
comp. benefits call the office clos- 
est to vou 
PRIORITY 
PERSONNEL 
AGENCY 
1437 Palmyra, Orange ... 639-6800 
9107 Bolsa, Westmr 
894-1361 


230 E. 17th, Costa Mesa .. ,645T7750 
• 2664 W. Lincoln, Anah. . 821-7640 
EXTRUDER operators, exper. Wire 
& cable mfS. Pay based upon ex- 
per. Xlnt fringe benefits, Gavitt 
Wire 
8, Cable 
Dlv., 
Escondido, 
Cal., (714) 745-3181. 


FLUID CONTROL OPERATIONS 
(CHIKSAN) 


330 No. Brea Blvd:, Brea. 


North Orange County 
An equal opportunity employer M-F 
DRIVERS wanted over 25. Blue & 
White Cab, IQOl N. Logan, SA 835-8931. 
DRIVER, part time, over 21, clean 
cut, economy car, 835-3140; must 
know Orange County ' 
- 


ELECTRICIAN ' 


G.M. A s s e m b l y 
Division 
jSouthgate, Calif, needs weld- 
ing Equipt- repairman. 


TO repair spot welding equipment. 
Must be lourneyman electrician or 
have 8 vrs. exper. Prefer exper. in 
repairing & maintaining 440V spot 
v/eld6rs. Mast be able to work 
swing or qravevard. Good pay, 
free hospital insurance, free life 
insurance, pension plan, & other 
excellent benefits. 


APPLY 8 A M TO 3 PM 
MONDAY THRU FRIDAY 


9925 SANTA FE 
SOUTHGATE , 


An equal opportunity employer 
Mole - Female 


FACTORY work, full time w plenty 
of overtime. No exper. nec. Apply 
bef. noon. M.W.C. Li&htlno, 1611 
Boyd St., S.A..547.1643 


Factory 


LIGHT FACTORY WORK 


We need workers for jobs in binder- 
ies, printing plants,, packaging, as- 
sembly & inspection. Pay weekly, 
clean work requiring no previous 
tralnino. 
" 


KELLY SERVICES 


Come in or call 


ELECTRONICS 
PC 


& TRAINESS 


N Ò F E E S , •'. 


T E M P O R A R Y HELP 
300 S. Harbor, Sie. 503 


774-7250 


500 Newport Center Dr. 


833-3861 


Anah, 


COUPLE wanted for asst. mors, for 
Ig apt. complex. Desire 
mature 
people with potential to manage In 
growing firm. Good salary & apt. 
(213) 691-2235. 


Eves, Sat. & Sun. 


(213 ) 697-2396 or 947-l 925 


COUPLE to manage 32 units, S.A. 
apt, utlls + salary Must be capa- 
ble of all minor maintenance. Old- 
er cpl. preferred for tenant com- 
patablllty. For Inter*/. Call 835-8344 
bet 8 8. 10 - 4 & 5. Loomis Proper- 
ties. 


fcPLS. Required to run their own sm. 
but. lucrative builness, Victor As- 
soc., 542-1701 
_ 


COUPLE TO MANAGE MOTEL IN 


B U E N A_P AR K ^A RE A. 521-8900. 
COUPLE: Resident Manager for 27 
unit adult complex. Anaheim. Land 
Management 
Company. 
644-1748 
btwn. 9 & 11 for interview. 
COUPLE—for resident mors. 29 unit 
motel nr Disneyland 5*1-0294, 537- 
8100; 


COUPLES 


MOTELS ,-• 


MANAGERS & DESK C L E R K S 


APARTMNT • • 


MANAGER, ASAISTANCE &' 
1 
MAINTENANCE MEN. 
DREWA'S PROPERTY 
MANAGEMENT. AGENCY, INC. 
1741 S. Euclid, Ste. 1, Anh. 
635-6242 
"COUNTER Girl exp, male, dfshwash*- 
er, for employees dining room. Ap- 
ply bet. 98.10 am, M8.F, Hunt Wes- 
son Food, 1645 W. Valencia Dr., 
Fullerton. 
_ 
• 


COUNTER-Jack In the Box, 12 pm^ 
am, 2100 S. Bristol, S.A. 


Apt. Itionagers 


BE PART OF OUR 
MANAGEMENT TEAMS 


FAST 
growing 
Orarige 
Co. 
pro 
mgmt. firm offers excellent opnty. 
for couples with property mgmt. 
or business-like experience. Xlnt. 
benefits 
For Interview call for 


MANAGERS & ASST. MGRS. 
Please send resume to 17291 Ir- 
vlne Blvd.. Suite 107, Tuslln 92teo. 


APT. Manager, experienced to man- 
age 8. maintain 32 units-ail adults, 
no pels, husband may have other 
employment, 537-2023. 


APT. MGR. for 50 units in Orange. 
Married couple, 40 vrs. & older. 
No 
children or pels. 
Husband 
working, 879-0111. 
1 


APT. MGR. Anah. 24 units-couple 
with no children or pets. Fiedler 
R. E. 8:30 to 5 pm. 774-7000. 
I 


_ 
Equal opportunity employer_ 


ASSEMBLERS 


Electronic 
assemblers 
required! 
(10) minimum 1 year experience, 
chassis wiring, 8, PCB assemblies. 
Contact Bob Edwards 


VEGA ELECTRONICS 


3000 W. WARNER ' 
SANTA ANA 


5^0-0222 


ASST. Mgrs, retired cple, preferred, 
man' may have outside evening 
work, no children or pets, unfurn 
apt & salary 838-0608. 


AUTO 


SERVICE ADVISOR 


Preferably 
with 
General 
Motors 
background but not necessary if 
you are a top man. Ideal working 
conditions, excellent 
salary 
and 
fringe benefits. Call Dave Hume 
lor appointment, 540-9640. 


AUTO RATER 


$450 UP 


Minimum 1 vr. experience will qo 
higher for more experience. 


;JREMIE :< 


PERSONNEL AGENCY 
1104 E. 17th St. S.A. 
547-9721 


Bank 


BRANCH OPERATION 
SUPERVISOR 


Exp. & mature for Tustin office. 
Xlnt. salary & advancement oppor- 
tunities. Call State Mutual Savlnqs, 
Howard Plnkstaff (714) 544-7040 


Data Processing 


PROGRAMMER 


FAST growing Orange County man- 
aufacturer requires heavy RPG II 
and Systems 3 disc experience In 
all areas of accounting. Manufac- 
turing experience helpful but not 
necessary. Experienced only. Call 
for appointment or send complete 
resume with salary history to: 
Perry Vaughn 


GOLDEN WEST 
MOBILE HOMES 


1929 E. St. Andrews Place 
Santa Ana, Calif, 92705 
(714) 835-0909 ' 
An Equal Opportunity Employer M-F 
DELIVERY: 


DRIVER WANTED 


In Huntington Beach area. 
Part time afternoons 
and 
week ends. Must have pick- 
up or Van to deliver newspa 
pers to carriers. 
Good opportunity for student 
or retired person. 


THE REGISTER 
842-1468 


ELECTRICAL 
INSPECTOR 


We have Immediate openings for 
inspectors with electrical Inspec- 
tion or related exper. 
Applicants should have mech abil- 
ity, hiqh degree of accuracy, abili- 
ty to learn & read simple schemat- 
ics 8< blueprints, a working knowl- 
edge of arithmetic through deci- 
mals & fractions. 
Excellent 
company 
benefits. In- 
dud. dental plan. Apply in person. 
BECKMAN 
INSTRUMENTS 
INC. 


2500 N. Harbor, Fullerton 
(N. of Imperial Highway) 


An equal opportunity employer 


ELECTRONICS 


Anaconda 


A rapidly growing commerlcal elec- 
tronic manufacturer needi 


Draftsman 


AA .In electro-.mechanlcal drafting er 
equivalent 
experience 
required. 
Will be drawing schematics from 
sketches of mechanical 8, electri- 
cal assemblies & processing engt 
neering change orders. 


Technicians 


TEST - to production test CATV J, 
telecommunications products. Must 
have worked with all standard test 
equipment. 1st & 2nd shifts. 


Inspectors 


ELECTRONICS - electronic receiving 
inspection 
experience . required. 
Must know electronic components 
8, be able to Interpret specifica- 
tions & work with small mechani- 
cal measuring devices, 1st shift. 


MECHANICAL - receiving Inspection 
experience required. Must have a 
worklnq knowledqe of all mechani- 
cal 
receiving 
measurement 
de- 
vices. 1st shift. 


IN-PROCESS - Inspection of PC 
Boards. Heavy soldering Inspection 
experience 
required. 
Ability to 
read blueprints. Color code & com- 
ponent ID. 2nd shift. 


ANACONDA 
ELECTRONICS 


M l MON. THRU FRI. 


305 N. Muller St: 
Anaheim 


Equal Opportunity Employer 


ELECTRICAL Assembler 3 vrs. ex 
porlence of wiring machine assem- 
bly. Apply at western Technoloqy 
Assoc., 2009 S. Grand, S.A. 


ELECTRICIAN" 


G. M. Assembly Division 
Southgate, Calif. nee.ds weld 
ing' Equipt. repairman 


TO repair spor welding equipment. 
Must be lourneyman electrician or 
have 8 yr». exper. Prefer, exper. In 
1 repairing 8. maintaining 440V spo 
welders. Must be able to work 
swlnn or qraveyard. Good pay, 
free hospital Insurance, -free life 
Insurance,• pension plan-.-i. other 
excellent benefits. 


APPLY 8 AM TO 3 PM 
MONDAY THRU FRIDAY 


9925 SANTA FE 
SOUTHGATE 


Ar equal-opportunity employer / 
Male - Female 


Electronics 
. 


Varian Data Machines has 
the follo'wing openings: 
EXPEDIT0R 
CLERK TYPIST 
CALIBRATION TECH. 
INSPECTOR 
(Receiving) 


ELECTRO MECH. ASSEMB. 
B L U E P R I N T 
MACH. 


0PER. 


Irvine 
Santa Ana 
Fullerton 


833-9107 
547-9535 
879-9762 


Equal opportunity employer 


FOR RESULTS 
USE REGISTER 
CLASSIFIED 


MEN - WOMEN 


(CONTINUED) 


Factory Laborera . 


MINUTE MAN INC 
Temporary Help Service 
Needed now—Laborers - Class I 
3 Drivers, Ship - Ree Clerks 


DAILY PAY 


Interviewlhg « AM to S PM 
519 N. Grand-S.A., E.O.^. 


19,JOBS OF INTEREST - 
MEN - WOMEN 


( C O N T I N U E D ) 
•I 
1 9 


FACTORY—STACÖ 
SWITCH 
I N C 
'1 Needs 
Electromechanical Aisem. 
Leads 
Machinist 
Machine Shop Helper 


Stockroom Clerk 
Receiving Inspector 
. 
Electronic Lab Tech 
: Eqiv! Opportunity Employer . 
1139 Baker_St. C.M. 
549-3041 


GENERAL JOBS 
: 
~ 
~ 


* S U P E R STAR J O B S * 


ACCLAIMED 
PERSONNEL AGENCY 


144 W. A M E R I G E 
»79-8441 


FULLERTOW 
521-9970 


<i Blk Wèst Harbor 
1 Blk. North of Commonwealth) 


-¿-EMPLOYER PAYS F E E * 


-^CLERICAL* 


PROD Line supervisor 
SALES Order Desk 
SECY, (Troubleshooter) 
ACCOUNTS Payable 
DICTAPHONE Typist 
Clerk Typist (Several) 


to $850 
»00 
$550 
$500 
Í475 
$400 


^-APPLICANT PAYS F E E * 


EXEC SECY, relocate te Beverly 
Hill» • 
$750 


Fea Relmb 


F.C S K K F R (1 gal ofc) 
to $650 


GAL FRIDAY (several) 
$406 


KEYPUNCH (Several) 
to $563 
•STENC SECY, type 50, sh 90 
$550 


NCR OPERATOR 
to $550 


DISPENSMENT clerk' 
$450 


ORDER DESK trnee 
to $450 


ORDER DESK Trnee 
to $450 


INVENTORY Clerk 
$450 


PURCHASING Clerk 
W33 


^EMPLOYER PAYS F E B * 
• C O M M E R C I A L * 


MGR. T R N E E (Fin.^Bank) to $1000 
ACCOUNTANT (degreed) 
$900 


MECH. Draftsman (Relocate)' 
$800 
COST ACCOUNTANT 
to $SOO 


IBM Computer opr 
$600 


*APPLICANT PAYS F E B * 


SHIFT 
SUPERVISOR 


ELECTRONIC Designer 
INDUSTRIAL Engr 
DRAFTSMAN 
(Slructr'l 


ORDER DESK (Several) 
JR MECH'L Draftsman 
MANAGER Trnee (Shoo) 


INSURANCE INSP. Trne 
F-C BKPR (CPA Exp) 
MAIL & FILE Clerk 


or> 


(3rd 
stiim 
to $900 
$900 
to $875 
mech'l) 
$850 
$650 
to $650 
$600 


1500 
$450 
$421 


*EMPL0YER PAYS F E B * 


* F A C T O R Y * 


PLANT MAINT Mech tore. (E.O.E.) 
$5.48 
MACHINIST 
S4.25 


ALUM. DOORMAN 
$3.50 


•APPLICANT PAYS F E E * 


WELDING Foreman Comb fee relm 
$7.50 


WELDERS.Arc (Several) 
. $4.98 
CABINET Maker Journeyman 
$4.75 
SHIP'g, Recg, O C. (foundry) 
$4.50 
BUS DRIVER 
. 
$4.15 


INJECTION' Mold Opr. 
to $4.00 
r.VJLTI Pressman 
to $4.00 


OUTSIDE Field trne 
$3.00 


SPRAY Painter 
$3.00 


ASSEMBI ERS 
te $3.00 


JANITOR (Plant) 
$2.50 


DRILL Press Trnee 
$.250 


* S A L E S * 
•EMPLOYER PAYS F E B * 


SALES 
ORDER 
Taker 
(Car 
fur- 
nished) 
to $850 
MEAT SALES (Car Furnished 
$801 


•APPLICANT PAYS F E E * 


CHEMICAL SALES 
to $1000 


ROUTE SALES 
$600 


INSIDE SALES Clerk 
$500 


We Cover All Of Orange Co. 


Factory 


VOLT 


Temporary 


NEEDS YOU NOW! 


A L L SHIFTS 


TRAINEES 
ASSEMBLERS 


APPLY 
VOLT 


INSTANT PERSONNEL 
879-9330 


1424 Oranaethorpe Way, Anaheim 


546-4741 


3848 Campus Dr., Ste. 106; Npt. Bch. 
Across from Orange Co. Airport 


927-4491 


8041 E. Florence 
Downey 


Equal opportunity employer 
FACTORY 


No experience necessary. Im- 
mediate 
position 
available 
on 3 shifts. 


Interview 9 am-1 pm 


APPLY IN PERSON 
S.I.S. T E M P O R A R Y SERVICE 
1424 So. Grand 
Santa Ana 


4301 W. Commonwealth 
Fullerton 
523-5101 


FACTORY 


MALE 


MAT'L HANDLERS 
MACHINE OPS 
TUMBLER T R N E E S 
MAINT MECH 
PLATERS 
Tumbler Trainees 


to $2.29 hr 
to $2.67 hr 
$2.75 hr 
$4.46 hr 
$3.25 hr 
$2.75 hr. 


ALL SHIFTS AVAILABLE 


FEMALE • 


TRONIC TRAINEES 
$2.05 hr 


PLASTIC TRAINEES 
to $2.15 hr 
PACKER5 
$2.42 hr 


0P-C0R 


EMPLOYMENT AGENCY 


1401 E. 1st St. S.A. 547-3022 


RETIRED? 
REHIRED IN THE 
. 
PEACE CORPS & VISTA. 


Gas-Diesel Mech., Machinists, Elec- 
tricians, 
Businessmen, 
Teachers, 
Plumbers- & 
Skilled 
Tradesmen. 
"AGE IS AN A S S E T " NO UPPER 
AGE LIMITS^—Over 540 lob cate- 
gories,-overseas & in US. Applic. 
& Info: QUALITY INN, 616 Con- 
vention Way, Anaheim 9—5 
PM 
Today, & Wed; 9-9 PM Tues or 
phone 714-534-8611 (collect) No Ap- 
_ polntment Necessary. 
* 
FIELD REPRESENTATIVE 


PART T I M E 
EARN 
$3.00 per 
hour or more, 
guarantee + commission no sell- 
ing, student & military ok. Call 
26-3301 
Mon., 
Tues., 
Wed. 
1-5 
P.M. Ask for Chuck. 


* 
GRILL COOKS * 


Exper. preferred. Union Benefits. 
P A R K ' P A N T R Y 11061 Los Alami- 
tqs BL, Los Alamltos. _ 


GROOMERS, 
apprenticed, 
needed, 
must be 18 vrs. old & love dogs. 
Call betw. 9 & 5, 527-7504. 


HAIRDRESSER with following. New- 
port area. 833-2534 ask for Betty 
Between 9-noon. 


JOBS OF INTEREST - 
MEN - WOMEN 
19 


ELECTRONICS 


Expanding Cabinet Assembly Dept. has immed. 
openings-for qualified wiremen with minimum 1 yr. 
exper. wiring & assembling of complex traffic control 
cabinets. Must be able to read schematics, use hand 
tools & be mechanically inclined. ' 


ELECTRONIC 
ASSEMBLERS 


Selected candidate must have minimum 1 yr. exper. 
performing detailed wiring & soldering. Must be able 
to identify electronic components. 
Company offers desirable working conditions, 
liberal 
employee benefits and good pay plus shift differentials. 


Apply for interviews 
Weekdays 9 A.M. to 4 P.M. 
ECONOLin 


3360 E. La Palma, Anaheim 
630-3700 
774-2000 


Our company ij ansqualopporfunity employer to both male & 
female applicants. 


ELECTRONIC 


• DESIGN ENGINEER 


Min. 2 vrs. exp. In Ind'l. electronic 
design of controls & communication 
hardware. Exp. In rapid transit sys- 
tems helpful. 


ALSO REQUIRE 


ELECTRONIC TECHNICIANS 
DRAFTSMEN 


Familiar 
with 
MIL-D-1000. 
exp. 
req'd. In document control checking. 


QUALITY CONTROL ENG. 
SCHEDULER-PLANNER 
R0HR IND ELEC. DIV. 


17671 ARMSTRONG RD. 
IRVINE 
979-0411 


WE HELP YOU 
WRITE ADS 
THAT PULL! 


E L E C T R O N I C S 


CIRCUIT 
ASSEMBLY 


HAS 


IMMEDIATE OPENINGS 


FOR 


ASSEMBLERS - TRN. 


Hr 


SHIPPING - RECEIVING 


INSPECTOR 


• 


PACKAGERS 


• 


RECEPTIONIST 


- PAID HOLIDAYS - 
- PAID VACATION - 


- CROUP INSURANCE - 


CIRCUIT ASSEMBLY CORP. 


3169 RED HILL AVENUE 
COSTA MESA 


(714) 540-5490 


Equal Opportunity Employer 


Hospital 


MISSION 


JOBS OF INTEREST - 
MEN - WOMEN 


( C O N T I N U E D ) 
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HOSPITAL PERSONNEL 
Central Supply tech. exp. davs 
i X-Ray 
transcriber, 
part 
time 
Saturdays 7:00 to 3:00 
• Medical Techs., days or evenings 
3:00 to 11:00 
• PBX Operators, part time & ro 
lief, vacations & holidays 3 to 11. 
• BUSINESS office E.R. Admitting 
clerk. Experienced only 7:00-3:30. 


• Admitting Clerk 3:00 to 11:00 
O Cook-Hospital exp. Relief, split 


shift, S:30 to 2:00 & 11:00 to 7:30. 
O Walter, days, country club ex- 
per. preferred. 


Excellent fringe benefits 
Apply PERSONNEL Office 
9:30 to 4 p.m. Tues. & Wed. 


MISSION 
COMMUNITY HOSPITAL 


17802 PUERTA REAL 
MISSION VIEJO 
East of San Diego Frwy. 
Crown Valley Parkway 
(714) 495-4400 
(714) 831-2300 


An equal opportunity employer 
HOSPITAL 


• NEW * 
MERCY 
GENERAL 
HOSPITAL 


2701 South Bristol St. 
Santa Ana, Calif. 92704 
Phone (714) 979-3500 


Full Time & Relief 
Applications Accepted 
9 AM to 4 PM 


JOBS OF INTEREST - 
MEN - WOMEN 


( C O N T I N U E D ) 
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RN'S 


27802 Puerta Real 
Mission Viejo 
(East of San 
Diego Frwy. 
Crown Valley Parkway) 


(714) 495-4400 
(714) 831-2300 


RN'S 


• MED. SURG. 


3 to 11,11 to 7 


• MED. SURG. AIDES 


3 to 11, 11 to 7 


• ICU-CCU 


.3 to l l , 11 to 7 


9 ER 
11 to 7 


• SURGERY RN-TECH 


7 to 3 


• PEDIATRICS 


11 to 7 


& 0B, RN & LVN 


11 to 7 


• WARD CLERK 


11 to 7 


0 
CENTRAL 
SUPPLY 
TECH 


7 to 3 


DIETARY 


• COOK 
Hospital 
Experience, 
Split 
shift, 5:30 am to 2 pm & 
11:00 a.m. to 7:30 p.m. 


LABORATORY 


• MEDICAL TECH 


3 to 11:30 


RADIOLOGY 


• XRAY TRANSCRIBER 
Part time, Saturdays only 


WAITRESS 
Country Club experience 


Excellent Benefits 
& Working Conditions 


An equal Opportunity 
Employer 


HOUSE SUPERVISORS 
3 to 11 


ICU-CCU&LVN 
3 to 11 & 11 to 7 
•0B DEPT. 


3 to 11, 11 to 7 
LABOR & DELIVERY 
POSTPARTUM 


• 
NURSERY 
•EMERGENCY 


Ô FULL TIME & RELIEF 
. 
11 to 7 


• ER TECH 


•MED. 
t0SURG. 


r RN 


11 to 7 


• SURG RN 


3 to 11 


DIETARY 


> TRAY LINE PERSON- 


NEL 


EXCELLENT BENEFITS 
& WORK CONDITIONS 


An Equal Opportunity 
•Employer 


INSURANCE, 
exp. 
group 
claims 
medical examiner, S.A. arsa, sala 
ry open. Call Mr. Schnelz or Mr. 
Malone, 558-8356. 


Insurance 


MORTGAGE INS. SALES 
Opportunity to enter ins. Industry, 
w-out usual 
prospecting 
require* 
ments. Always more than adequate! 
leads avail. No need to bug your 
friends or relatives, area Is avail, 
from Long Beach to San Diego. 
Complete 
flnan. avail. Call 
for 
appt. Mon-Fri. 9 am - 5 Dm (714) 
827-2949. 


INVESTMENT SALES 


Fantastic new product with proven 
track record. Your client averages 
50-100% profit per year. You re- 
ceive CONTINUOUS earnings after 
the sale Is made. Work 4-6 months 
to quarantee $1000-53000 per month 
with NO FURTHER SALES 
RE- 
QUIRED. Only 250K In sales gives 
$3000 per month year after year. 


Mr. Me I ntvra 
(714) 542-4069 


INVENTORY 
CONTROL - PermT 
day pt. time. Nr. your Home. Coll 
213-656-3378 . 
. . . 


Inspectors 


1S,T ARTICLE INSPECTOR 


For 1st article, lay-out, & final 
inspection of precision 
aircraft 
parts. Knowledge of federal specs., 
blueprint & process specs, readinq, 
documentation methods, etc. 


MECH'L. INSPECTOR 


Mech'l. & identification of preel' 
slon aircraft par's. 
Steady, day shift work in a clean, 
modern plant w-flne metrology fa- 
cilities. Men & women please ap 
Dlv at 


VARD NEWPORT 


3324 W. Warner, S.A. 
545-7154 


Equal Opportunity Employer M-F 


INSPECTOR " B " 


Mechanical inspector with previous 
experience on small parts for per- 
manent position with ample oppor- 
tunity for qrowth. Good handwrit- 
Inq Ï. neat appearance. Starting 
rate to $3.25 per hour. Liberal 
wage & benefit program. 


KWIKSET 


515 E. Santa Ana St. 
Anaheim 
An equal opportunity employer 


INSPECT0R-QA 


A R E 
you Interested In lolnlng a 
growth-oriented company that pro- 
duces a well respected line of 
medical devices? If you have a 
working knowledge of métal mea- 
suring tools & desire to receive in 
depth QA training, apply to: 


SHILEY LABS INC. 


17600 Gillette Ave. 


Irvine Complex 
979-0505 


TOO GOOD 
TO THROW 
AWAY? 


D o 
y o u 
k e e p 
h o u s e h o l d 


g o o d s a n d miscellaneous ar- 


ticles you no longer use, just 


b e c a u s e they a r e too g o o d to 


d i s c a r d ? 


W h y 'iot sell them with a low- 


c o s t R e g i s t e r c i a s s i f i e a a d 


u i i n g o u r 7 d a , p l a n 
w i t h 


cancellation 
p ' i \ ; i s g e s ? 
The 


things you no o n g e r use m a y 


be just w h a t soir t c n e else is 


looking fori 


W h a t e v e r it is you'll 


sell it quick in ;he 


REGISTER 
CLASSIFIED 
"WHITE PAGES 


Janitor 


1 year experience on waxlnq & 
general plant cleanups. Excellent 
fring* benefits. 


MOHAWK DATA 
SCIENCES CORP, 


901 E. Cerrltos 
Anah 


An equal opportunlty_employer 
JANITORS, pt. time, day & eves. El 


Toro & Irvine area. Ph. 533-4881. 


KEYPUNCH 
oper, exp. sal. com- 
mensurate w-abllltv. Immed. open- 


Jng._897-0333._ 
K I T C H E N 
HELP—K-P—CADES 
SERVICES INC. now hiring-mess 
attendants & vegetable prep, room 
personnel. Apply In person, 0800- 
1600, at Santa Ana Employment 
Oifice on Bristol St., or at El Toro 
Marine Base, Bldg. 364, Mess No. 
2. See Mr. Cade or any Company 
officers. This Is an equal opportun- 
Itv employer. 
; 


MANAGEMENT 
TRAINEES 


BEGIN A CAREER' WITH 
JACK-IN-THE-BOX 


THE FAST GROWING 
SUBSIDIARY.OF 


RALSTON PURINA COMPANY 
• WORK NEAR YOUR HOME 
• EXCELLENT STARTING SAL- 
ARIES 
« C O M P L E T E 
COMPANY 
BENEFITS 
©RESTAURANT EXPERIENCE 
NOT REQUIRED 
We don't insist on a college 
degree or restaurant experi- 
ence, we're looking for man- 
agement 
ability; 
mature 
judgement; the talent for 
motivating and directing the 
action of others. If you have 
what it takes and some su- 
pervisory Work experience, 
we'll he'p you make 
the 
most of it. If you like the 
idea of running your own 
show and sharing in the suc- 
cess, ACT NOW! 


ORANGE 
COUNTY 
IN- 
TERVIEWS 


Monday, June 4 


NOON TO 9 P.M. AT THE 


ROYAL INN 
1835 S. Harbor Dirve, Ana- 
heim 


(714) 521-7400 


Ask for Mr. David Avakian 


This is an equal employment 
opportunity and both male 
and female applicants wil 
be given consideration. 
Machinists 


Experimental 
Machinists 


8 
Years general 
ma- 
chine shop experience 
in manufacturing preci- 
sion parts & tooling re- 
quired. 
Will 
perform 
the layout & machining 
of 
complicated 
parts 
from 
d i m e n s i o n a l 
prints or sketches. 


APPLY IN PERSON 
3333 HARBOR BLVD. 
COSTA MESA 
CELESC0 


Equal opportunity employer M-F 


Machinists 


PR0T0-TYPE 
MACHINIST 


Must be able to set up 4. operate 
lathes, mills, grinders, etc. Work- 
ing from sketcnes, prints and ver- 
bal instructions to plan layout & 
fabricate experimental units, pro- 
totypes and mock-ups. Should have 
some background in sheet metal 
and welding. 
TURRET LATHE 
MACHINIST 


(1st Or 2nd Shift) 


Minimum 3 years experience In 
setting up and operating Warner & 
Swazey automatics. 
N/C MILLING 
MACHINIST 


(2nd Shift) 


Previous 
experience 
required In 
setting up and operating a numeri- 
cally controlled machining center. 


Permanent positions In air condi- 
tioned machine shop with good 
benefits including profit sharing. 


PACIFIC SCIENTIFIC CO. 


1344 S. State College Blvd. 
Anaheim 
774-5217 


Equal opportunity employer 


WE HELP YOU 
WRITE ADS 
THAT PULL 


A n expert a d writer 
will help you. 
Dial direct to 


C l a s s i f i e d 
547-3311 


machinist 


Must do own lathe & mill setups. 
Must have own tools. 


night foreman 


Set up experience required In notch- 
ing, tapping, drilling, deburrlnq & 
broaching and other machine oper- 
ations. 


DAVENPORT 
BROWN & SHARPE 
SET UP MEN 


Good wages, excellent company 
benefits, permanent, steady employ- 
ment, 1st & 2nd shift openings. 
Rexnord Inc. 


Specialty Fastener Div. 
3130 W. Harvard, Santa Ana 
544-5100 
(213) 535-2184 
Equal Opportunity Employer 


WE HELP YOU 
WRITE ADS 
THAT PULL! 


j 


DS 
The REGISTER 
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JOBS OF INTEREST 
MEN - WOMEN 


( C O N T I N U E D ) 
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Machinists 


AUTOMATIC 
; 
SCREW 
I MACHINE 
OPERATOR 
AND SET-UP 


(2 AB) 


Second shift opening, re. 
quires experience setting up 
and operating a 2 AB auto- 
matic screw machine in pro 
duction situation. Excellent 
wages, benefits and working 
conditions. Interested appli- 
cants apply in person at: 


ITT CANNON 


666 E. Dyer Road 
Santa Ana, California 


An equal opportunity 
employer 


MAIL CLERK 


S E E oUr ad in Sec. 20. 


P A R K E R 
H A N N I F I N 


M G R . mature couple. 9 units, half 
rent free. No child or pets, 772-; 
1792, 774-3606. 


Management 


CREDIT 
MANAGEMENT 


GRANTS 


Tremendous expansion & policy of 
promotion from within makes pos- 
sible exceptional progress to posi- 
tions of responsibility on high in- 
lt manager trainees. Some credit 
experience preferred. 


WE OFFER 


• 10 Weeks on lob traininq 
• Excellent starting salary 
• Paid Vacations 
• Paid Holidays 
• M a n y other co. benefits 


W. T. GRANT CO. 
GRANTS has over 1200 
stores coast to coast 
For interview appt. 
CALL 778-1580 


JOBS OF INTEREST 
- 
MEN - WOMEN 
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JOBS OF INTEREST 
- 
MEN - WOMEN 
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- 
19| 
MEN - WOMEN 
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( C O N T I N U E D ) 


(CONTINUED) 


N U R S E S AIDS & O R D E R L I E S 
O V E R 
18 on call to start exp. not 
req. Hy-lond home for exceptional 
children 
9861 W. 
11th St.. 
S.A. 
(Off Brookhurst south of Wmstr. 
Ave.). 


NURSE ANESTHETIST 


For Surgical Anesthesia In 95 bed 
general hospital. Must be member 
A.A.N.A. Contact Personnel. 


PIONEER HOSPITAL 


17831 Pioneer Blvd. 
Artesla, Calif. 
(213 ) 865^6291 _ Ext. _406 
OFFICE - CLERICAL 


O P E N I N G 
FOR 
P E R S O N 
W- 
M A T H E M A T I C A L 
B A C K G R O U N D . 
O P E R A T E 
C A L C U L A T O R 
& 
T Y P E . 
S O M E 
K E Y P U N C H 
E X P . 
D E S I R E D . HOURS 8 A.M. - 4:30 
P.M. 
W-XLNT. 
F R I N G E 
B E N E - 
FITS. 
A M E R I C A N 
CAN 
CO. 
D I X I E PRODUCTS, 901 E. SOUTH 
ST., A N A H E I M 535-6044. 
E.O.A. 
;M-F 


P E R S O N N E L COUNSELOR. See our 
ad 
under 
class 21. Task 
Force, 
(2131 387-3212 collect 


PHYSICAL 
THERAPIST 
* * 


Reqistered part time positions 
8:30 to 3 - Mon. thru Frl. 
8:30 to 5 - Sat. & Sun. 
Hosp. exp. pref. Good sal. & benefits 
P L E A S E CONTACT 
P E R S O N N E L 
D E P A R T M E N T 
So. Coast Community Hosp. 
499-1311 
So. Laquna 


An equal opportunity employer 


R.E. S A L E S 


TRY /EM ALL 


THEN talk to us. We're not th» 
biggest 
& 
not 
the 
smallest! 
We're lust the BEST for Train- 
inq, M a r k e t i n g 
Programs, 
Commission & benefits. Up to 
90% Commissions, Paid Vaca- 
tions 
& 
Insurance, 
D R A W 
P R O G R A M S 
if needed. If 
you're looking for a C A R E E R , 
not lust a lob, I'd like to talk 
with vou. Seymóur Realty 
& 
Investment. Anaheim, Huntinq- 
ton Beach & Fountain Valley. 
Call John Seymour. 776-2231. 


Real Estate sales 


$700 PER MONTH DRAW 


M R 
ELLJS 
774-2112 


R E A L E S T A T E Sales People 
TOP C O M M I S S I O N S 
PAID 
PETTINGILl. REALTORS, 997-1100 
432 D N. Tustin Ave., Orange 


R.E. Land Sales, no dn. payment, nu 
concept. Trainino course required, 
Bkr, 897-5372. 


*R.E. SALES* 


If vou are' Interested In qoinq to 
Anthony Real Estate School to get 
your R.E. license F R E E , call: 
Frank Reed Realty 772-3025, 995-2671 


P R I N T E D CIRCUIT 
Too wages & benefits for expd. 
drillers, 
platers, photo techs. 
& 
fabricators. Openings on all shifts, 
supv. & lead pos. avail, to appli- 
cants who qualify. 


A E R O SCIENTIFIC CORP. 
184 E. Liberty Ave., Anah. 


871-8110 


MANAGER-Asslstant-Wlll train. New 
adult 
apts. 
in 
Anaheim. 
Prefer 
couple over 50. Phone 997-0490 or 
633-3934. Ask for Mr. Jensen. 
__. 


M A N A G E R S 
needed 
for 
small 
& 
large 
apartment 
complexes. 
Or- 
ange 
R i v e r s i d e 
Counties, 
W-P.M.I., 838-8081. 
• 


M G R S . 
. 
ASS'T. 
mqrs. lovely 
garden 
apts., 
Tustin area, 118 units, training op- 
portunity. 838-8910. 


M G R S . 
ASS'T. mqr., couple Anaheim area, 
288 units, adult complex. Luxury 
garden apts., finest In Orange Co., 
excellent opportunity 
for 
training 
as mqrs. for Ige. project. 772-1700. 
M F G . 


GOOD PAY 
STABLE COMPANY 
XLNT LOCATION 
CHALLENGING WORK 


—WE NEED- 


TRAINEES (M-F) 


And 


EXPER. PERSONNEL 


1st, 2nd and -3rd shift open- 
ings 


FOR 


PLATERS & ETCHERS 
SCREENERS & SANDERS 
MACHINE OPERATORS 
MULTI LAYER TECH 
FLEX CIRCUIT TECH 


We will train stable, mature indi- 
viduals who are looking for contin 
uous employment with qrowth po. 
tential in an expanding co. 
A P P L Y TO 
DICEON 
ELECTRONICS 


18522 Von Karman 
Irvine, Calif. 
92664 


An Equal Opportunity Employer 
Manufacturing 
Co. 
has 
immed. 
openings for: 


D R I L L PRESS O P E R A T O R 
BROACH O P E R A T O R 
A S S E M B L E R S . 
For day, swing, graveyard shifts. 
Apply between 9:30-11:30 a.m. 
Jonathan Manufacturing Co. 
1101 S. Acacia Ave. 
Fullerton, Cal. 
An Equal nnmrtunitv Employer 


PRINTERS ASSISTANT 


Malor duties will ba cutting and 
folding 
operations. 
Will 
receive 
some 
traininq In all 
print 
shop 
activities; 1250 Multilith and other 
printing presses. 


Stable employment, excellent bene-j 
fits and working conditions. Call 
for interview appt. 


KNOTT'S 
BERRY FARM 


(714) 827-1776 


PRODUCTION 
TEST TECHNICIAN 


Mini computer systems test & trou- 
ble 
shoot 
digital 
systems 
minor 
sub-assemblies 
looic cards. 
Mini- 
mum 2-3 years experience. 


Excellent company benefits, salary 
commensurate with exp. Apply In 
' person to the Personnel Dept. 
DATUM, INC. 


170 E. LIBERTY AVE. 


ANAHEIM. 


A n equal opportunity employer 


Real-Estate Sales 


FREE 
LICENSE 
TRAINING 


Famous license couurse now avail- 
able thru Tarbell Co. 
Applicants Fully Reimbursed 


• Full training program 
• Free Placement Service 
• Advanced Training 
• Management opportunity 
• More Advertising 


Than any other Realtor 


CALL AL SLOAN 
832-5440 


# TARBELL 


REAL E S T A T E Sales of Land and 
Homes—Canyon 
Lake Sales 
Cen- 
ter. Call anytime-7 days a week. 
Ask for Ihe Manager 679-2353 (714 
Full Time or Part Time. 
W A L K E R & L E E 
INC. 
CANYON L A K E S A L E S C E N T E R 
R.E. Sales 


WANTED 


5 licensed men - women experi' 
enced In Investment sales (Knowl- 
edge of acreage Investments pre- 
ferred). 
Proven 
lead 
proqram 
leaves us short handed. Minimum 
10 leads per week. Call for appt. 


714-776-3400 


PRODUCTION CONTROL CLK 


ITT Jabsco Products has an im- 
mediate opening for a production 
control 
clerk. 
Prefer 
candidate 
with experience in routine fillnq, 
daily receiving, analyze computèr 
reports. 
Liberal 
fringe 
benefits 
Contact Personnel Dept., 1485 Dale 
Way, Costa Mesa, 645-8251. 
An Equal Opportunity Employer 


PRODUCTION 
CONTROL PLANNER 


Coordination, 
expediting 
and 
schedulinq 
duties 
in 
capital 
equipment manufacturinq. Locat- 
ed in Irvine Industrial Complex. 
Minimum 2 years experience re- 
quired. Some knowledge of nu- 
meric controls and electronic ex- 
perience preferred but not neces- 
sary. 
S Y N E R G I S T I C PRODUCTS INC. 
1902 McGaw 
Santa Ana 


(714 ) 540-7755 
Equal Opportunity Employer 


Production 


MEDIA BUYER 


Strong detail minded media buyer 
needed for Newport 
Beach area 
agencv. Heavy print experience es- 
sential 


PHONE: 544-9470 OR WRITE 
BETTY PERRON 
C-o MARTIN ADV. AGENCY 
18141 IRVINE BLVD. 
TUSTIN, CALIF. 


/VÎËDICAL technologist, pt. time, al- 
ternate wkends, Calif, license req, 
min. 2 vrs exp. Salary open. Con- 
tact laboratory, chief, Costa Mesa 
Memorial 
Hosp., 
301 
Victoria,! 
C.M., 642-2734. 
An equal opportunity employer 


M E D I C A L 


GOOD SAMARITAN 
HOSPITAL 


OF ORANGE COUNTY 
1025 SO. A N A H E I M 
B L V D 
A N A H E I M , C A L I F . 


X-RAY TECHNOLOGIST 


Salary 
commensurate 
with quali- 
fications, 
excellent 
fringe 
bene- 
fits. 


533-6220 EXT 216 


An equal opportunity employer 
MULTILITH OPERATOR 


Minimum 2 years experience on 
Multl No. 1250. Must be able to| 
run color and close register. 


Stable employment. Excellent ben- 
efits that include 2 profit sharing 
programs and good working condi 
tiohs. Call for Interview appt. 


KNOTT'S 
BERRY FARM 


(714) 827-1776 _ 


MC/5ÏCIAN 
wanted for piano bar'. 
Non-unron. 2162 W. Lincoln, Ana 
heim. 


PLANNER 


To do detail planninq of sales or- 
ders, and manufaetürinq 
outlines 
for small precision machine shop. 
DISPATCHER 


Responsible for work & material 
flow thru fabrication departments. 
Must be able to read blueprints & 
micrometers. 
PACIFIC SCIENTIFIC CO. 


1346 S. State College Blvd. 
Anaheim 
774-5217 


An equal opportunity employer 
P H O N E W O R K 
PART TIME 


Permanent work inside nice air con- 
ditioned office evenings. 
Monday 
thru 
Friday. 
Must 
be over 
30, 
speak good English & like to talk 
to people. Guaranteed base salary 
& commission. Full training pro- 
gram. 
Housewives welcome. 
Call 
Mr. M.J. Garcia, RCA Service Co., 
Sales Dept., 835-0300. 


An equal opportunity employer 


PLAN CHECKER 


$925-$1126. Any combo 
equivalent 
to graduation from college in civil 
enqineerinq w-structural courses & 
1 yr. of exp. in the desiqn 
or 
r e v i e w 
of 
bldnq. 
construction 
Plans. Apply City of Orange Per- 
sonnel 
Office, 300 
E. 
Chapman 
Ave., Org. 714-532-0345. An 
equal 
opportunity employer. 
PRODUCTION 


CONTROL SCHEDULER 


Must type 45 wpm, operate 10 key 
adder. 1-2 vears exp. in production 
or material control. Top benefits & 
working conditions in spacious fa- 
cilities, frequent performance 
re- 
views with opportunity for excel- 
lent merit increases based on per- 
formance 8, ability. Company paid 
savinqs plus investment plan effec 
tive on date of hire. Apply In per- 
son 
or call 
Personnel 
for 
after 
hours appts. For further informa 
lion. 


REMEX 


1733 Alton St., Santa Ana 
In Irvine Complex, 3 blks northof 
MacArthur, 1 blk. E. of Red Hill 
(714 ) 557-6860 
An equal opportunity employer M8.F 


O O P R E S S E R O O 
Silk finisher comb, s e a m s t r e s s . 
Guar. Salary, Hospitallzotion Yes- 
One Hr. Cjeaners. 968-3428^ 
_ _ P- C. BOARDS 
( E X P O 


• P-C. ROUTER 
© K P R 
P R I N T E R 


• TOUCH UP 
• D R I L L E R 
(NITES) 


• R.G. M c C U R D Y CO. 630-3401 


P R O F E S S I O N A L 
Employment coun- 
selor Trainee with a growing agen- 
cy potential executive. 879-8441 Ac 
_claiitLe^Pers_onxiel_Aqency 


MUSICIANS, now or exper. plav in- 
strument 
or 
sing 
Interested 
in 


_ g r o u o 530-1287 
M U S I C I A N S 
young 
singer - enter- 
tainer forming new group. Drums 
lead 
& bass 
guitars. 
Organ 
or 
piano. Aged 
17-20. 
838-4082, 547- 
7143. 


N.C DRILLERS 


2nd & 3rd shifts. Exper. on 
digital machine preferred 
CHICAGO CIRCUIT 
D R I L L I N G 
17023 Edwards Rd, Cerritos 
For Results 
Use Register 
Classified 


PROGRAMMER 


Permanent 
and challenging 
posi- 
tion available now In our corporate 
D P headquarters. 


Outstanding 
growth potential 
for 
candidate with minimum 2 vears 
recent experience in IBM COBOL, 
some BAL and a BA or BS In a 
business oriented malor or equiva- 
lent experience. 


Extremely interesting prolects are 
scheduled for future implementa- 
tion on our 370-135 DOS system 


Company provides liberal benefits 
Includinq profit sharing and sav- 
ings plan. 


Please '.end resume, including sal- 
ary history, to 


P E R S O N N E L 
M A N A G E R 


DENNY'S INC. 


14256 E. Firestone Bl. 
La Mirada, Ca. 90638 


NO P H O N E CALLS, P L E A S E 


R7E'.~SALES 


FREE REAL ESTATE 
LICENSING COURSE 


Famous L U M B L E A U 
licensing 
course now available throuqh El- 
lis-Schrader realty. Applicant fully 
reimbursed 
upon qualifying. 
For 
details 8. interview 
contact 
Mr. 


Ellis (714) 774-2112. 


~ R.E.SALES- Maier 8. Assoc. in the 
near fulure will be moving to a 
new location. What happens when: 
"it's 
your 
move"? 
Don't 
Play 
checkers! Come in and qet located 
now. Good salesmen deserve the 
best, and we offer It. Why don't 
you 
call 
now? 
''you're 
looking 
right at the number." 


838-8585 


M A I E R 8, ASSOC 
" A T M A I E R WE 
C A R E " 
R E A L T O R S 
24 HRS. 
838-8585 
FOR RESULTS 
USE R E G I S T E R 
C L A S S I F I E D 


R E A L E S T A T E S A L E S 
See our Ad Class 20 


GOLD STAR REALTY 


R.E. Sales 


ABSOLUTELY 


* F R E E * 


• Real Estate Class Course 
at professional Real Estate School 
valued at over $150 If you. qualify. 


FREE 


. j r DON'T WAIT 
* 


P H O N E NOW 
838-6860 


REAL E S T A T E S A L E S 


WHAT DO YOU 
WANT? 


Marketing 
programs 
that enable 
professionals 
to 
maximize 
earn- 
ings? Continuous training? Life & 
health insurance? Hear more about 
sales 
& 
management 
potentials 
through The Vision System. Bob 
Smith, 547-6454. 


Vision Realty, Inc. 


(CONTINUED) 


SALES-CLOTHING, 
S t O C K , 
young 
man, H.S. grad, full time, apply 
World's Fair, 13171 Harbor, G.G. 


JOBS OF INTEREST 
- 
MEN - W O M E N 


( C O N T I N U E D ) 
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Sales 


$175 WEEK 


(STARTING S A L A R Y ) 
Are vou looking for an AAA corpo- 
ration with fantastic „ growth re- 
cord. . . 


READ THIS! 


'69-14 health clubs operating 
'73-27 health clubs operating 


1 - up to $250 a week-salary & 
comm. 
2 • work in area where you live, 
3 - work in a beautiful modern air 
conditioned facility! 


APPLY IN PERSON' 
JACK LA LANNE 


E U R O P E A N H E A L T H SPA 
5364 Wilshire Blvd. 
Los Anseles 
Tuesdays & Thursdays 1 to 5 P.M 
Only 


S A L E S 


EDUCATIONAL 
SALESMEN & WOMEN 


EXTENSION UNIVERSITY. 


A C O R R E S P O N D E N C E 
INSTITUTION 
Needs men & women Immediately 
to call on prospective students to 
interview them for vocational and 
business courses 
In tha 
Orange 
County area. 


$200-$250 WEEKLY 


W H E N you average lust 3-4 enroll- 
ments a week. 
Y O U will be paid on our exclusive 
advance commission schedule -and 
have the opportunity to earn sub- 
stantial monthly bonuses. 


LEADS 


Y O U will cail only on people who 
have written to us and have been 
Informed that you will call. 
IF vou are Interested In this unu- 
sual 
opportunity 
call 
Mr. 
Gray 
(714) 835-3311, Mon. & Tues. 9 AMr 
1 PM. 


Sales 


WOOLWORTH 
SO. COAST PLAZA 


3333 SO. BRISTOL 
COSTA M E S A 


Application now beina accented for 


MEN'S WEAR 
DEPT. MANAGER 


Would prefer experience In sell- 
ing ordering 8. promoting mens 
wear. Salary commensurate with 
experience. 
Excellent 
company 
benefits. 


A P P L Y IN P E R S O N 
Mon.-Fri. 10-12 A M & 1-5 P M 
An equal opportunity employer 
S A L E S 
- 50% 
of profit, 
lanltorlal 
supplies. "Build accts.", full or pt. 
time, 776-5170. 


Salii 
Men & Women 


TÌEAL Estate Sales, new license or 
exp. 90% comm. schedule 
Profes- 
sional training, professional 
pay' 
J. R. Gibson Co., 547-6223. 


Real Estate 


MANAGER 


W A N T E D 
I M M E D I A T E L Y . Get a 
big . piece, df the 1 action • besides 
earning your regular commission. 
Great location on Lincoln Avenue. 
Fastest growing real estate organi- 
zation. For interviews- call. Rudy 
A. Pulido. 
^ 
Red Carpet 


REALTORS 
995-2100 


R E C R U T I N G 


• M E N & W O M E N 18-27* 
Earn to $342.30 sal. per mo. while 
we teach you a iob skill in elec- 
tronics, mechanics or administra- 
tion. After training earn $45-$60 
per mo. for 2 days work. Cal! T. 
Sgt. Young, California Air 
Nat'l. 
Guard. 979-1343. 


R E S T A U R A N T H E L P - late niqht & 
graveyard. Over 18. Part time & 
full time. Apply In person betwn. ?. 
8c 5 p.m., Mon. - Fri., Jack In The 
Box, 140Q2 Newport Ave., Tustin 
Restaurant 
pref. over 21, quick food operation, 
neat appearance & gd. personality. 
Apply 1897 W. Lincoln, Anah. 


R E S T A U R A N T 
Help — Full or Pt. 


time 545-1686 or 646-6395 
Restaurants 
Hiring, all positions. 18 & over. Bus 
bovs, dshwshrs, cooks; day & nite 
shifts avail. Applications & inter- 
views Mon.-Fri.; 2-5 p.m. Farrell's 
Ice Cream Parlor, 2045 N. Tustin 
Ave., Org. 


R E S T A U R A N T help, late nite, over 
18, pt. & full time. Apply in person 
btwn. 8-11 a.m. Jack in the Box, 
17401 17th St., Tustin 


R E S T A U R A N T H E L P 
COOKS & W A I T R E S S E S 
Full & pt time shifts avail, gd pay, 
q u i c k 
advancement. 
Insurance, 
benefits, apply in person, 620 Av- 
enida Pico, San Clemente. 


R E S T A U R A N T 
help needed, full or 
Pt. time. Apply in person. Tastee 
Freeze, 1981 N. Tustin, Orange. 


Restaurant Help 


M R . U P S 
R E S T A U R A N T 
14042 Red Hill, Tustin 
Waitresses, 
busbovs, 
dishwashers, 
exper. not nec. No phone calls. 


R E S T A U R A N T 


Imagine yourself 
working for a well 
known restaurant 
chain 


"Home of the Big Boy" 


NOW I N T E R V I E W I N G 
FOR 


WAITRESSES 
WAITERS 
COOK TRAINEES 


Good hours, good pay 
a nice place to work 


I N T E R V I E W S 2-4 P.M. 


9452 Garden Grove, 
G.G. 


1241 E. 17th St., 
S.A. 


154 E. 17th St. 
C.M. 


3355 S. Bristol 
So. S.A. 


8650 Beach Blvd. 
Bu. Pk. 
10962 Los Alamitos 
Los Alamitos 


Tcuccusupv. 


OCEAN V I E W , new unit 8. equip- 
ment, expandinq to 18 beds. 8 hrs. 
per 
month 
In-service 
for 
staff. 
Growing community hospital, qood 
salary 8, benefits, 2 years 
ICU- 
CCU exp. Supervisory background 
preferred. 


Please contact personnel offics 
So. Coast Community Hospital 


499-1311 So. Laguna 
An equal opportunity employer 


*SALES REPRESENTATIVE* 


Top comm. pd. enroll people in a 
state approved 
health, plan 
that 
costs them nothing. Full or pt. time 
work for Long Beach Compton & 
Org. Cty. area. All training & ma- 
terials provided. 
Bilingual 
appli- 
cants Invited. Call betw. 3 & 5 at 
(714) 826-3301. 


S A L E S M E N 
8. Managers, 
$825, 8. 
up. Monthly 
guarantee. If 
quali- 
fied. No exper nec. Mr. Lee, 213- 
770-8543. 


SALES 
Representative outside, wiTl 
train. Specializing 
in service 
fi- 
nance & management, comm. 8, 
salary, 
great 
opportunity, 
(714) 


537-6441. 


SALES- Wanted men, women, HS & 
colleqe students. Fantastic oppor. 
In growing co. Need sharp sales 
managers & sales people now. Full 
or pt. time. Make money fast. Call 
640-1794. 
_ 


W E H E L P Y O U 
W R I T E AD$ 
T H A T P U L t 


DIRECT 
SALES 


The 5th largest grocery mer-j 
chandiser, has opportunities 
for sales people for their 
new customer 
representa- 
tive dept. 


WE OFFER: 


•5-DAY WEEK 
•NO NIGHT WORK 
•HOSPITALIZATION 
•LIFE INS. PLAN, 
rtM 
•EXPENSES. ' 
•PAID VACATIONS 
•HRS. 9 TO 5 
Advancement as fast as you 
can stand it. 


CALL MR. P0UL0S 
(213) 860-3391 
(714) 774-0331 


NATIONWIDE WORLDWIDE 


SHIPPING 
COORDINATOR 


Will - be responsible for finished 
goods 
. inventory, 
packaqlng, 
and shipment of qoods to cus- 
tomer. Requires 3 years ship- 
ping exBerience. Contact: 


CENTURY DATA 


piv. of Calif. Computer , Product» 


1270 No. Krsemer Blvd., Anaheim 
(Off Riverside Freeway) 
P H O N E 632-7000 
Egual dpportunlty employer M-F 
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: O N T I N U E D ) 


SHIPPING 
CLERK 


Approx. 
1 year 
shipping 
exp. 
In 
manufacturing 
environment. 
Must 
have valid California 
drivers 
li- 
cense. Top benefits & working con- 
ditions in spacious facilities, fre- 
quent 
performance 
reviews 
with 
; opportunity for excellent merit In- 
creases based on performance & 
ability. Company paid savings plus 
investment plan effective on date 
of hire. Apply in person or call 
Personnel 
for after hours appts. 
For 
further 
Information: 


REMEX 


1733 Alton St., Santa Ana 
In Irvine Complex, 3 blks north of 
MacArthur, 1 blk E. of Red Hill 
(714) 557-6860 
An egu»l opportunity employer M & F 


Snack Bar, Cashier, Usher 
mature indlv. Apply In person only 
between 7-8 pm. FOUNTAIN V A L - 
L E Y 
D R I V E 
IN 
18245 S. Brook- 
hurst. Fountain Valley. 


SUMMER DRIVERS-SALESAAAN 


F U L L ÓR P A R T T I M E 


TROPICAL ICE CREAM 


1236 W. 5TH, SANTA 
ANA 


SURGICAL TECH 


M U S T 
be registered. Part time. 
Days 
+ 
call. Apply In 
person: 
Huntington Intercommunity Hospi- 
tal, 17772 Beach Blvd., Huntington 
Beach; 


T E C H N I C I A N 
E L E C T R O N I C , 
mfg. 
check-out req. A A degree or equiv. 
exp. Must know ohms law, A C & 
DC 
theory, 
semi-conductor 
theo- 
ries 8, have a practical knowledge 
of analog & digital theory. Benefits 
incl 
med-dent. plan, 4'/i day work 
wk., sick pay, 2 wks. pd. vacation, 
educational 
asst., & .8 
pd., holi- 
.days. If vou would like a chance 
to get ahead, contact Arlene at 
Newport Labs, S.A., 540-4914. 


T E L E P H O N E soildtors work, in off- 
ice or at home. Gd working cond. 
213-867-9256. 
" E L E P H O N E Solicitor, pref. Exp Irt 
home improvement, work rn ofc. 
or home, Hrly pay & comm. 636- 
1211. 


TELEPHONE SALES: 


Full and part time positions 
available for téléphoné solic- 
itors. Hourly rate; commis- 
sion. Average 
$3.00 
per 
hour. Evening work. 


THE REGISTER 
547-2701 
547-2315 


A S S E M B L E R 
and 
hand 
tíe-burrer, 
precision parts, full or pt time, 
633-8000. 
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(CONTINUED) 


AUTO upholsterer. Some exper pre- 
ferred. Very 
busy shop in 
Ana 
helm. 535-1220. 


ASSEMBLERS-Wheel chairs. Respon- 
sible, mechanical knowledge help- 
fui, full time. 540-1142. 


• ASSEMBLERS 
• CROSS COUNTRY DRIVERS 


• MANAGERS 
O FOREMAN 
©INSPECTOR 


• 
GEL REPAIRMEN 
• MOLDERS 


All 3 shifts. We will train. Mac- 
Greqor Yacht Corp., 1631 Placen 
tla, C.M. 
_ 
._ 


A S S E M B i ER, M E C H A N I C A L 
Keco industries, Inc.. 557-8545_ 


ASSEMBLY - MECHANiCAL 
3-6 Months recent line experience 
assembling 
a 
small 
mechanical 
unit requiring good dexterity & use; 
of hand tools. 


A P P L Y 9 to 3 daily 


ALTEC 


1515 S. M A N C H E S T E R 
A N A H E I M 
(1 blk. E. of Disneyland) 
Equal opportunity employer M-F 


Asst. 


H.S. GRADUATE 


I? you have qraduated recently, or 
plan to graduate In June, we are 
looking for you 
0 Must have car 
• Like to meet people 
No experience is necessary as we 
will train. 


CALL MR. SAMUELS 


Monday & Tuesday 8 til Noon 


894-8852 


ASSIST cook - exp., full time. Over 
18. Apply in person La Pizza Mia, 
16947 Bushard, F.V. aft. 11 


SALESMEN 


ARE YOU NOW EARNING 


T E L E P H O N E 
S U P E R V I S O R " 
& I N T E R V I E W E R S W A N T E D 
to provide a credit card convenience 
to 
families 
in 
vour 
community. 
Must be able to call local area. 
Work from your home. No selling. 
Write 
Box V 909, The 
Register, 
S.A. 


T E L E T Y P E 
Operator, exper. part 
time for trucking firm. Eves 5-7-30 
p.m. Mon.-Fri. Los Alamitos Area. 
Call for appt. betw. 10 A M & 4 
PM. (213) 598-7711 An egUal oppor 
tunitv employer. 


T E L L E R , M-Thurs, 10-3:30, Fri, 10-7. 
893'I361• 


TEST TECH 


TEST power supply production unit 
using scopes, calipers, etc. Read 
schematics 8, blueprints. Electron- 
ic background required. Excellent 
chance for advancement. 


EL PAC INC. 


1131 So. Standard, Santa Ana 


979-4440 
TRAINEES 


¡NO. »xpetiehee - required. Elec- 
: tropic assembly*, Hours 7 A.M. 
• - 3:30 P.M. - 
' . 
EL PAC, INC. 


313IT So. Standard 
Jahfa Ana 


979-4440: 


T R A V E L 
Agent-tralnee-bkkpr. 
Kfb; 
exp req. Immed employment. 832- 
0100. 


„ 
, 
T Y P I S T 
Fast, accurate. 
870-6910 


W A I T R E S S . Apply in person no exp. 


nec. We will train. 
COOKS—No exp. nec. will train 


C O L O N Y 
KITCHEN 
14243 E. Firestone 
La Mirada. 


JC Penney Co. 


, 7777 EDINGER AVE. 
HUNTINGTON BEACH 


has openings for 
, FULL TIME - EXPERIENCED 


• CARPET SELLING 


SPECIALIST 


© FURNITURE SELLING 


SPECIALIST 


& HOME ELECTRONICS 


SELLING SPECIALISTS 


ALSO 


PART TIME EXPERIENCED 
• CAMERA SELLING 
SPECIALIST 


—Outstanding pay plan & 
—Company benefits. 


A P P L Y IN 
P E R S O N 
Tues thru Thurs 11 am-3 pm 
Friday eves. 6:00-7:30 pm 
An egual opportunity employer M-F 
SALES, 
P R O F E S S I O N A L 
P E O P L E 
needed. We have an opportunity to 
offer sales people w exp. in real 
estate, brokerage firms, insurahce, 
investments, or other prof, fields. 
Ground 
floor 
oppor. 
Managers 
needed. 
High 
commissions. 
DO 
Y O U R S E L F 
A 
B I G 
FAVOR, 
C H E C K THIS OUT 
Call Anchor 
Management 
Corps, 
now. 
(714) 
642-2760. 


S A L É S 


ATTENTION: CANDY 
FUND RAISERS 


A R E yo utired of working for pea- 
nuts? Join 
an 
organization 
that 
can make vou big dollars In com- 
mission and bonuses using candy, 
candles, stationery, gifts and nov- 
elties, lewelry, etc., etc. No Invest- 
ment. Write; giving phone number 
to: P.O. Box 85, Conoga Park, Cal. 
91304. 


S A L E S , bovs & glris age 12 & over 
In The Saddleback Valley & La- 
quna Hills area, pt time, 10 hrs. 
per wk, earn up to $50 per wk. for 
info call Mr. Carreer 586-3394 10am 
- 3pm wk davs. 


S E C Y - See our ad under Personnel 
Counselor 
21. Class 
Task 
Force 
(213); 387-3212 collect. 


SECRETARY 
, 


- With excellent figure typ- 
ing skills to work for pro- 
duction manager of a com- 
mercial electronic manufac- 
turer. 
Shorthand 
helpful. 
Lots of variety. • 


Excellent employee benefits 


Apply 9-n Mon. thru Fri. 
ANACONDA 
E L E C T R O N I C S 
305 N. Muller St. 
Anaheim 


An equal opportunity employer 


SERVICE 
CALL TAKER 


Opportunity for person with ex- 
perience in service facility. This 
position involves accepting tele- 
phone calls for service to cus- 
tomers' home appliances and en- 
tertainment systems 8. schedul- 
inq 
service 
calls. 
Experience 
preferred. 


A P P L Y IN P E R S O N 
A T E M P L O Y M E N T 
O F F I C E 
6131 O R A N G E T H O R P E A V E . 


B U E N A 
P A R K 


(714) 523-6461 
J C PENNEY CO. 
An equal opportunity «hiployer M-F 


W O O D W O R K E R S , 
& genl 
laborers, 
apply Monday, 8 am, 3001 Red Hill 
Bldg., 1 Suite, 108 Costa Mesa. 
X R A Y TECH, R E G 
" 
S700~up 
G R O V E E M P L O Y M E N T 
A G E N C Y 
537-3189 
9656 G.G. Blvd., G.G. 
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ACCOUNTANT 


Exp'd. for growing co. in Irvine 
Industrial 
Complex. 
Opportunity 
for advancement. Gd. fringe bene- 
fits. Ah equal- opportunity employ- 
er. Reply box E-906, The Register, 
S.A. 


ACCOUNTANT 
- 
Junior 
intensive 
residential construction exper. req. 
Write P.O. Box ,1124, Downey, Cal- 
if._,_90240.^ 


ACCOUNTANT for chino CPA office. 
Pnone for information & applica- 
tion. (714) 521-4296. 


Admin. Trne. $9672. 


TAKE ONE GIANT STEP 


Entry level pos. for career minded 
indiv. in N Y S E Listed corp. Rapid 
& unlimited advancement. All ma- 
lor bfts. Coll Bert Long. 833-2700. 
Dennis & Dennis Personnel Aqency 


of Irvine 
2082 Mlchelson Drive 


A D M I N J S T R T T I V E 


SUNDOWNER 


F O R E M A N , Quarterly bonus to $750 
INVESTIGATOR Trne« 
$500 


M A C H I N I S T Trnee 
$2.75 


M A N A G E R Trnee 
to $700 


F A C T O R Y Trnees 
$3.50 


D E M O N S T R A T O R , No Sales 
$458 
C O U N T E R M A N auto parts 
to $2.50 
FACTORY, O.T. Mandatory 
$2.54 
R E T A I L sales, bldg material 
$563 
D R I V E R Local, benefits 
to $2.50 
SHOP H E L P E R trnee, bnfts. 
to $2.50 


S U N D O W N E R A G E N C Y 
9774 K A T E L L A , A N A H 
776-1800 


A D V E R T I S I N G 
S U M M E R 
E M P L O Y M E N T 


START 


$650 M0. 


NO E X P E R I E N C E 
N E C 
New office openinq in Orange Co. 
of large eastern co. Will train the 
rlqht man Some interest in photogra- 
phy helpful but not nec. For Inter- 
view call 9 am to 3 pm 835-3311 ask 
for Mr. Kaufman 
AIR 
Cond. 
Installers, growing 
co. 
nds installers 
for 
residential 
air 
cond. 
EXP. only, w-potential 
for 
mgr., sal. open. Apply at 1412 S. 
Central Pk„ Anah. 
A I R C O N D I T I O N I N G S P E C I A L I S T 
M U S T be mechanically Incllded no 
f 
irevious exp. nec. Opportunity to 
earn a trade In one of the fastest 
growing fields in the USA. Start 
with i n s t a l l a t i o n & learn all 
through the most technical service, 
with the largest mobile home air 
conditioning co. on the West Coast. 
When qualified health plan 8. truck 
provided. 
Starting 
sal. $145 wk. 
Apply California Comfort Air Con- 
ditioning, Lnc^I114L893J563. 


AIR conditioning serviceman, expd. 
only. 
All 
benefits. 
Year 
round 
empl. Top wages. (714) 522-4591. 


AIR 
Conditioning, 
refrieration 
re- 
pajrman,_exp. only, 774-1896. _ 


AIR Cond. Installer or service man, 
iourneyman only, existing residen- 
tial & commercial. Pd. vac., 7 holi- 
days, sick pay, profit sharing, E.L. 
Payne, 545-5542. 


A M B U L A N C E 
D R I V E R - attendant, 


exp. 8125 Orangethorpe, B.P. 
Apt. 


MAI NT. MAN 
TO $4.50 HR. 


Married, 
stable, 
5 
vrs. 
exper. 
Elect , Plumb., Carpentrv, Painting, 
tools furnished. 


T H E P L A C E M E N T A G E N C Y 
716 S ^ M a l n St. 
Santa_Ana 


ARCHITECT 
FRANK L. HOPE & ASSOC. 


I M M E D I A T E 
O P E N I N G 
401 CIVIC C E N T E R DR. WEST 
SANTA A N A 
547-948.1 


FOR RESULTS 
USE REGISTER 
CLASSIFIED 


J S A L E S M E N N E E D E D 
I M M E D I - 
A T E L Y . NO E X P E R I E N C E 
NEC- 
E S S A R Y , 
BUT 
M U S T 
B E 
SIN 
C E R E & R E S P O N S I B L E , & H A V E 
A W I L L I N G N E S S TO L E A R N . 
E X C E P T I O N A L 
O P P O R T U N I T Y 


APPLY IN PERSON 
ANAHEIM 
DODGE 


1120 S. ANAHEIM BLVD. 
ANAHEIM 


Auto Mechanics 


l heavy duty line mechanics need- 
ed Immediately. Minimum 3 vears 
experience 
in 
Chrysler 
products. 
Excellent opportunity. 


A P P L Y IN P E R S O N TO 


O.E. WEBB, Service Mgr. 
McPeek Chrysler Plymouth 
1200 S. ANAHEIM BLVD. 
ANAHEIM 


* 
AUTO SALESMEN 
* 
' "WE NEED HELP" 


S E L L BOTH N E W & U S E D 


• T E R R I F I C D E M O P L A N 
• 
PAID VACATION 


e A N N U A L BONUS P L A N 
• E X C E L L E N T 
R E T I R E M E N T 
A P P L Y IN P E R S O N 
O N L Y 


McPeek 
Chrysler-Plymouth 
1200 S. Anaheim Bl., Anah. 


AUTO SALESMAN 
USED CARS 


Exceptional 
opportunity 
for 
biq 
money! 
Exceptionally 
sharp late 
model cars - Oranqe County's fin- 
est. We are expandina our used 
car corner & need 2 agqressive 
voung men. Exoerlenca preferred. 
Sea Mr. Randall. 


MAC HOWARD 


AUTO & T R U C K S A L f e S 
. 
124 N. Harbor 
Santa Ana 


AUTO PARTS 
COUNTERMAN 


Xlnf. oppor. for qualified men In 
both full & part time positions w- 
aggressive, expanding iobber. Ap- 
ply 
8-5, Automotive 
Supply 
Co., 
1522 Newport Blvd., C. Mesa, or 
9-9, 6965 La Palma at Knott, B. 
Park. 
AUTO PAINT SHOP HELPER 


Production shop needs exper. sand 
ers, maskers, painters, 8, detailers, 
apply E A R L SCHEIB, 8111 Garden 
Grove Blvd., G.G. 
A U T O Lot man, no exper nec., must 
bo dependable, gd working cond. 
Top pay for the right man. Bob 
Schllcht 
Autos, 
105 
N. 
Grand, 
S.A, 


AUTO S A L E S 
I M P O R T 
AUTO 
S A L E S M A N 
TO 
S E I L 
N E W 
BMW's. 
S E E 
BOB 
C R E V I E R 
AT 
CREV1ER 
MO- 
TORS. 208 W. 1 st ST., S.A. 835-3171 
£i3T6 parts counter men, xlnt. op- 
por. w-rapidly growing Iobber. La- 
suna Niouel, contact Roger Glllas- 
py, 831-0033. 


AUTO PARTS 
C O U N T E R M A N 
Exp. only, full & pt. time. Call Ed 


547-5713. 


AUTCT 


•TIRE 
SALESMEN 


9 BRAKE & 
FRONT END 
MECHANICS 


World's 
largest 
tire dealer 
needs 
exp'd 
men 
(or 
will 
train) 
who 
want to earn better than average. 
Stores In Orange, Los Angeles & 
San Bernardino counties. 


TOP SALARIES 
HEALTH INSURANCE 
BONUS PROGRAM 
LIFE INSURANCE 


14040 Brookhurst, G.G^ Mr. Chambers 
6962 Lincoln, Buena Park Mr. Zwlck 
3005 Harbor, C.M. 
Mr. Johnson 


USED CAR SALESMAN 


$2000 PER M0. 


C O M M I S S I O N P O T E N T I A L 


We need one man to work on used 
car lot to sell both foreign & do- 
mestic used cars- 


• TOP COMMISSION 


• FREE DEMO 


• PLENTY OF ADVERTISING 


• LOTS OF FLOOR TRAFFIC 
• WEEKLY PAY DAY 
• HEALTH INSURANCE 


PROGRAM 


Th® man we are lookinq for must be 
dependable, 
a 
self-starter 
8c be 
able to close own deals. 


A P P L Y IN P E R S O N O N L Y 
TO T O M M I L L E R 


TOYOTA OF BREA 


146 So. Brea Blvd. 


AUTO radio installer, full time, ex- 
per. nec., must be neat & reliable, 


__630-3040. 
Auto 


T R U C K P A R T S COUNTER M A N 
Experience in Ford & heavy duty 
truck parts only. Expanding co., 
all benefits. Franchise new truck 
dealer. See Mr. Georqe Bessonett, 
Carmentia Ford Truck Sales,'13443 
E. F_reeway_Dr.,_Santa_Fe Springs. 
ÀUTO 
mech. Auto trans, reblder., 
must be exp. on all makes. Xlnt. 
working cond. Top pay 8< hosp. 
plan. 542-7289. 


AUTO PARTS $650 


Great opptv, to earn 8> learn In an 
exciting field that is constantly ex- 
panding. Maior corp. offers formal 
training program 8> paid vac., holi- 
days, Ins, PS, & Bonuses. Call Bob 
Dempsey 835-7503 
COX E D W A R D S & ASSOCIATES 
A G E N C Y 


1200 N. Main, Suile 224. S.A, 


AlitO mechanic, specializing In tune 
up & olr conditioning. Must have 
exper. & own tools. Andrews 
& 
Boyd, 123 So. Pomona, Fullerton. 
879-9117. 


( C O N T I N U E D ) 


BUS BOYS-DISHWASHER 
Summer lob or perm. Check our 
many listinqs. Courtesy service, no 
fee. 533-2510, O'Hoy 
Employment 
Agency, 1811 W. Katella, Anaheim. 


+ BUS DRIVERS 
* 


MUST have good driving record & 
1 yr. residency 
In L.A. County. 
Valid Class 1 or 2 license 8. min. 
of 2 yrs. heavy eguipm't. exper or 
1 yr. bus. exper 
required. Apply 
in person. 


GRAY LINE TOURS 


1207 W. 3RD St.,Los Angeles 
* A.M. - 5 P.M. 


CABINET Maker, now going through 
plan expansion need exper finish 
cabinet makers 540-2860. 


AUTO BODY HELPER 
PAINTERS HELPER 


Experienced only need apply. Al 
Martinez body shop 547-3255 ask 
for Joe. 


AUTO 
PAINTING, 
A L L 
A R O U N D 
PAINT 
H E L P E R ' S 
N E E D E D . 
Expd. in sanding, masking or de- 
falling for production auto paint- 
ing. Top pay, call (714) 774-4340, 
Dan Jordan. 
• • 


• AUTO PARTS & 
SALESMAN 


FOR local Pep Boys Auto Supply 
Store. No exper. nec. Will train. 
Xlnt salary wkg. cond. ORPty for 
advancements. I I b e r a I employ, 
benefits Incl. hosp, insur, life In- 
jur & pension fund. Apply in per- 
son. 120 E. 1st St. 
S.A. 1530 S. 
Harbor, Full. 15221 Beach Blvd., 


JWestm. 
AUTO 
mechanic 
tune up & 
line 
work. Complete employee benefits. 
Salary depends on exp. Jim's Ga- 
rage. 1432 N. 
Glassell, 
Orange. 


«3:9873, 


Auto 


-fc.GATE ATTENDANT 
* 


Retired or Semi-retired man to han- 
dle our service lot gate. Monday 
thru Friday, 8 to 5 p.m. No experi- 
ence necessary. Excellent compa- 
ny benefits. Call F R E D or J E R - 
R Y . 
Mon 
thru 
Fri. 
in 
Service 


Dept. 842-6611. 
WILSON F O R D S A L E S 
Hunt. Beh.' 


i c AUTO AIR MECHANIC 
* 


Full or pt. time for installation of 
auto air cond. Must be exp'd & 
have own tools. Chance to adv- 
ance. 956-0870. 8-5. 


AUTO 
SALESMEN 


HERE'S WHAT-WE 
HAVE TO OFFER 


— T R A F F I C 
- H U G E N E W CAR 
I N V E N T O R Y 
- P L E N T Y OF S H A R P USED CARS 
- H U G E A D V E R T I S I N G 
B U D G E T 
— C O M B O S A L E S 
- G R E A T P A Y P L A N 
CONTACT 


GARDEN GROVE 
CHRYSLER—PLYMOUTH 


530-8550 
10080 Garden Grove Blvd. 


AUTO Detail man & lot bov Exper 
In auto polishing; need drivers lie. 
speak Span. & Eng. Frank's Car 
Barn 210 E. 1st St.. S.A. 


AUTO 


SERVICE 
ADVISOR 


For one of Orange Countv's Laro 
est GM dealers. Excellent wagés 
plus commission. Must be experi 
enced See Service Manager at 
BILL BARRY 


PONTIAC—GMC—FIAT 
2000 E. 1st ST. 


SANTA ANA . 


Auto 


WARRANTY' 
: 
CLERK 
.. 


For one of Orange County's largest 
GM dealers. Excellent wages, all 
fringe 
benefits. 
Must 
be experi 
reed. See Service Manager at 
BILL BARRY 


PONTIAC-GMC-FIAT 
= 
200Ö E. 1st ST. 


SANTA ANA 


AUTO 


NEW & USED CAR SALES 


Groth Chevrolet has openings for ex- 
perienced new 8t used car sales- 
men. Straight sell, excellent floor 
traffic, top commission + benefits. 
Contact Sales Manager, 549-3331. 


81211 B E A C H _ BLVD., 
HTG. 
BCH. 


B A R B E R 
or apprentice, gd 
gross, 
Wmstr., 893-9671. 


B A R B E R 
must 
Bë 
dependable 
l> 
gd. 1911 Sunnycrest Dr.. Fullerton. 


B A R B E R 
W A N T E D . 
B A R B E R 
& 
_ STYLING. GOOD GROSS. 545-9946. 
B A R B E R 
or apprentice, 5041 
Ball 
Rd.. Cypress 527-9361. 
B A R B E R 5 man shop G.G. 5 da. 
893-9187 or 827-3077 O 


* B A R B E R 
STYLIST 


Masters. 
$300.00, $400.00, $500.00 


Wk._842i3.550, 894^4488 


B A R B E R , master, goo3 opportunity 
retiring, 545-9046, 3017 A 
Harbor 


Blvd., Costa 
Mesa. 


B A R T E N D E R - BAR BOYS 
Top Wages 
P L A Y G I R L C L U B 


After 9 P.M. 
12831 Harbor, G.G. 


B A R T E N D E R S , exper. 2500 E. Nut- 
wood Ave., Fullerton. 


B E L L M A N , 
posit, 
avail. 
Howard 
Johnson Mtr. Lodge, 1380 S. Har- 
bor. An ah. Summer lob for June- 
August. Apply prior to 11 a.m. or 
aft. 2:30 p.m. College student pref. 
Contact Mr. Cooke. 
. 


BELLMAN 


And 
room 
service 
waiter 
davs, 
over 21, neat appearance call for 
appt. Mon., Wed or Thurs. 10 am 
— 4 P M 


S A D D L E B A C K 
INN 
12500 E. Firestone, Norwalk 
(213) 868-0401 


BLOOD DONORS 


BLOOD S H O R T A G E S E R I O U S 
D o n o r s 
will 
be 
paid. 
Pleass 
help! 205 North 
Broadway, S.A. 


Open Mon.-Fri. 9 a.m. to 3p.m. 


BOAT 
electronic techn. wanted 
w 
2-way radio exper. S< F.C.C. Lie. 
for Marine repairwork. Call 714- 
646-7473. 


O 


Brea 


AUTO 


• SALESMAN 


Part time for local Pep Boys Auto 
Supply 
store. 
Immed. 
Openings. 
Will train. Xlnt. salary and wkg. 
cond. Apply 
in person. 
1530 So. 
Harbor, Full., 15221 Beach Blvd., 
Westm. 120 1st., S.A. 


AUTO tire changer - passenqer & 
small truck. Exner. In tire store. 
Mature w-ref. Coast Gen'l. Tire, 
C.M. Days 646-5033. Eve. 646-0601. 


AUTO SERVICE CENTER 


For Installation of tires, for local 
Pep Bovs Auto Supply stores. Will 
train for brake & front end. Xlnt. 
salary, wkq. cond. 8i oppty. for 
advance. Liberal employee bene- 
fits, incl. hosp. insur, life Insur. & 
pension fund, apply In person, 120 
E. 1st St., S.A. 


Boat Mfg. 


ISLANDER YACHTS 
Will pay top wages for ex- 
per: 
MILL MAN 


1 Year rocent exper. 


CARPENTERS 


1 Year recent exper. 


TOUCH UP REPAIRMAN 


6 Mo. recent exp. (fiberglass) 


ENGINE INSTALLER 


Recent Marine exper. 


FIBERGLASS BONDER 
M0LDER 


Speak Spanish 


7777 W. 17th St., Costa Mesa 
BODY 8. fender repair man, exper. 
Group Ins. & pd. vac. 410 W. 5th 


_sJii Santa Ana. 
• 
BODY MAN, E X P E R . NEC. 
IN- 


QUIRE_BJRCH FORD. 525-4738._ 
BODY shop foreman. Sal. open. 410 
W. 5th St., Santa Ana. 


Bottler 


COLLEGE STUDENTS 


2nd shlft-BOTTLER 
$2.50 hr 


A P P L Y IN P E R S O N 
NIAGARA D R I N K I N G W A T E R S 


11532 
Anabel 
St., 
Ga_rden Grove 


B R A K E 
S, 
Front 
end 
alignment 
man, salary & comm. Art's Brake 
& Tire Center, 1640 W. Chapman, 
__Oranqe, 633-3040, ask for Chuck. 


" BRANCH MGR; TRNE. 


G E T In on a planned proqram. For 
upper mamt. loc. dlv. of Ige. co. 
seete Indlv. who demands success. 
Call Tonv James, 778-3380. 
Dennis & Dennis Personnel Agency 


710 N. Euclid, Suite 121, Anah. 


B R O I L E R 
- try cook, exp'd. only, 
part time or full. Start $2.50-$2.75 
per 
hr. 
Galley 
West, 
502 
So. 
Beach, Anaheim. 


BUSB0YS 


A P P L Y IN PERSON 


AIRPORTER INN HOTEL 
18700 MacArthur Blvd., Irvine 
B U S B O Y S wanted," exp., 
apply 
Branding Iron Restaurant, betw. 4 
& 6. Ask 
for Mr. Kent, 2141 S. 
Harbor, Anah. 


* 
CAB DRIVERS* 


F U L L tlime over 24 yrs. Gd. driv- 
ing record, bfts. Apply Yellow Cab 
Co, 1619 1. Lincoln, Anah. Betw. 
10 a.m.-2 p.m. wkdays. 


CAB DRIVERS 
APPLY 


511 E. 3rd ST., SANTA ANA 
C A M E R A M E N 
Strfpper-approx 
20 
hrs wk. O.C. Rapid Print 638-8090 


CAMERAMAN STRIPPER 


M U S T be familiar with all phases 
of printing including small 8< large 
off-set 
press 
operation. 
Primary 
function will be camera stripping 
for 19x25' press as well as, small 
duplicator, also production sched- 
uling. Good company 
benefits & 
opportunity. Send resume to: BOX 
D, 913, The Register, S.A. 


CANVASSERS 


$2 hourly wage, 16-20 vears, able 
to work weekdays 8c Saturdays, 3-7 
Pm, 
experience 
preferred, 
must 
have own transporation. 


• 
537-8890 


C A R E E R S 
•VETERANS* 


O P E N I N G F O R 
A D M I N I S T R A T I V E 
T E C H N I C A L 
SALES, I N D U S T R I A L T R A I N E E S 


The Placement Agency 


716 S. Main St., Santa Ana 


* 
835-2434 j t 


C A R P E T cleaner helper young man 
w-transp. No exp. nec. Call 533- 
2770. 


C A R P E N T E R S 
H E L P E R , 
house 
framing 
847-8450 


*CARPET REPAIRMAN* 


TO $200 wk. + 
commission. Must 
be fully experienced In repairing 
carpeting • damaged 
by 
burns 
or 
water damage. No trainees consi- 
dered. Real busy company. 


ECHO JOB A G E N C Y 
893-5011 


6531 Westminster, Westminster 


CARPET 
SHOWROOM 


THE WORLD'S LARGEST 


Positions Available 
Warehouse men '..$100 up 
Floor Measurers .. .$100 up 


M I N I M U M W O R K I N G 
E X P E R I - 
ENCE T R A I N ON JOB. 
A L L 
M A J O R B E N E F I T S . G R O U N D 
FLOOR 
O P P O R T U N I T Y 
FOR 
M A N A G E M E N T 
P O T E N T I A L . 


also interviewing 


FLOOR 
8. 
H O M E 
S A L E S 
POSI- 
TIONS, J O U R N E Y M E N , 
A N D 
C A R P E T 
L A Y E R S , 
ESTIMA- 
• TORS, DO IT Y O U R S E L F ERS. 


For appointment 
Phone 522-6321 


MMM CARPETS 


14500 Firestone B'vd. 
La Mirada 


C A R P E T 
layers, exo'd. $1 per sq. 


Vd._Call Nasser,_870j4580. 


C A R P E N T É R S wanted. Willard Boat 
Works, Vega. Dl.v, 11200 Condor, 
F.V. 


C A R P E T cleaner, car, $2.25 - S3 an 
hr. aft. taxes, days or eve. 776- 
5170. 


CARPENTERS! 


WANTED 


SAN JOSE AREA 


FRAMERS i f . 
* 
STACKERS -A- 


Call coilect: Jonce Thomas 


(408) 354-5730 


CAR 
wash younq 
man 
full 
time, 
$2.00 hr. Garden Grove Car Wash, 
. 9741 Garden Grove Blvd., G.G. 
CAR WASH; good "pay, xlnt working 
cond. 
Drive-on, 
drive 
off, 
gas 
pump etc, Santa Ana Car Wash, 
1807 No. Main, S.A. 


C A T E R I N G route man, exper. only. 
1101 E. Chestnut, S.A. No phone 
callSj 


CHEF, 
Fabulous 
opportunity, 
full 
charge/ cocktail lounge & restaur- 
ant, top pay, Orange, 639-2360 


C H E M I C A L Handler 2nd shift, SILI- 
CONE 
G E N E R A L , 
7382 
Bolsa 
Westmln, 714-892-5531. 
Chemical 


SALES TRNE. 


ESTABL. co. seeks extrovert w-dv- 
namic personality to fill openings 
on 
their 
permanent 
staff. 
Xlnt. 
oppty. for advancement. Call 
Eli 
Carter, 835-1185. 
Dennis &. Dennis Personnel Agency 
• 1600 N. Broadway, S.A. 


CLAIMS MANAGER 


Hiring today!! Indoor work. You'll 
love the duties and 
surroundings 
Call 558-7373, Ext. No. 21. French 
& French Agnecy of 2100 N. Main, 
Santa Ana. 


CLEAN-UP boy, 1:30-7:30 P.M. 
G U I D A N C E C E N T E R 
1135 Leisure Ct., Anaheim 


* 
CLERKS 3rd SHIFT I T 


F U L L 8c part time. Stop 'N 
Go 
Conv. Mkts. Young growing co. full 
range of benefits. Pd training, maior 
mde., life ins., pd vac, profit shar- 
Ing, call for appt. 995-4181 
C L E R K for small Deli. Must be ex- 
per. in selling. Involves cust. serv- 
ice, & slicinq, etc. 
Christopher's 
Italian Dell, 826-4739. 


C L E R I C A L Sec OZITE 
ad lobs of 


Interest Women. 


C O M M E R C I A L 
" 


WITH THE JOB KINGS! 
• TRAINEES ® 


UNSKILLED 


S C R E E N DOORS 
to $3.00 


M A C H I N E SHOP 
to $2.50 


M A T E R I A L H A N D L E R S 
$2.50 


SHIPG, RECVG. F O R K Lift St. $2.84 
(Some typing helpfu, Good potential 
G E N L H E L P E R S 
to 2.50 


M O L D M A K I N G 
St $2.25 


C H R O M E PLATING 
$2.24 


M A C H I N E SHOP, real mics 
to $2.24 


F I B E R G L A S S 
to $3.00 


M E T E R 8t Measur'g dves 
$450, 


COATING 8, A N O D I Z I N G ...fr. $2.50 
JANITORS 
fr $2.25 


HOSP O R D E R L I E S 
to S1.90 


« INDUSTRIAL O 


GAS C Y L I N D E R S some exp St. $2.75 
W E L D E R S 
from $3.50 


(All types incl'o pipe fitting) 
BRICK LAYING, min exp from $3.50 
P A I N T E R S Min exp 
to $500 


T I R E MOUNTER 
$2.75 


L U M B E R Y D Man 
Opn 


W A R E H O U S E M A N 
$2.50 


M A I NT. hyd press 
to S3.50 


FACTORY-mach opr exp 
$3.00 


E L E C T R I C A L maint tech ....fr $133 


2 Yrs. trade school or equal 
WORKING 
F O R E M A N 


Lathes, weldlnq, etc. 
M A I N T Indl all phases 
to $4.50 


• COMMERCIAL © 


D R A F T S M A N 
$3.50 


Some exp. industrial 
R E T A I L SALES Mqr Trne ...to $600 
Clean cut 


LAB TECH Trnee 
to $3.00 


Some alqebra & chemistry 


INSIDE SLS trne 
to $800 


Good Personality & phone voice 


O R D E R DESK 
to $750 


Clean'g Compounds, sealants, etc. 


L M B R Sales Retail 
$2.66 


E L E C T ' L Engr 
Open 


Degree, know radar 8, microwava 


M A N Y OTHERS 
ALL AREAS 


E M P L O Y M E N T 
A G E N C Y 


THE EASY WAY 


(ASK US WHY) 


BUENA PARK 
522-8346 


6631 Beach Blvd. 
Btwn Orangethorpe & Manch«'er 


COSTA MESA 
645-4320 


1810_C. Newport Blvd. 


•TOLD" HEADER 
OPERATOR 


Roller operator 
10 hrs 
fringe bfts. So. El Monte 


_area._ Steady^work 213—579-637J 
COLLECTOR 
wanted, 
salary 
plus 
commission 8, Company 
Benefits 
Aoplv 
Doctors' 
Business 
Bureau 
206 W, Fourth, S.A., 543-8437. 
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(CONTINUED) 


C O M M E R C I A L 
I N D U S T R I A L 


Margo King 


F E E 
P A I D 


O S A L E S F O O D 
guar. S7»fr 


Deg. or food sales exper. 
O S A L E S Indust. Fee neq ....$12,000 
O M A T E R I A L 
Hand 
Equip, to 
I K 
Batteries DC power car. furn. some 
travel. 
©COST ACCT Fee Neg .to $1100 mo 
© S A L E S Indus. Fee neg ...to $600+ 
Car + Comm-mach. shop-metal fab. 
© S A L E S Beverage 
to $800 


College 8, or sales exper. 


© S A L E S Mgr. trne 
to $750 


BS or BA degree acctng. equip. 
© C O U N S E L O R Open 


This ofc. Exp. helps. Trne consi 
dered. 


•A-TECHNICAL-A- 


© P R O D . CONTROL 
to $5 hr 


Mobile home const, exper. 


© Q U A L A S S U R A N C E 
to $5 hr 


Mobile Home exp. 


• F O R E M A N 
to-$4 


Mobile Home Construction exp. 
. 


• E L E C T R O N I C Tech 
to $5 


-¡MNDUSTRIAL* 


• H A R D W A R E Sales 
$2.66 hr 


• T R U C K D R I V E R 
to $165 Wk 


Several needed, tow truck exp. 
• T R U C K D R I V E R Class 1 $4.2J hr 
• S T A T I O N Attend, wk. $125+comm 
• LIQUOR Clerk 
$2.50 hr.+ 


• LOCAL D E L I V E R Y 
$2.25 hr 


• F A C T O R Y Trainee 
$2.50 hr 


No exper. nec. Will train 
• M A C H I N E Shop Trne 
$2.25 hr 


• M E T A L SHOP Trne 
$2.25 hr 


• POOL E Q U I P Repair to $200 wk 
• POOL S E R V I C E 
to $105 wk 


• L A B O R 
to $3 hr 


-^CONSTRUCTION^- 


• ORN. IRON FAB 
to $2.50 hr 


• L U M B E R Yard 
$3 hr 


Retail exp. nec. 
M O B I L E H O M E 
E X E R I E N C E 
OverlOO openings available 
To $5 hr 


• C A R P E N T E R S 
© P L U M B E R S 


• E L E C T R O N I C S 
© I N S P E C T O R S 


• QC CONTROL © P R O D . 
E X P E D I 
TORS 
© F O R E M E N 
O L E A D M E N 


© R O O F E R S 
© M A I N T E N A N C E 
© W E L D E R S ARCH 
© F O R K L I F T 


• S I D E 
W A L L 
I N S T A L L E R S 


©INVEN. C O N T R O 
© A L C A N SIDING © 
I N S T A L L E R S 


i c CONSTRUCTION 
* 


Exp. 
mobile 
home 
construction 
helpful. Start work next week. 
F R E E S F E E JOBS 
M A R G O K I N G 
P E R S O N N E L A G E N C Y 
2139 E. Ball Rd., Anah. 
774-3691 
Corner of St. College 


C O M P O U N D E R , some exp. req. In 
paint 
polish, 
wax, 
or 
chemical 
batch mixing. Apply 1910 So. Yale 
St., S.A., nr. Harbor 8. Warner 


COMPUTER OPR. $700 


No fee. 2 yrs, exper. Systems 3. 
Also fee iobs. 


June Raymond Agency 


1753 W. La Palma, Anah. 
774:8380 


C O M P U T E R "OPERATOR - I B M Svs-| 
terns III, to $600, fee paid, other 
fee iobs. Fleischman 
Employment 
Agency, 1400 N. Harbor, Fullerton, 
Ste. 727, 870-8000. 


CONSTRUCTION supt. Heavy & tilt 
up. Sal. open._637-2560. 


CONTROLLER 
N E W P O R T Bch based A M E X 
listed 
co., in service Industry has subs 
controller opening. Successful can- 
didate will have colleqe degree in 
accounting 
w-3 
to 
5 
vrs. 
exp. 
CPA 
pref. 
Please 
send 
resume, 
incl. salary history to B O X N 909, 
The Register, S.A. 


COOK EXPERIENCED 


22t_E_Kajena,_OrgJi_63?il950____ 


COOK 
trainee. 
Loves 
Restaurant, 
1549 E. Katella, Orange, 1571 La 
guna -Rd., Tustin. 


COOK exp. only troys 
Restaurant 
811 N. Euclid, Anah. 


COOKS, fry 8. pt. time broiler, exp. 
xlnt. pay. See Chef, Hilton 
Inn 


1500 S._Raymond, Full. 


COOK, D I N N E R HOUSE, E X P E R 
I N T E R V I E W HRS. 9-11 8. 2-4 
HQS E 
K A T E L L A , A N A H E I M 


•COOKS 


P A R T & F U L L T I M E 


•CARL'S JR. 


RESTAURANT 


Apply In person btwn. 2-4 at 


CARL'S 


ASK FOR S U E 


10042 Westminster 
G.G. 


COOK 
asst. needed, 8. dishwasher 
needed, 725 W. Baker, C.M. 


CÖÖK - exper. for Troy's 
Restaur, 
ant, 7035 Lincoln Ave.. B.P, 


"COOK, BREAKFAST 


Over 
21, must have fast 
coffee 
shop exp., neat 8. dependable, pd 
weekly, gd money for right man, 
apply in" person, see Joe, no phone 
calls 
please, 
Vagabond 
Coffee 


_ _Shop.J515 E._bt St., S.A. 
COOKS, exper. Fry Cook in 
Fast 
foods. Full time. Aoolv in person 
Gilmore's 
Coffee 
Shop. 
1910 
E. 


Lincoln, Anah. Ask for 
Ray, 


COOK & set . up man. 'Marri's Pizza 
1194 W. 
Katella, Anah. After 
1 
p.m. 533-1631 


COOK—fry ihi desert) 
R8.B+$546 
COOK—fry (hi desert) 
$624 mo 


COOK—fry & Broiler (out) 
$680 mo 
Dishwasher 
(desert) 
R8.B 
S300 


•COOKS 


Breakfast & dinner full-tlma 


•CARL'S 


CHARBROILER 


Apply In person belwn 2-4 at 


CARL'S 


1168 W. Katella 
Anah. 


COOKS 


i 
am-2 pm 8. 2 pm-10 pm 
open 
Apply in person. Sambo's, 2101 E. 
1st St. S.A. 


COOK exper. Apply bet. 7am-10pm, 


6601 Westminster Ave., Westm. 
COOK Exp. apply between 7 am & 
11 am Granada Inn 2383 W. Lin- 
coln Ana h; 
. 


COOK — Full and part time, exper. 
Apply 2500 E. Nutwood Fullerton. 


COST Acctg .to $1100~Mo. 


F E E 
N E G O T I A B L E 
COST accounting exp. nec. Mobile 
home exp. pref. No degree req. 
Immed. openinq. 


M A R & O K I N G 
P E R S O N N E L 
A G E N C Y 
2139 E. Ball Rd., Anah. 
774-3891 


Corner of St. Col lege 


O C R E W 
M A N A G E R 
T R A I N E E O 
17 Yrs. & older, available A M or 
PM shifts. Uo to S50 wk. to start. 
_From^ our_offrce;_542-0242. 


'CUSTODIAN & D E L I V E R Y 
M A N 
555 Automotive 
828-5555 


CUSTODIAN FOREMAN 


Must have 3 yrs exp as Custodian 
8. 1 year as foreman. Good salary 
& benefits. 
Please Contact Personnel Office 
So. Coast Community Hospital 
An Equal Opportunity Employer 
"DELIVERY - early morn., 2-6 A.M. 
L.A. Times., S.A. area. 
Reliable 
car. 543-1757, 846-3681 eves^ 


D E L I V E R Y M A N 
Costa Mesa, early 
am Times route. Must have de- 
pendable car. 546-1780, 546^5427. 


Delivery Install s, sales 


FULL OR FART TIME 
15 MEN NEEDED NOW!!! 
NO EXP. NECESSARY 
START 


*$160 W K * 


Management opportunity available 


Call for interview 
•826-3810^ 


D E L I V E R Y 
8. Odd 
iobs, 
pt-ilme. 
Over 
18. Must have gd. driving 
record. 
Apply 
Armour 
Paint 
.'<, 
Chemicals Inc. 1201 E. Ball 
Rd. 
Anaheim 


LOOKING 


for the right [ob! It's 
easy when you check 
the Jobs of Interest and 
Employment Agency list- 
ings Daily in . . . 


Classified Ads 


Orange County's 
Largest Employment 
Market Place 


FOR RESULTS 
USE REGISTER 
CLASSIFIED 


i 


B S 
Tîie REGISTER 
Monday, Juna 4, 1973 
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DENTIST full or part time. Ontario 
& 
Whlttler 
area. 
Possibility 
of 
$50,000 a vear 213-693-0788 or 714- 
983-9639. 
_ 
_ 


DENTIST expd, for ässöciätestiip In 
group practice, Anah. area, 828- 
1415, 


bESIGNERS-lnteriors 
Graphics 
& 


Displays. 549-22«. 
' D E S I G N E R S & D R A F T S M A N 
EXPD. In memory system, PC, & 
mechanical 
design 
of 
electronic 
systems. 
TECHNOLOGY 
M A R K E T I N G 
979-1100 


DIE M A K E R 
I M M E D . Openings for Die Maker 
& tool makers for precision pro- 
g r e s s I v e stampino, dles.Exper 
only, top wages & co benefits. 


GAISER TOOL CO. 


1701 E. Carnegie. S.A. 
540-4080 


I 
DIETARY AIDE 


full time—11:30 A M to 8 PM Apply 
In person:—Huntington 
Intercom- 
munity H o s p i t a l , 
17772 Beach 


_Blvd„ Huntington Beach. 
DISHWASHER wanted.' Marrl's Pli- 
28, 1194 W. Katella, Anah. 533-1631. 
DISHWASHER, 
Exp'd. 
Fast, relia- 
ble. Closed Sundays & holidays. 
Apply 7 a.m.- 8 p.m. Leo's Rest., 
1451 W. 17th, S.A. (Honer Plaza). 
DISHWASHER, 
expd 
oniy, 
must 
hbve neat appearance. The Cottaae 
Coffee Shop, 562 W. 19th, C.M. 
; 
DISHWASHER 


' 
Full & part time 
Fountain Valley 
Community Hospital 
> Contact Personnel Office 
171W Euclid at Warner 
979-1211 


i An equal opportunity employer 
DISHWASHER, full time. Apply at 
Sundowner's 
Steak 
House, 
11052 
Beach Blvd., Stanton, 


DISPATCHER 


Manufacturer of medical 
devices 
offer permanent position to candi- 
date with approx. 2 years recent 
exper as dispatcher or follow up 
man In manufacturing & assembly 
or machine shop expediting & dis- 
patching control, materials, store- 
keeping experience desirable. Ex-| 
cellent working conditions & com- 
pany 
benefits, 
including 
dental 
Plan. Apply to Personnel. 


EDWARDS LABORATORIES 


Dlv, of American Hosp. Supply Corp. 
,17221 Red Hill Ave., Santa Ana 


LAn equal opportunity employer 


DQG Groomer, exper. in all breeds«1 


refer, required 531-6217. 
r 
DRAFTSMAN 
I N T E R M E D I A T E 
architectural. Mo- 
tels & restaurants. Xlnt. co. bene- 
fits. Call Ray Chermak AIA (714) 
833-1633. 
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Temporary¡ 


ELECTRICIAN 


I M M E D I A T E 
openings, 
long 
and 
short term assignments, top bene-; 
fits Incl. Xlnt. salary. Paid holl-| 
days, vacation plan. 


APPLY 
VOLT 


Anaheim 


D R A F T S M A N 
Machine design, rapidly 
growing 
firm, exceptional 
pay & fringes, 
Long Beach, 426-4455._ 


DRAFTSMAN 


Ataior RV mfgr., looking for ener- 
getic, talented draftsman. Must be 
expd. Send resume or call Eldora- 
do Industries, 12101 Industry St., 


_G.G., Callf!_92641, 894^436. 
D R A P E R T Y 
installer; 
plenty 
of 
work, gd working cond. 7201 Gar- 
den Grove Blvd. Ste 7F, G.G. 


D R A P E R Y Solicitor, can earn up to 
_Ì300 a wk, 533-7161.. 


D R I L L PRESS OPERATORS 
Davln Corp. 
1026 Lacey Ave., Anah. (714 ) 776-0210 
D R I V E R S wanted over 25. Blue & 
White Cah. IDDI N. Logan, SA 835-8931. 
D R I V E R 
CLASS 
I 
— 
Driving 
school qrad or recent exp. accepta- 
ble Sundowner Personnel Agency. 
9774 Katella, Anah. 776-1800 


if DRIVERS 
* 


FULL time or weekends. College 
students or military personnel wel- 
comed. Employee benefits. 


M E L O D E E ICE C R E A M 
. 


1502 .West 5th S t . _ 
Santa Ana 


DRI VER-Movinq 
Cb. 
needs 
exp. 
movers. Full time-all benefits. Bal- 
boaj Van_&_Slorage._540<!880. 


D R I V E R S 
& cooks, over 21, part 
jjrne. H.B. area. 16532 Beach Blvd. 
DIRVER-handyman. qd 
w o r k i n g 
cond. 7201 Garden Grove, Blvd. Ste 
7F,_G.G 


DRIVER-over 
25, 
married, 
must 
know L.A. & O.C. Apply bet. 9 A M 


_8,_2. P.Vi 1915 N. Batavla, Org. 
DRIVER. 
The 
largest co. in the 
world in this field is looking for a 
healthy, neat, & dependable man 
to take over 
established 
route. 
$145. per wk. to start. Raise as 
soon as you can take over route 
by yourself, benefits, Incl. hosp., 
pd. pesnion plan, long term disa- 
bility, 
life 
insurance, 
employee 
stock purchase plan, & more. Call 
Tl«y Didy Service for appt., 541- 
31«. 


DRIVER 


MOVING VAN 
TO $4.60 HR 
SIGMATICS 


T E M P O R A R Y H E L P 


500 NEWPORT C E N T E R DR. 


833-3861 


300 SO. HARBOR, STE 503, ANAH, 


774-7250 


DRIVER 


EXPERIENCED 
Household Goods 
Owner-Operator 


WE WANT: 
the experienced 
professional 
WILL PAY: 
$1000 
bonus for 
your experience. 


if vou have the experience, we 
will pay for It. Bonus for experi- 
enced only. Must be available Im- 
mediately. Guarantee to have you 
on the road within 5 days or wil 
make your tractor payment or will 
give 
you 
the 
equivalent 
cash 
amount. For details call collect: 


(317) 353-6653 


Mr. Buiiington or Mr. Prince 
or Mr. Hicks at 


(714) 547-6753 
: American Red Ball 
Transit Company Inc. 
1335 Sadlier Cir 
East Dr. 
Indianapolis, Indiana 
OR 


1651 East Edlnger, Suite 101 
Santa Ana. California 
Offer good until June 15. 1873. 
Brrnq this ad to qualify; 


DRIVER $450 


Clean cut, gd. physical to drive 
panel truck. Cannot be color blind. 
21+. Oranoe Counlv area. 
Coronet Employment Agency 
1621 East 17th Street 
Suite N, Upstairs 


Santa Ana 
541-4171 


Driver Sales 
Part Time Eves 


• STUDENTS 
• MILITARY PERSONNEL 
• EMPLOYED DAYS 
BUT DESIRE ADD'L INCOME? 
* $ 9 5 W K . * 


CALL 534-0703 


INSTANT PERSONNEL 
879-9330 


1624 Orangethorpe Way 


546-4741 


3848 Campus Dr. 
Ste. 106 
Npt. Bch 
Across from Orange Co. Airport 


(213) 927-4491 


8041 E. Florence Blvd. 
Downey 
_ 
Equal Opportunity Employer 


ELECTRONic TECHS—DRAFTSMEN 
Immediate opening for feeds with 
exper In analog & or digital cir- 
cuits position avail In the dev & 
mfa. of state of the art. Miniature 
sub-assemblies 
. . 
Need lunlor draftsman with mini- 
mum of 1 yr exper. & desire to 
learn printed circuit design. Send 
resume or contact, Function Mod- 
ules Inc. 2441 Campus Drive, Ir- 
vine, 833-8314 


Engineer 


Methods 
Engineer 


CHIKSAN 
has 
been 
the 
Industry 
leader In the design of ball bear- 
ing swivel joints for the past 45 
years. Our fluid handling equip- 
ment Is known the world over for 
quality and reliability. 


DUE to Increasing demand for our 
products, our Methods Engineering 
Dept. has a need for an experi- 
tnced Individual to do time and 
motion studies. This person will 
have a great deal of responsibility 
for the establishment and mainte- 
nance of time standards In our 
m a c h i n e 
shop and fabrication 
areas. 


QUALIFIED applicants will have at 
least 2 years of time and motion 
study 
experience 
In a 
machine 
shop 
environment. 
Should 
also 
have knowledge of N-C and auto- 
matic machine 
tools- and preset 
tooling. Please submit a resume 
wrth your salary requirements or 
call Personnel. 


(714) 529-2121 
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E N G I N E E R - ProlectTlor mech. + 
structural 
systems, 
call 
698-0641 
for appt., Omond Inc.,. 1196» RI 
viera Rd., Santa Fe Springs. 


EXPERIENCED LOTMAN 
, 


All company benefits. Good pay, 
Good working conditions. See Mr, 


A'McCOY & MILLS FORD 


700 W. Commonwealth 
Fullerton 
> 


EXPERIENCED LOTMAN 
All company benefits. Good pay, 
Good working conditions. See Mr.; 


A'McCOY & MILLS FORD 


700 W. Commonwealth 


Fullerton 


FACTORY Trainee. for knitting mill, 
prefer young man, call Mr. Mur- 
ray, 8-9 am or 4-5 Dm, Anaheim, 
879-1770 


FMC 


CORPORATION 
Fluid Control Operations 
(CHIKSAN) 


330 No. Brea Blvd. 
Brea 


NORTH ORANGE COUNTY 
An equal opportunity employer M-F 
Engineer 


SENIOR 


PROJECT ENGINEER 


Manufacturing company has an 
immediate 
opening 
for 
a 
top 
electronic 
circuit 
design 
engi- 
neer, 
capable 
of 
working 
at 
state-of-the art levels. Digital & 
analog. Xlnt benefits • paid life 
and medical insurance policies. 
(Near intersection of MacArthur 
& 
Red Hill 
Roads to Reynolds, 
Apply personnel dept. 8-5. 


Applv Bentlev Laboratories Inc. 
17502 Armstrong Ave., Irvine 


E N G I N E E R I N G 
COMPONENT 
ENGINEER 


Orange 
County 
based 
manufacturer of com- 
mercial 
electronic 
as- 
semblies has a immedi- 
ate need for a compo- 
nent engineer to deter- 
mine, develop, maintain 
& improve quality & 
reliability of company 
products by evaluating 
components 
to "docu- 
ment standards set by 
engineering. 
Submit 
resume 
with 
salary history to: Box D 
910, The Register, S.A. 


Enqlneer 
Manufacturing 
Engineer 


(ELECTRONICS) 
, 


Fine opportunity for right person 
to work with design engineers, 
coordinate procurement of com- 
ponents 8< assist line technicians. 


An Intermediate level position of- 
fering good growth potential for 
individual on the way up. Mini- 
mum 2 years college In electron- 
ic engineering plus 2 years ac- 
tual manufacturing experience. 


Background in P.C. assemblies & 
final assemblies of electronic In- 
struments. 


A P P L Y IN PERSON OR PHONE 


535-8151, Ext. 363 


R0BERTSHAW 


Anaheim Division 


S.A. F R E E W A Y AT EUCLID 
An Equal Opportunity Employer 
E N G I N E E R 
trainee, Indlv. W-B.S7- 
M.E. or BS-EE degree who Is In- 
terested. In supervisory position & 
relocation 
Xlnt bnfts. & starting 
sal. Apply In person, 9 am-3 pm, 
Nabisco 
Inc., 7301 Artesla, 
B.P 
Equal oppor. employer M&F. 


ENGINEER, TRANSFORMER 


Electronic 
equip, mfgr. 
requires 
transformer 
design engineer 
for 
military 
& 
commérclal 
applica- 
tions, hl-voltage pulse & oower. 
Airborne & ground equip Anaheim 
area. Reply to Operations Manag- 
er, R. L. Rifter, Inc., 1560 Orange- 
thorpe Way, Anah. 92801 


EQUESTRIAN 


HORSE RENTAL STRING 
SUPERVISOR 
Newport Beach 


Seek 
Individual 
with 
experience 
operatlno rental horse string Must 
have full working 
knowledge of 
horsemanship 
& 
ability to deal 
effectively with public. Permanent 
full time position with Excellent 
salary & benefits. 


CALL 644-7464 


Weekdays 8 to 5 
ASK FOR WES OR S A L L Y 


* 
FACTORY TRAINEES 
* 


TO $2.50 HOUR 
NO experience necessary. Age 18+ 
to 60. Will train. Immed. openings, 
MARGO K I N G 
P E R S O N N E L A G E N C Y 
2139 E. Ball Rd„ Anah. 
774-3891 


Corner of St. College 
FACTORY-PROFESSIONAL 
CHECK US 1ST 
CAL-WESTERN 


E M P L O Y M E N T A G E N C I E S 


1161 NO. TUST IN 
1, ORG. .:... 532-6787 


14341 BEACH BLVD., WESTM. 892-7791 


11? N. RAYMOND, F U L L . ..871-8310 


425 SO. EUCLID, A N A H 
772-8803 


LATHE OPERATOR 
to $4.59 


SHOP HELP 
$3.30 


S O L D E R E R , fronlc 
$3.55 


T I R E CHANGER T R A I N E E ...$2.75 
FACTORY T R A I N E E 
S2.40 


SHIPPER, Assembler 
52.25 


CUSTODIAN ...................to $2.25 
A S S E M B L E R 
to $2,10 


MACHINE SHOP T R N E E 
...12.00+ 
PROFESSIONALS 


M A N A G E M E N T , Fee nego ...to 15K 
DRAFTSMAN. Civil Eng ....to $1040 
MFG. & INDUSTRL E N G 
$1000 


CREDIT MGR, Lien Laws .... $900 
OUTSIDE SALES 
$833+ 


T R A V E L I N G SUP 
.$800 plus 


O R D E R DESK SLS, Fee nego to 780 
COMPUTER OPR, Fee Pd 
.$700 


M G R TRAINEE, retail 
to $671 


R E L I E F DESK C L E R K 
$433 


EQUAL OPPORTUNITY AGENCY 
Factory 


15 MEN 
•Needed immediately 
For packing & shipping a* 
signment. 
No 
experience 
necessary. Length of job in- 
definite. 


VICTOR 


Jobs Of Interest 
Men 20 


( C O N T I N U E D ) 


1360 S. Anaheim Blvd. 
Ste 120 
Anaheim 
635-6031 


FACTORY TRAINEES 


P E R M , only, strong hands & able 
to accept instruction. We will train 
qualified applicants. An equal op- 
portunity employer, Apply at 174 
N. St. College Blvd., Org. Next to 
Orange Drive-ln. 
' 


Factory 


TRAINEE $2.66 HR. 


All 
shifts, bonus for 2nd & 3rd 
shifts. High school grad. 18 yrs, + 
Must be clean cut. 
THE P L A C E M E N T AGENCY 
716 S Main St. 
Santa Ana 
835-2434 


Factory 


• HERITAGE • 


Manager finance exp 
,0,sl;152 


Office Suprt, degree 
to $800 


Trainees, retail mat 
to $700 


Trainees ofc mgmt 
• ••$500 


Maint. Mech, electr 
...,$5.00 ud 


Electrician plant 
to $4.75 


lniect mord leadman 
to S4.50 


Polisher, metal 
f««? 


P r o d Mach opers 
. . , : . , . . 


Paper puli beater opr. 
g j 


ppaer pulp beater opr 
-..«si 


Winder oper paper . 
Ex'rnder Plastic pipe ......to $3.-» 
Painters . . . . . . . . . 
; 


Trainees Factory 
$2 |0 


production Trainee . 
• 
• • 5 2' 5 0 


HERITAGE 
A G E N C Y 
11752 Garden Grove Blvd. 
G.G. 
638-0520 
SulleJU 


• FACTORY • 


Factory Trnees 
$2.60 hr 


Genl Laborer 
$2.50 hr 


Shlp'g Clerk 
$3.00 hr 


Truck Mech 
$4.09+hrs 


Combin Welder 
$5.00 hr 


Woodworker 
$3.75+hr 


Shpg Clerk 
RT Driver 
Lumber Yd Trnes 
Generator Rebldr 
Drill Press Oper 
Lndscpr 


NO DOWN P A Y M E N T 
MAIN STREET 
E M P L O Y M E N T 
AGENCY 


215 So. Main, S.A. 
835-5383 


$2.50 hr 
$3.25 hr 
$2.50 hr 
to $4.00 hr 
to $3 00 hr 
S3.00 hr 


Factory 


GENERAL FACTORY HELP 
UP TO $4 PER HOUR 
M E T A L 
FABRICATION 
Bayport Ind., 2710 S. Main, S.A., 
979-S4M. 
t 


FABRICATORS - bonded panel mo- 
tor home side walls Bond Tech. 
Inc., 2071 E. Lambert Rd., La Ha- 
bra. 


FIBERGLASS BOAT BUILDERS 


Trainees. $2.50+ 
to 
start. 
Exp. 
molders also required, top Industry 
pay. Mac Gregor Yacht, 1631 Pla- 
centla.C.M. 


FIBERGLASS Lamlnator - must be 
exper. In hand laminating small 
parts. Must sDeak 
xlnt 
English, 
req'd. 2940 Grace Lane. C.M. S4S- 
2M6. 


• FIBERGLASS 
R O L L E R « 
Needed 
at once. 
Full 
company 
benefits. 
L A N D A U 
PRODUCTS 
1960 N. Glassell, Orange. 998-3311, 
FINANCE MGRS. 


Excelent 
benefits, 
good 
future 
profit 
sharing. 
Experienced 
men 
only. Minimum 
1 year, all 
Calif, 
areas available. 


$800 to $1200 D.O.E. 


F E E P A I D 
W E ALSO HAVE F E E JOBS 


OP-COR 


E M P L O Y M E N T A G E N C Y 


1401 E. 1st, S.A. .547-3022 


FINANCIAL MGR. TRAINEE 
I M M E D I A T E 
opening 
for 
ambi- 
tious, neat alert candidate Interest- 
ed in mgmt. career with expand- 
ing company. Salary position with 
liberal 
benefits, 2 yrs. 
minimal 
collection 
experience. 
Mrs. 
Mc- 
Kinley, 535-2847. 
. 
• 
_ 
F O R K lift operators - needed. Re- 
quirement 
1 yr. 
recent 
exper. 
Starting rate $3.68 per hr. Call 
714-523-7881. 
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ELECTRICIAN 


B. P. John Furniture, the West 
Coast's newest & largest furniture 
m(g. plant is currently Interview- 
ing for a malnt. electrician exper. 
in 3 phase 480 volt motors, starters 
to -300 HP, trouble shooting AC & 
DC mach. controls. S4.29 per hr. + 
benefits. Contact 
Dale 
Nordlund 
(714) 979-2013. 


B.P. JOHN FURNITURE 
2001 E. Dyer Rd. 


IRVINE INDUSTRIAL C O M P L E X 
An equal opportunity employer 
ELECTRICIAN 


B. 
P. John 
Furniture, the 
West 
Coast's newest 8. largest furniture 
mtg. plant is currently Interview- 
ing foh a maint. electrician exper. 
In 3 phase 480 volt motors, starters 
In 300 HP, trouble shootlno AC & 
DC mach. controls. $4.29 per hr. + 
benefits. Contact 
Dale 
Nordlund 
(714) 979-2013. 


B.P. JOHN FURNITURE 
2001 E. Dyer Rd. 


IRVINE INDUSTRIAL C O M P L E X 
_An_Equal_Oppqrtunity Ejrioloycr_ 


TLEC. TECH. 


E S T A B . p r o g r , - s s i v e co. seeks 
skilled elecfro-meclijtilca! type vj- 
eves on Ihe future. Xlnt. starting 
salary, $3,320 + 
malor bits. Call 
Mike Martin, 835-1185. 


Dennis 8. Dennis Personnel Agency 
1600 N. Broadway, S.A. 


EXECUTIVES 


$15,000 to $75,000 


Changing Jobs 


Need Interviews! 


How do you open the doors and get those all important 
interviews? Most executive and managerial positions 
are NOT advertised. 


If you are not having results 


Let the Professionals help you. 


TAKE THE INITIATIVE. Call us today or send re- 


sume for confidential no obligation appointment. 


à 
il/VA M / 1 


5 
.s ; y 1 


I Frédéric 
Int 
k MARCY & Associates, 


Of Orange County 


2061 Business Center Dr. Suite # 2 0 5 


Newport Beach, Calif. 92664 


(714)833-2922 


IRVINE COMPLEX, Acros$ from O.C. Airport 


O f f i c o In Key Cities 


FLORIST- 
DESIGNER 


Are you tired of working 50-60 hrs. 
a week? Would vou like to work a 
5 day, 40 hr. week with time 8< 
half for overtime? Wa otter a tal- 
ented 
florist-designer 
a 
position 
with a growing comwny. This, pos- 
ition offers a competitive salary. 
Good fringe benefits & an oppor- 
tunity for personal & professional 
growth. For Information & Inter- 
view appolntmenl call. 


FOREST LAWN - CYPRESS 


(714) 828-3131 
(213) 431-3517 


Equa ^opportunity employer 


F O R E M A N , Exp'd In wood, metal or 
campers. Quarterly bonuses. Paid 
vacation, holidays & Ins. to $750. 
Sundowner Personnel Agency 9774 
Katella, Anah. 776-1800 


FOREMAN 


Ivy 
League 
type. 
Expeditor 
or 
Industrial engineering 
background 
or mtg. production foreman experi- 
ence necessary. This lob requires 
a sharp. Intelligent, mature man 
for the 2nd or 3rd shift. Minimum 
16 start 
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G E N E R A L production - rib expert 
ence necessary. Days, Bio-dynam- 
ics. 17542 Armstrong Ave., Irvine. 
General 


$725 M0. 


OP-COR 
' 


E M P L O Y M E N T AGEhJCY 


1401 E. 1st, S.A. 
547-3022 


FOUNDRY 
Edwards Laboratories, located In the 
Irvine Industrial Complex, has sev- 
eral openings within our foundry 
for i n d i v i d u a l s 
Interested in 
Biomedical 
products 
- 
artificial 
heart valves. 
ASSISTANT SUPERVISOR 


Supervise 8 to 10 assemblers in wax 
pattern o p e r a t i o n s , shelling & 
pouring 
operations, exper. in In- 
vestment, castinq, desired. 


TECHNICIAN 


Capable of conducting & or prepar- 
ing metallurgical Inspection speci- 
mens, control tests on 
w a x e s , 
chemical & physical control on ce- 
ramics. 2-3- years chemical or me- 
tallurgical exper. required. 


Qualified 
applicants are 
urged 
to 
call or submit application to per- 
sonnel. 


EDWARDS LABORATORIES 


Dlv. of American Hosp. Supply Corp. 
17221 Red Hill Ave., Santa Ana 
An Equal Opportunity Employer 


F O U N D R Y 
Labor, E.B. 
Morltz 
foundry, 628 E. Washington, S.A. 


FRY" cooks, dishwashers, 
busbovs, 
exp'd. day 8. nlte shift. Apply In 
person, Colony Kitchen, 27142 Orte- 
oa Hwy.. San Juan Capistrano. 


F R Y rook, exp., full time, Sambo's, 
2110 S. Ha_rbort_534-1930._ 


F R Y 
Cook, day shift to train for 
dinner cook. Immed. opening, sala- 
ry open, Interv. aft 3 pm, Mr. 
Colgate, 3010 Harbor, C.M. 


FURNITURE 
WOODWORKERS 


714-538-2305 


FURNTYÜRE 
REFINTSHER 
714-639-3960. 


Ê X P . 


* 
GARDENER 
* 


BE your own boss! Be a part or 
full time gardener In your own 
area. High income, G U A R A N T E E 
CUSTOMERS. 
NO CASH 
DOWN. 
E A R N NOW, PAY L A T E R 


AL .534-7187 


GAS attendant; fuiTTime. Lincoln & 
Knott Car Wash, 6942 Lincoln, B.P. 
General 


METRO CAR WASH 


Many full time lobs. 
6 locations-growth company 


2950 Harbor Blvd., C.M. 
: 


G E N E R A L office mature~person. gd. 
telephone personality. Lite bkkpg.. 
Knowledge gf 10 key adding ma- 
chine, apply In person 11251 Slater 
Ave. Ftn. Vly._ 545-1177. 


GENERAL 
LABOR 


Newport Beach, Costa Mesa, 


Irvine, Santa Ana, Orange 
NO F E E S 
DAY SHIFTS 
SWING 8t G R A V E Y A R D 
W E E K L Y 
PAYCHECK 


. PRECISION 


ID - OD. Minimum 5 years exper- 
ience. 
SECOND 
SHIFT. 
Liberal 
wage S. benefit program. Applv 


KWIKSET 


515 E. Santa Ana St. 
Anaheim 


_Egua] opportunity employer _MiE_ 
GROCERY-Mnuor 
clerk, Org 
pref. 
mid aged Tues & Thürs, 6-11, Sun. 
3-11, Some exp. Aft 3, 637-0608. 


PACIFIC PERSONNEL S E R V I C E 
500 Newport Center Dr. 
Suite 900, Newport Beach 
(714) 640-1970 
or 


500 S. Main, Orange 
24 Central Tower 
(714)547-6446 
Equal Opportunity Employer 


G E N E R A L 


JOBS 


By 
LUCI 


©MANAGER TRAINEE .$725 


Fast promotion 


• OUTSIDE SALES 
....$700 


Excellent benefits, co. car 


• PROGRAMMER 
...$1000 


• FORKLIFT MECHANIC $693 


Must have own tools 
• AUTO PAINTER 
....$725 


Fast raises 


• HAND DEBURRER ...$650 


5 years experience 
©CLASS I DRIVER ....$703 


Food experience 


• FACTORY TRAINEE . .$460 


Plastic firm 
• WOOD WORKER ....$520 
• SERVICE REP 
$563 


Medical 
field, analog 
& 
digital 
bkg. 8, company car 
^ 
_ 


• MACHINIST 
$1040 


Top company 
• MAINT. MECH 
$866 


Steel co. 
714-956-1000 


905 N. Euclid, Sulte A 
(Between La Palma & Crescent) 
Anaheim, Calif.- 
CAL-FAIR AGENCY 
GENERAL 
LABOR 


• LONG 8t SHORT T E R M 
e I M M E D I A T E WORK 
rn LOCAI 
A R E A S 


• W E E K L Y PAY CHECK 
• TOP $$ 
• $25 BONUS 


pacific Personnel Service 
500 So. M.ain, Orange 
24 Central Tower 
(714 ) 547-6446 
500 Newport Center Dr. 
Suite 900, Newport Beach 
(714) 640-1970 
Fullerton 
870-1833 


•PPS 


Equal opportunltv_employer 


G E N E R A L " Helper, willing 
worker 
manutactrulng plant. Apply 1910 S. 
Yale, S.A. nr. Harbor & Warner. 


GEN7L. MACHINIST 


Exp. on machine lathe & radial 
drill. Apply in person. Morehouse 
Industries, 1600 W. Commonwealth, 
Fullerton, E.O.Ej 


GEN'L SHOP HELP 


Calif, lie. reg. w-od. driving rec. 
Some lite truck driving $2 hr. to 
start + 
overtime. Holidays, vac. 
medical, 
2130 
E. 
Orangewood, 


Anah. 8-11 a.m. only. 
General 


MACHINE 0ERAT0R 
TRAINEES 


Requires mechanical or plant ex- 
perience. Starting rate $2.97 then 
$3.12 in June with automatic In- 
creases. Please apply Tues. thru 
Frl. 


CELANESE 
PIPING SYSTEMS 
402 CENTRAL AVE., S.A. 


NO PHONE CALLS P L E A S E 
An Equal Opportunlty_Emplover 
GEN. H E L P E R "for chemical milling 
firm needed for material handling, 
washing of parts & stripping peela 
bla 
coatinas. 
Good 
pav 
scale, 
fringe benellts, pd. vac., overtime 
Aerochem, Inc. 1885 N. Batavla St. 
Orange 
(714) 637-4401. An ' equàï 
opportunity employer. 


JOBS 


TRAINEE JOBS 


MANAGER T R N E 
i. 
..$500, 


LABORERS 
$2.50 hr 


A S S E M B L E R S 
.52.04! 


A S S E M B L E R S (3) 
$1.65 


MANAGER T R N E 
to $5.00 


MECHANIC T R N E 
$2.75 


MACHINE SHOP T R N E 
$2,50 


L U M B E R S A L E S 
$2.66 


SHIPPING C L E R K T R N E 
....$2.25 


LAMINATOR, HAND 
$3.C0 


FACTORY T R N E 
....,...$2.15 


GEN. H E L P E R 
$2.40 


SHOP 
TRNE 
$2.25 


G E N E R A L H E L P 
$2.65 


WAREHOUSE T R N E 
52.05 


ASST. SHIP'G. C L E R K 
,... .to $3.50 


SHIPPING DEPT. T R N E 
$2.50 


SHIPPING-RECVG. C L K ...... .$2.50, 
BOARD ASSY. T R N E 
$2.101 


A S S E M B L E R T R N E 
$2.00 


TRADE JOBS 


GRINDER 
$4.40 


MACHINIST 
to $4.00 


MACHINIST 
$5.00 


MACHINIST 
$6.00 


M I L L FOREAAAN 
iS.66 up 


INSPECTOR CALIBRATION ....$579 
INSPECTOR L I N E 
$553 


M O L D M A K E R 
$4.00 hr 


MECHANIC 
$4.39 


INJECTION M O L D O P E R 
4.50 


W E L D E R 
$4.00 


WELDER-ARC 
$4.20 


W E L D E R - H E L I 
$5.00 


WELDER-ARC 
$3,75. hr up 


WELDER-GAS 
$3.75 


ENGINEERS 


ELECTRONIC TECH. 
to $13K 


ENG. M E C H A N I C A L 
$14,000 


ENG., DIGITAL 
$14K up 


ENG., ELECTRONIC 
.$14,400 


ENG. ELEC-MECH 
.: 
.$13.200 


ENG. M E C H A N I C A L (4) ....to $20K 
ENG. DESING JR 
$10,800 


ENG. CHEMICAL 
$18K 


AND MANY MORE 


PRIORITY 
P E R S O N N E L 
AGENCY 
1437 Palmyra, Orange 
639-6800 


9107 Bolsa, Westmr. 
894-1361 


230 E. 17th, Costa Mera .... 645-7750 
2664 W. Lincoln, Anah. 
8^1-7640 


• 
GLAZIER, 
residential, 
exper. 
only. 871-9040. 
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O HORSEMAN W A N T E D S 
. 
MUST 
bo top hand, sober, male, 
over 30, hard worker. (7)4) 633- 


HOST, E V E N I N G S 
A P P L Y IN P E R S O N 
M A N N Y ' S 
RESTAURANT 
3330 W. Lincoln, Anaheim 


GLASSMEN 


FOR store fronts, hack-outs, & mir- 
rors. Perm, posit, for right man, 
547-9128. 
, 


G R I N D E R, 
internal-external-sur 
face-tlatlapplng-days 772;7664 


HÖSTS, Soc. dance dub, 
earn to 
$300 wk. pt no age Imt. 541-8600. 


HYDRAULIC TECH. 


Must be qualified to service & re- 
pair Indus'l hydraulic equip. 879- 


.. 5485 
; 


ID Checker, Over 25. Experienced. 
Steady lob. Apply in person, Chi- 
Chi club, 1109 No. Harbor Blvd. 
Santa Ana 


INDUSTRIAL 


MAINTENANCE 


. 
MECHANIC 


Day shift, Union lob. Some weld, 
Ing, electrical 8< mechanical repair 
In production factory. 


$4.46 HR. 


OP-COR 


E M P L O Y M E N t A G E N C Y 


1401 i. 1st, S.A. 
547-3022 


INDUSTRIAL 
! 


ACCOUNTANT 
$12K 


Mfq.-Cost exp. 
PROD. CONTROL 
$780. 


F O R E M A N Plastics exp. 
to $780. 
GROVE E M P L O Y M E N T 
AGENCY 
337-318». 
9656 G.G. Blvd., G.G. 


INDUSTRIAL 
ENGINEER 


In field of silk screening & or 
metal etched 8> lltho name plates. 
Includes taking time studies, es- 
tablishing Standard Data estlmat- 


_Ing_& methods work. 540-2650. 
INJECTION 
mold 
press, operator, 
rapidly 
e x p a n d i n g 
firm 
has 
immed. openlnq for an 
iniection 
moldinq press operator. Exper not 
nec. will train. Apply In person. 
Coneco Plastics 1836 R. Rosslynn, 
Fullerton. 879-9360. 


GRINDERS, "SERVICE 


Expd. tool room service grinders to 
orind precision mold components 
XLNT. B E N E F I T S 
CACO PACIFIC 


813 N. C U M M I N G S RD., COV1NA 


(213) 331-3361 
Equal Opportunity Employer 


• i f GRINDER 
* 


First class qrlnder req'd $5.00 per 
hr. AC shop gd working cond Ap- 
ply 
SAE 
A D V A N C E D 
PACKAG- 
ING 2165 S. G R A N D S.A. 540-9256 
ATTEN. JOE M U R R A Y 


GRINDERS 


l.D. O.D. 


Irvine area, needed Immediately, top 
pay, lots of overtime, must have 
own tools. 
. 
S.I.S. T E M P O R A R Y SERVICES 
1424 So. Grand, S.A. 
. 1 
4301 W. Commonwealth 
Fullerton 
523-5101 


GRINDER 


^GUARDS* 


OPENINGS NOW 


FULL & PART TIME 
, 


/ TRAINING P R O V I D E D 
/ R E T I R E D OK . . 
• 


/ , XLNT. 
OPPTY. 
COLLEGE 


STUDENTS 
V 
CAR & P H O N E R E Q U I R E D 
,/ TIME & A HALF FOR OVER 
40 HRS: 


W E L L S FAfcGO G U A R D 
S E R V I C E 


Dlv. Baker Prot. Serv. 
1532 W. Commonwealth 
Fullerton 
An equal opportunity employer 


GUARDS 
* 


B U K N S 
International 
S E E U R I F Y 
Services Inc. 'mmedlate openings 
full or part .itne. All uniforms & 
equipment furnished. Pay depends 
upon experience. Apply. 
1775 E. Center St., Ste. 105, Anah. 
An Equal Opportunity Employer 


i f GUARDS 
^ 


Full or part time _ 
(714) 540-8571 ext. 73 or Rm. 223. 
_3151_Harbor_Blvd!LCosta Mesa. 


i f GUARDS, SECURITY 
* 


IMMED. openinqs. Lawrence Securi- 
ty, Inc., 9461 Grlndlay, Cyp. 995- 
2311. 


GUARDS & PATROLMEN 


Need 
dependable 
people • 
Highest paid In industry • 
We sponsor uniforms 
INTERVIEWS 
Tuesday, Wednesday, Thursday ONLY 
10-4 P M 


INTERNATIONAL 
CITY SECURITY 
6265 E. Pacific Coast Hwy. 
Long Beach 


i f GUARDS 
* 


Full time positions open in Orange 
Co. for qualified applicants who 
desire steady e m p l o y m e n t . 18 
years of age or older. Apply In 
person at 326 S. Lemon, Anah. 
between 9 a.m. & 1 p.m. 


ADT STERLING 
SECURITY SERVICE 


E.O.E. 


GUARD, security, Keystone Kop, lo- 
vlal w gd. showmanship. Retired, 
healthy & happy. Apply In pertsn 
Movleland 
Wax 
Museum, 
7711 
Beach Blvd., Bu Pk. 


GUARDS, plant security, mln. 6 mo. 
exper. Apply at 


BATTERY S Y S T E M S INC. 
2601 S. Garnsey St., S.A. 
THE L E E 
ELIMINATOR 


Equal Opportunity Employer 


""«GUARDS W A N T E D O 
Call betwn 9-5 pm 
521-1749 


GUARDS 


IMMED OPENINGS 
FULL & PART TIME 


• PROFIT 
S H A R I N G 
/ PAID VACATION 
/ F R E E 
U N I F O R M 
\f NO E X P E R N E C 
CALIF. PLANT 
PROTECTION 


1509 No. Main 
Santa Aria 


835-6116 


An equal opportunity employer _ 
»"GUIDE: Student, no exp. neces- 
sary. work Sundays, 11—5, $3.00 
per hour. Direct traffic to sales 
offlce.__638-4412. 
_ 
' H AN D Y M A N-CARP EfJTEtf' ' 
TOust 
have knowledge of all construction 
trades. Trucks nec. w-at least 5 
yrs. exper. Call for appt. 522-8160. 


HANDYMAN 
for 
minor , repair 
& 
preparation ot residential 
homes 
prior to painting. Must do stucco 
patching 
& 
have 
truck. 
Exper. 


only, need apply. 546-3318. 


HANDYMAN, 'mofeT. Clconup 
lite 
repair work. Akua Motor 
Hotel, 
1018 E.- Orangethorpe, Anah. 871- 
2830. _ _ 


HANDYMAN 
& 
Maint. 
man, full 
time, oerm. need own transporta- 
tion & tools, plumbing, painting, 
electrical & carpentry, reqd. Able 
to R E key, Indus, units, 714-879- 
7350. 


H A R D W A R E sales 
Inside sales clerk with large retail 
store, exp. 
pref., 
not 
required. 
Good salary & benefits, No nltes 
or Sundays. Clark Dye Hardware, 
210 S. Main, S.A. 


HEAVY Equipt. Operator, Lite Trac-1 
tor 
Oper. Work 
In 
malnt. 
dept. 
Pvt. Rec. Club. El Toro area. 5BS- 
0761 Ext. 41 or 43. 


•¿•HOME LOAN TRNE . .$500 
Outstanding oppty with maior corp. 
Xlnt benefits such as retirement 
plan etc. Chance to become mgr. 
Prefer high school grad with neat 
business appearance. No test giv- 
en. Just an oral Interview. Doors 
open 8:30. 
ECHO JOB A G E N C Y 
893-5011 


6531 Westminster 
Westminster 


INSTRUCTOR 


* 
PART T I M E * 


MUST be neat, dependable, hard 
working 
and friendly. 
10 to 15 
hours per week maximum. Apply 
in parson to Rennle at, the Garden 
Grove Spa, Tuesdays & Thursdays 
10 AM to 10 PM. 


JACK LA LANNE'S 


E U R O P E A N HEALTH SPA 
12821 Harbor Boulevard 


Garden Grove 


INSPECTOR Q.C. electro mechanical 
w-Q.c 
background. Must be capa- 
ble of reading blueprints & sche- 
matics 
Use of test equip. Able to 
inspect Incoming materials & final 
product. 


Promotional potential, xlnt. benefits 
& working conditions. 


A L L E N TEL PRODUCTS 
Teie communications 
equipment & 
apparatus. 546-3522 for appt. 
or 
send resume 2211 S. Susan-St. S.A. 
equal opportunity employer. 
INSPECTOR 
" 
" 


FINAL 
INSPECTOR 


Precision Aluminum forg- 
ing 


A P P L Y 


Aluminum 
Forge Co. 


520 E. ALTON ST., 


SANTA ANA 


An equal opportunity employer 


INSPECTOR 


A I R C R A F T 
sheet metal, read 
prints, use mylars, micrometers 8, 
other inspection tools, exper. in 
soft tooling Inspection & chemical 
milling 
helpful. 
Fringe 
benefits, 
pd. 
vac., 
day 
shift. 
Aerochem> 
Inc., 1885 N. Batavla, Orange, 637- 
4401. Equal Oppor: Employer. 


INSPECTOR-GAGE 


MIN. 3 yrs. exper. Xlnt. pay & co, 
benefits. ROSAN INC. 548-5533. An 
equal opportunity employer. 
RECEIVING INSPECTOR 


Read blueprints - use micrometers & 
calipers. Must have recent experi- 
ence inspecting materials normally 
required In sheet metal & machine 
shops. Be willing to work over- 
time, some llftlnq required. Famil- 
iarity with MIL SPECS desirable. 


TSI 


3303 HARBOR, SUITE B2 


COSTA M E S A 
(Right off S.D. Fwy.) 


979-3660 


Weekend Inquiries Encouraqed 
ASK FOR MRS. B A K E R 


832-9482 


A Div. of Courtesy Temp. Serv. Inc. 


INSTRUCTOR 


MUST 
be neat & dependable, 
hard working, good appearance 
& friendly, $2.25 an hour mini- 
mum, 
plus 
commissions 
to 
start. Apply In person at main 
office, Tuesday & Thursday be- 
tween 1 & 5. 


JACK LA LANNE'S 


EUROPEAN HEALTH SPA. 


5364 Wllshlre Blvd. 
Los_Angeles_ 


INSURANCE. 
Life 
& 
Health 
Ins. 
agent, exper'd. or will train. Full 
irlnge benefits. Salary + 
comm. 
531-8450. 


Insurance 


LIFE INSURANCE REP. 


CALIF. CO. N E E D S A M A N TO 
T A K E 
ADVANTAGE 
OF 
THE 
FOLLOWING: 
• Salary + comm. 
»Office expenses paid 
• Unique marketing system 
• Xlnt. mgmt. oppor. 
• Full fringe benefit program 


THE M A N MUST O F F E R : 
,„ 


• A Track record In personal life 
sales 
• Maturity & personal stability 
• Career oriented 


Call Mrs Yunt at 547-5331 


for Interview 


INSURANCE T R A I N E E 
L E A R N 8. earn. Lge. Ins, CO. seeks 
trainees for agency, sales staff, 
Good salary + co. paid fringe ben> 
erits. 
Opportunity 
for 
advance, 
rrient. Phone 635-3280. 


Insurance 
„ 
. 
, . 


Experienced 
group 
medical 
claims 
examiner, (714) 835-5981. 


~ 
' 
INSURANCE'MGMT. 


ASSISTANT 
mgr. 
position 
for aa 
gresslve person with 2 yrs. light 
sales, SB00 salary. Phone 635-3280. 
Insurance agent wanted to handle 
personnel 
& 
comm. 
lines. 
523- 
«373 


INS. Sales, fantastic career opoortun- 
Ity with company 
that needs to 
ooen 3 new offices In this area. 
Call 543-3477, between 10 8. 11 a.m. 
for appt. Ask for Mr. Starr or Mr. 
Brooks. 


I N S U R A N C E SALES, no experience 
necessary, earn while vou learn. 
Part time, evenings and weekends, 
full time when qualified, . _ 
F A R M E R S INS. GROUP 
E D LAWI, 540-1834 
INSTALLER 


National manufacturer of woven 
wood shades t> drapes has an 
unusual opportuhlty for an In- 
staller with at least 3 yrs. expe- 
rience Installing window 
cover- 
ings. 


DEL MAR WOVEN WOODS 


7125_ Fenwlck Ln. 
Westminster 


INSURANCE—ASSIST 
MGR. 
Guar. Salary + comm. 547-70B3 
INSURANCE 


DEBIT AGENTS 


$650 M0. 


S A L A R I E D 
O.^-COR 


E M P L O Y M E N T AGENCY 


1401 t. 1st, S.A. _547-3022 
ic INVENTORY M E N ' * 


. PERM. pt. time positions avail, to 
those able to work 4 a.m. - 10 
a.m., mornings 8, wkends. Must be 
high schl. grad. 8, have gd. basic 
math skills. Must be regularly em- 
ployed or student. Apply wk. davs 
9-3. 


Washington Inventory Service 
505 N. Euclid - Ste. 206 533-6441 
Anaheim 


INVESTMENT SALES 


OVER 25 
AND WILLING TO LEARN? 


It you have a backgrnd. of success 
& an Interest In investment sales, 
phone M. P 
Kruse 8, Co. Inc., 
Member 
Pacific Stock 
Exchange. 
2100 N 
Main, S.A 
547-5941 
Exo. 


not nec., we train. 


JÄNlTÖRlAL port time after 1:30 in 
morninn. 
Anaheim 
- 
Fullerton 
area. 25, neat no exp. nec. Call 


_..V>5:2197._ 
JANITOR—full time, modern, cohv. 
hosp. 12882 Shackelford Ln., G.G. 


JS38-9470. 
; 


JANITORIAL. 
Men 
for 
perm. pt. 
time eve. work 4-6 hrs. nllely, 5 
day wk. In beach & other areas. 
Must 
be neat appearing. 
Apply 
Tues.-Fri. 409 . Harbor, S.A. 
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J A N I TOW, 
r u n time, 
Mon.-Frl., 
chlldrens 
Hosp. 
pleasant 
cond. 
Start $2.25 hr. plus benefits, also 
Sat. & Sun. wknd rdllef, clean, 
neat, gd health. Co. pd. phys exam 
when applicant accptd. 12332 Gar-1 
den Grove Blvd., G.G. 


JANITORS full time, day shift, ap- 
ply at 17182 Armstrong Ave., S.A. 


JANITOR, EXPD. 
539-8121 


JANITORS, part time, evenings, var- 
ious locations,, thruout Orange Co. 
Apply 
at 17182 Armstrong, S.A., 
_Bol. 4 & 5:30 p.m. 
JOURNEYMAN "MACHINISTS 


Must 
be 
iournevman 
machinist 
with 
industrial 
experience. 
Xlnt 
benefits & wages. Apply Continen- 
tal Can, 3820 Union Pacific Ave., 
L.A 
Equal Opportunity Employer 
M^F 


EABOR 
TEACHERS 
•STUDENTS 


Looklna for summer employment? 
Come register with us for good 
paying temporary assignments in 
a large variety of Industry in Or 
ange county. 
We Need 
You 


ASK ABOUT OUR BONUS PLAN 


INTERIM 
PERSONNEL SERVICE 


17581 IRVINE BLVD. 
SUITE 115 
SADDLEBACK 
PLAZA 
BLDG. 
TUSTIN 
838-5460 


_An Equal Opportunity Employer 
LABOR 


Employment 


INTERIM 


PERSONNEL SERVICE 
17581 IRVINE BLVD. 
SUITE 115 
TUSTIN 
838-5460 


An equal opportunity employer 
•LABORERS* 


50 NEEDED NOW! 
©ASSEMBLY 
©WAREHOUSE 
©PRODUCTION 


• LONG 
OR 
SHORT 
T E R M 
AS- 
SIGN. 
N E V E R A FEE AT 
TEMPO 


T E M P O R A R Y HELP 
S E R V I C E 
Anaheim 1730 W. La Palma 
533-2322 


Irvine 17802_3kypark__ 
540-4450 


LABORER," 
landsbaping, 
over "25, 
salary S2.50-S3.50 an hr. depend- 
_lng_on exper., 894-3000. 


Jobs Of Interest - Men 20 


( C O N T I N U E D ) 


MACHINIST—GEN'L. 
To operate machine shop for orow- 
Ing C.M. Co. Tools, dies & short' 
run prod, exp'd. lathe, mill, sur- 
face grinder, etc. Cole Instrument, 
2034 Placentla, C.M. 642-8080. An 


_oqual oppor. employer. 
Machinists 


LATHE & MILL 
MACHINISTS 


To work in 2 man dept. 
needed. 


IMMEDIATELY 


Steady days, good wages, medical, 
vacalotn S, holiday pay, etc. 
Apply In person 


C E R T I F I E D MFG., INC. 
3121 W. Central Avenue 
Santa Ana 


MACHINE shop drill press operator. 
Interested In learning trade, me- 
chqnlcal 
aptitude 
conscientious 
overtime. Kapp Machine, 1775 Sky- 
park East, Irvine. Unit A, Irvine. 
546-0775. 
_ _ _ _ _ 


MACHINIST 


Top mill 8, profile 
UP TO $6.00 HR. 
Call for Interview 
879-8233 
865-0225 


MERCO MFG. L0. 


1620 Missile Way, Anaheim 


MACHINIST A 


Irvine area, needed immediately, top 
pay, lots of overtime, must have 
own tools'. 


S.I.S. T E M P O A R Y 
SERVICES 
1424 So. Grand, S.A. 
558-9021 


4301 W. Commonwealth 
Fullerton 


^523-5101 
_ 


MACHINE Op—W-lead man abilities 
for filing & packaging of plastics - 
resins $3.00 hr. Fiberglass EVer- 
coat 700 N. Batavla Org. 997-1500. 
MACHINIST — chucker operator. Job 
_sjioo_exoerd._158_Nol_Gllberti Full. 


MACHINIST 


, 
TRAINEE 


HIGH 
school 
shop 
experience 
& 
good mechanical aptitude required. 
. A P P L Y . 


SYMBOLIC DISPLAYS, INC. 
1762 McGaw Ave. 
Irvine 
546-0601 


LABORER, handy on remodeling all 
around 
man, steady 
iob. 
Apply 
Chrome Wheel House, 1101 N. Har- 
bor, S.A. 


CAND7>CAPE maint. man, 3 yrs ex> 
per. some knowledge of plant ma- 
terial & irrigation system, 995-6645, 
eves. 
• 


LATHE OPERATOR 


Engine 
lathe operator, lob shop 
Exp., req. Must be able to read 
blue prints 8. do own setup 525- 
3564 


LOAN 
counselor 
trainee, 
training 
program provides qualified appli- 
cant opportunity to learn a chal- 
lenging 
& 
rewardlnq 
profession, 
not affected by seasonal fluctua- 
tion, R.E. lie. rea'd., confidential 
Interview, applications taken btwn 
2 8. 4, Best Mortgage Co., 1507-A, 
No. Tustln, S.A. 547-7306. 


Machinists. 
. . 
AIRCO 


Cryogenics 


Has immediate openings on 
the day & night shifts for: 
•TURRET 
LATHE 
OPERATOR 


•ENGINE 
LATHE 
OPERATOR 


•CMX 
OPERATOR 


•VTL 


OPERATOR 


Experience required. Must 
be able to read blueprints, 
work 
to close 
tolerances, 
make own setups & have 
own basic hand tools. 


Broad range of fringe ben- 
efits, excellent working con- 
ditions & 25 cents per hour 
night shift bonus provided. 
APPLY M0N. THRU FRI. 
9 A.M: to 4 P.M. 


AIRCO 
CRYOGENICS 


A DIVISION OF 
AIRC0JNC. 
1900 S.E. MAIN ST. 
IRVINE, CALIF. 


An equal opoorlunlty employer^ 
MACHINIST, exper "on lathe,"mill & 
profile, cln. shoo 8, pleasant work- 
ing conrls. Rapid oppor. for adv- 
ancement, apply In person, 3500 
(Unit E), Westminster Ave., S.A. 


"Machinist 
~ 


® ENGINE LATHE 
® TURRET LATHE 
® H0RIZ. B0R. MILL 
# VTL 55". 


NITE SHIFT 5 DAY-50 HOUR 
Must be qualified to do own set- 
ups, work from • prints, hold toler 
ances, have own basic hand tools, 
short runs. Good company fringe 
benefits. 


RATE I N C R E A S E WITH 
P E R F O R M A N C E 
Applv 9 am-7 pm 
or call 979-6600 


CONTROL COMPONENTS 


2567 S.E. Main St., Irvine 
N. of San Diego Frwy. at Jamboree 
An equal oppor._Employer M - F _ 
MACH INI ST-turret 
lathe 
operator, 
experd, must be able to do own 
setups, gd pay & rapid advance- 
ment, 839-3301. 


MACHINIST D A V E N P O R T 
set 
u 
& operate. Day or nlte shift. Fu 
or pt. time. Top wages, benefits 


_ Ph 714-870-1500. 
MACHINIST, g e n e r a l 
knowleSge 
must have own tools, Inquire 12080 
So. Western Ave., G.G 


MACHINIST—Genl. 
lathe operators, 
toolmakers. Ton wages to $6.00 hr. 
OT, Xlnt benefits. Tool Craft King 


_^.j_L820_JWcGaw_Ave.,_!rvlne 
•MACHINIST—exp'd. Work on lathe 
8c mill. To $5.00 hr.-start. Call 533- 
0580. 
MACH. & DIE SHOP 


TRAINEES 


High School grad. 18 yrs. + , good 
mech 
Aptitude. 1st & 2nd Shift 
Must be clean cut. 
THE P L A C E M E N T AGENCY 
716 S. Main St, 
Santa Ana 


MODEL MAKERS WK. $133 


F E E 
PAID 
company 
will 
pay 
more for exp'd. Work n research 
8, development dept. Use Lathes, 
drill press, surface grinders. Mill- 
ing machines, standard Inspection 
gauges, 
read 
blue 
prints, 
have 
own tools. ALSO F E E JOBS 
Coronet Employment Agency 
1621 East 17th Street 
Suite N, Upstairs 


Santa Ana 
541-4171 


Machinist 


EDM & 
MILL 
MACHINIST 


© TOP WAGES 
© OVERTIME 
© LIFE & GROU;P INS. 
WORK TO MUSIC 
FARREL PRODUCTS 


3020, Enterprise 


Costa Mesa 
(714^45-3667 


MACHINE~"sfiop 
8. metai mfg. In- 
structor to teach entry level. lob 
skills to HS & adult students in a 
metal mfg. plant. 7 yrs. exper. or 
2 yrs. & a valid teaching creden- 
tial 
No 
colleqe 
degree 
req'd. 
North Orange County Regional Oo 


Jobs Of Interest - Men 20 
_ _ 
_ (CONTINUED) 
MACHINE" 
OPERATORS 


A 
limited number of production 
woodworking 
machine 
iobs 
are 
available 
for 
steady 
Individual 
with mechanical aptitude, Initiative 
& abllltv to learn. Individuals se- 
lected 
will 
work 
in 
the 
West 
Coast's newesl e, largest furniture 
manufacturing plant located In the 
Ir,-'--' 'nH"-*inl 
Cor"-'"- 


$3.34 HR. + 
BENEFITS 


APPLY IN PERSON 
7 :30 AM—4 PM MON-FRI. 


B. P. JOHN FURNITURE 
2001 E. Dyer Rd., Aanta Ana 


(714) 979-2013 


An equal opportunity employer 
"Mall 


Immediate position available 
for mail clerk experienced 
with postage meterings & 
postal forms. Must be in 
good health & able to hold 
secret clearance after hire. 
Applications accepted Mon 
day & Tuesday only. 


PARKER 


HANNIFIN 
18321 Jamboree Blvd, 
Irvine, Calif. 92664 
(At Jamboree Exit of San 
Diego Freeway) 


Equal Opportunity 
lity Employer M8.F 


MAINTENANCE SUPT, 


To supervise all phases of maini in 
busy 300 room hotel 8< restaurant 
complex. Practical exper. & organ- 
izational 
ability 
req. Must 
have 
ref. Write to Box W, 903, T h e 
Register, S.A. 


Maintenance 


UTILITY MEN 


To 
work 
In 
maintenance 
dept. 
Some mechanical 
experience 
re- 
quired. Please applv Tuesday thru 
Friday. 


CELANESE 
PIPING SYSTEMS 
402 CENTRAL AVE., S.A, 


NO PHONE CALLS P L E A S E 
An Equal Opportunity Employer 


© MAINTENANCE • 
MECHANIC 


Maintenance mech. with exper. in 
m a c h i n e 
repair. Should have 
knowledge of motor controls help- 
ful. Good opportunity In stable, ex- 
panding 
company. 
Please 
apply 
Tues. thru Frl. 


CELANESE 
PIPING SYSTEMS 
402 CENTRAL AVE., S.A. 


NO PHONE CALLS P L E A S E 
Ao Equal Opportunity Employer 


MACH 5 vr. mln & lob shop exp. 
0 hr. wk. gd. benefits. Di- 
verse M_achlne Co., S.A. 546-8446. 
req. 50 


nut III u i uiiyt ^UWIIIJ 
i.-M,»;1 


cupational 
P 7 6 - 2 j 7 0 


T S ' E ^ R A L 
MACHINIST 


• LATHE MACHINIST 
• TOOL M A K E R 
„ 
u 
TOP Job shop men only, $5.75 hr. 58 


hr. wk. 
, 


Adept Manufacutrlng Inc. 
175 E. Paularlno Ave. 


Costa Mesa 
540-4710 


©MACHINIST 
TRAINEE, 
OVER 
TIME 521-7011. 


Machine 


O PANTOGRAPH OPERATOR 
FOR work on carbon fixtures, must 
be able to make own set UDS. 


9 TOOL & D Y E M A K E R 
E X P E R I E N C E on progressive dyes, 
45 hrs. per week. 


• JIG BORER OPERATOR 
FOR driiilnq small precise holes In 
dye components. 45 hrs. per week. 


T E K F O R M PRODUCTS CO. 


2780 Coronado Sl.t AnaJj. 
630-2340' 


MACHINIST1. oxpeK, w-tool 8, die | 
knowledoe. Fllppen Mfg. Co., 132 
S. Main, Orq. 538-5717. 


MACHINIST, 
drill 
press, 
lathe 8, 
mill operators, Ihht precision parts, 
day or night shifts, 633-P000. 
MACHINIST—Full 
or 
pari 
time. 
Burgmasler, Mill, & turret lathe. 
5an_Juan_Canlstrano. 493-1230. 
MACHINIST - machine builder. Fab- 
rication 8, assembly of special ma- 
_ chines. Call 892-4040. 
MACHINISTS, turret lathe opr. No 
setUD required, no tools needed. 
Shop at Fullerton airport. Exper. 
necessary. 521-3795. 


Machinists 


TOOL MAKERS 
GENERAL MACHINIST 
ID & OD GRINDERS 
ENGINE LATHES 


MILLS 
TURRET LATHE 
TOOL & CUTTER GRINDERS 


PROGRESS. DIE MAKER 


TO $6.5,0 HR 


Loads of overtime avail- 


able. Your choice of 


shift & location. 


No Fees 


SIGMATICS 


T E M P O R A R Y HELP 
300 S. HARBOR 
STE. 503 ANAH. 


774-7250 


500 Newport Ctnler Dr. 


833-3861 


MACHINIST - prototype &" tooling. 3 
yrs. lob shop exp. Overtime. 525- 
•1045. 


MACHINIST 
' 


Class A mill 8. profile man, waqes 
up lo $8 an hr., 50-60 hrs. per wk. 
XL Industries, S21-6232 for appt, 


Machinist 
P. &D Machinist 


Modern aggressive company work- 
ing 53 hour •.veek in challenging & 
interesting orolccts, offers top sal- 
ary commensurate with experience 
& ability. Must have own tools. 
Xlnt. company 
brnewls, including 
vacation 8. Chrbtmas-New 
Years 
8* regularly oald holidays 
Apply 
In person, 
Precision 
Engineered 
Products, 808 N. Batavia, Orange. 
MACHINISTS., drill press, "lathe, & 
mill operators, f'ly t 
nile shift, 
full or pt. time 633-8000. 


Maintenance 
Electrician 


We require an experienced elec- 
trician for maintenance and re- 
pair of present equipment plus 
new installations. Should be fa- 
miliar with city 
and 
county 
dectrlcal codes. Contact: 


CENTURY DATA 


Dlv. of Calif. Computer Products 


1270 No. Kraemer Blvd., Anaheim 
(Off Riverside Freeway) 
PHONE 632-7000 
Equal opportunity employer M-F 


MAINTENANCE MAN 


Electrical experience on machlnlnq 
& sheet metal production equip- 
ment & processes. Xlnt. benefits, 
perm, position. 


XLNT. BENEFITS 
F.E. OLDS & SON 
350 S. Raymond Ave. 
Fullerton 


M A I N T E N A N C E mechanic at least 3 
yrs. recent exp. in a cannery or 
related food Industry. Abllltv to 
weld, o p e r a t e 
machine tools. 
Knowledge of operation & maint. 
of botler & refrigeration equip, de- 
sirable. Wages contingent on exp. 
& ability. Please call for Interview 
appt. 558-8861. 


MAINTENANCE MECHANIC 


Mechanical 
repair 
exper-machlne 
tools, with some electrical, + gen. 
malnt. duties. 


XLNT. B E N E F I T S 
CACO PACIFIC 


813 N. COMMINGS RD., COVINA 


(213) 331-3361 
Egual Opportunity Employer 
MAINT. Mech.; some elec, mech, 8, 
plumbing, exp min 5 yr exp. Sal 
_open, call_Mrj_Montoya, 879;6666. 
Maintenance Tech," 3rd shift, SILI- 
CONE 
GENERAL, 
7382 
Bolsa, 
Westminster, (714) 892-5531. 
_ _ _ 


. 
MAINTENANCE MAN 


Shopping center (Anaheim 
area) 
seeks gen. maint. man. Position re- 
quires some exp. In paint & mechan- 
ical repairs. Reply to Box R, 907, 
The Register, S.A., 
MAINTENANCE 


B. P. John Furniture, the West 
Coast's newest & larqest furniture 
mfq. plant. Is currently Intervlew- 
Inq for maintenance mechanic. Ex. 
per. In welding, fabrication, gener- 
al maintenance 8< repair of pro- 
duction mach. S4.29 per hr. + ben- 
efits. Contact Dale Nordlund (714) 
979-2013. 
B. P. JOHN FURNITURE 
2001 E. DYER RD. 


IRVINE INDUSTRIA L C O M P L E X 
An Equal Opportunity Employer 


MAINTENANCE 
MECHANIC 


Welding required. 2-3 yrs. machine 
repair 
experience. 
LA 
M I R A D A 
MANUFACTURING, 153C0 
V a l l e y 


View (¡ust no._of_Santa Ana Fwy). 
M A I N T E N A N C E 
Helper 
- 
Young 
man with mechanical ability. Some 
exp. In electrical & carpentry req. 
We offer the following benefits. 9 
paid holidays, 5 sick davs a yr, 
pd. vac., xlnt hospitalization plan 
which includes dental care, profit 
sharing, employe 
discounts, 
out- 
standing 
working 
cond. 
Jo-Line 
Tools, Inc., 4225 E. La 
Palma, 
_ Anaheim. 


MAINTENANCE 
ELECTRICIAN 


Maintenance mechanic with strong 
Cieclr ,-al • - .i,"^ -o 
• nidus rial 
manufacturing plant. Must have a 
min:mum of five years experience 
in manufacturing 
Second shift 4 
pm. until midnight. $4.85 an hour. 
Excellent opportunity, benefits 8< 
security. 
Apply 
General 
Tire & 
Rubber Company, 2060 N. Batavia, 


_Orange. 
• 
MAINT. MECH. IND'L. S780 + 
Elec.-Arch weld. Fee reimb. 
A.E.A. Employment Agency 


_ 
(213) 424-0721 


MAINTENANCE 


Mech. Maintenance 


Some 
Millwright 
experience 
pre- 
ferred. Should be familiar 
with 
machines used both in sheet metal 
8, precision parts machine shop, 
mechan'cally oriented with knowl- 
edge 
of plumbing 
& 
carpentry. 
Must be able lo read blueprints & 
have own hand tools. 


TSI 


3303 HARBOR, SUITE B2 


COSTA M E S A 
(Right off San Dieco Frwy.) 


979-3660 


Weekend Enou1'^'; Encouraqed 
ASK FOP. 
R A K E R 


832-9482 


A Div. of Courtesy Temp. Serv. Inc. 
MAINT. For apts, part time must 
have k n o w l e d g e 
of painting, 
plumbino, electrical, etc. retired or 
semi retired ok. 537-1132 
, 
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( C O N T I N U E D ) 


MAINT. MECHANIC 


P E P S I Cola has an outstanding pos. 
for a maint, mech. to work In our 
B.P. facilities. This Dos. rcq. re- 
frig. 
& 
elec. 
trouble 
shooting 
knowledge. Previous exp. in a hi- 
speed 
bottling-cannlng 
operation 
pref. If you are interested in this 
excellent pos. apply in person or 
contact M r . John Paolino, 714-523-! 
0220, ext. 238, 6261 Caballero Rd., 
C.P. An equal oppor. employer. 


M A I N T E N A N C E 
M A N " 


For 
restaurant, must have 
knowl- 
edge 
of 
plumbing, 
electrical 
& 
hldg. repair Call 531-8309 betw 6 8< 
4 pm for interview. 


Jobs Of Interest - 
Men 20 


M A N U F A C T U R I N G 


( C O N T I N U E D ) 
( C O N T I N U E D ) 


MAI'NT. M A N 


$4.50 HR. 


Gen'l plant maint. elect., mechanical 
etc. 
Good 
working 
cond. 
Very 
clean plant. 
T H E P L A C E M E N T 
A G E N C Y 
716 S. M a i n SI. 
Santa Ana 
835-2434 


^ 
MANAGEMENT 


TRAINEE 


Outstanding 
opportunity 
w-maior 
corp. 
in 
consumer 
finance 
field. 
Xlnt. frinqe benefits includ'g 
pd. 
vac., hosp. 
plan, retire, 
plan. 8, 
Incentive bonus plan. V A 
benefits 
avail. 


P U B L I C 
F I N A N C E 
C O R P . 
714-832-6161 
Equal Opportunity 
Employer 


MANAGEMENT TRAINEE 


Excel oppor. for riçjht man. Start 
sal up to S1000 mo. Phone 558-1441. 


MGR. TRNEE 


Promotion within 
60 days 
to S900 
mo. & again In 12 months to $1,000. 
Wow!! 
Hurry & call 558-7373, 
Ext. 
No. 22. French & French Agency of 
2100 N. Main SI., Santa Ana. 


MANAGEMENT TRAINEE 


Five figure 
Ambitious, aggressive, 
income. 
Call M r . Campbell 


TOP WAGES 


FOR 


^ 
DRILL PRESS 
OPERATOR 


^ 
MACHINIST 


1-5 YEARS EXPERIENCE 
PERMANENT POSITIONS 
MEDICAL INSURANCE 
CALL 540-1000 
Dynamic Air 
Engineering 


620 E. DYER RD. 
SANTA ANA 


Equal Opportunity 
Employer 


Mechanic 
knowledge 
o f u 


544-9000 


M A N A G E R S for qas station. Exper. 
not nec. but helpful. Gd. benefits 
2351 E. Orangethorpe, Fullerton. 


MGR. TRNE. $8100 


T O P financial corp. nds. aggressive 
self 
confident 
person 
to fill 
key 
pos. Oppty. to climb to the top w- 
extensive 
bfts. 
Call 
Dick 
Scott, 
835-1185. 
, . 


Dennis & Dennis Personnel 
Agency 
1600_N. 
BxoadwiU^JSjA 


M A N A G E R 
trainee. Advance 
oppor- 
_ tunitv,_651_N\jy\ajn i_^range.___ 
M G M T . Trainee for inside sales of 
machine tools. Salry 
+ 
benefits. 
Must have knowledge of machine 
tools. 
Pref. 
man 
married. 
Ages 
25-35. Call 
M r . 
Heinz 
(213) 
921- 
i M - _(7J AL523-8330... 


MGR. TRNEE.-RETAIL 


F E E 
P A I D 
. 


A strong desire to move in the top 
will 
asst. 
you 
in 
reaching 
your 
goal w-this expanding co. Start in 
today! Call Tony James, 778-3380 
A L S O F E E J O B S . 
, . 


Dennis 8< Dennis Personnel 
Agency 
710 N. Euclid, Suite J21,_ Anah. 


MANAGEMENT TRAINEES 
PIC N SAVE 


Offers quick advancement to store 
management 
positions 
for 
indus- 
trious 
career-minded 
people. 
Our 
concise, 
comprehensive 
training 
program will enable you to prop 
ress and grow with one of South 
ern 
California's 
most 
rapidly 
ex 
panding 
retail 
organizations. 
You 
could be a Pic N Save store man- 
ager within 3 months. Submit re- 
sume lo Pic N Save, 4701 S. Santa 
Fe Ave., L.A., 90058. 


M p T . TRAINEE 


Prestige 
nat'l 
company. 
Training 
program. To S800 mo. 714-826-7680 
or 213-597-1319. 
• 


Mgmt. Training 


START 
WORK 
IMMEDIATELY 


Due to tremendous 
expansion program 
we are growing 
and have 


M A N Y POSITIONS OPEN 


NOW 


Go. sponsored training 


in all phases of 
our business, includina 
S A L E S - S E R V I C E 
C R E D I T & 
P E R S O N N E L 
—Permanent positions 
— N o experience necessary 
— R a p i d advancement 
— C o m p a n y benefits 
— M u s t be neat 


$150-$200 WK 


A S P E R W R I T T E N 
A G R E E M E N T 
Call Tues, only 9 a m - 5 pm 
530-7850 


M k t g Trne. 


COLLEGE STUDENTS 
SUMMER WORK 


SKILLED 


O R 


UNSKILLED 


NO EXPER. REQUIRED 
EARN A M I N I M U M OF 


$150 PER WK 


A s 
per 
written 
agreement. 
Working 
with 
large 
distribution 
Co. 
of 
Electrical 
Maintenance 
equipment. 
Corporation 
Co. 
of 
Electrical 
Maintegram 
will 
ore- 
pare you while learninq all phas- 
es 
of 
our 
distribution 
business, 
including 
service, 
sales, 
office 
procedures, 
inventory 
control, 
personnel, 
etc. 
Rapid 
advance- 
ment 
in 
management 
for 
fast 
learners. For information call. 


821-4900 


MONDAY 9 to 5 ONLY 


ASSEMBLY 
MECHANIC 


Leading Cryogenic manufac 
turer 
near 
Orange 
County 
airport 
has 
an 
immediate 
opening for an electric mo- 
tor a s s e m b l y 
mechanic. 
Must have good mechanical 
ability, good manual dexteri- 
ty & be willing to learn. 
Broad range of fringe bene- 
fits & working conditions. 
Apply Mon. thru Friday 
9 A M to 4 PM 
AIRC0 
CRYOGENICS 


A D I V I S I O N 
O F 


AIRCO INC. 
1900 S.E. MAIN ST. 
IRVINE, CALIF. 


An Equal Opportunity 
Employer 


* 
M E C H A N I C * 
"" 


Smog & front alignment $640 mo 
plus comm to SI,100. 
R A Y A E M P L O Y M E N T 
A G E N C Y 
12530 Westminster, S.A. 
531-5610 


P L U M B E R 
wanted, 


lobbing,JJ27-6949. 


P L U M B E R 
exp plumbing & heating 
repair 8. installation, gd 
benefits, 
8, pay, 545-5065. 
P L U M B E R - e x p e r " nec" in 
heating, 
plumbing or air cond. Gd 
salary, 
xlnt future, please call 558-3282, or 
835-7387. 
_ 
_ 


P R E S S M A N -C h i ef "75 
mulfi "1250, 
metal 
plate & 
I T E K 
work. 
Only 
quality minded man w-high prod. 
_ e x p . neeo apply. Top Payi 638-8090. 


PRESS FOREMAN 


Precision boll manufacturer has an 
opening 
for 
ton notch 
production 
man to run boll head forging dept. 
Toolinq k n o w l e d g e 
necessary. 
M a n y cd. benefits. 540-6740. 


ROCKFORD AEROSPACE 


17300 Red Hill Ave., Santa Ana 
_ ^ n _ e q u a l j p p o r t u n ] t v _ e m p l o v e r _ 


$ P R E S S M A N i r 


Experience 
chief 
15 
operator. 
Capable 
of high quality 
& 
top 
production. Good salary & com- 
pany benefits. 
C A L L 633-6717 


Jobs Of Ihterest — Men 20 


( C O N T I N U E D ) 


In- 


PRESSMAN 


•MASSEUR* 


For private gym 


Ph. 557-8154 


Between 9:30 & 4:00 PM 


MATERIAL HANDLER 


M u s t have at least 2 yrs. experi- 
ence In material handling. Will be 
responsible 
for 
parts 
movement 
thruout plant. 


TASK 


CORPORATION 


(714) 774-3100 
1039 LACY ST. 


Anaheim, Calif. 
A n equal opportunity employer 


MGMT. TRAINEE 


O U T S T A N D I N G 
opportunity 
for 
ambitious, 
sales-oriented 
y o u n g 
man 
interested in long-range, 
hi- 
income position in financial 
sales 
or sales mgmt. Ground floor op- 
por. in new Anaheim branch office 
of one of So. Callf.'s larqest finan- 
cial 
planning 
firms 
with 
proven 
track record of developing success- 
ful careers. Xint training program. 
Salary to 512,000 with monthly in- 
creases 
based 
on 
performance. 
Call Mrs. Pierce, 533-6511. 


M A N A G E M E N T 


A GREAT CAREER 
MAY BE YOURS AT 
THRIFTY 


Drug and Discount Stores 


If 
you 
are 
21 or 
over; 
a 
well 
qualified high school graduate; 
In 
good health and enioy active work, 
Thrifty can offer vou a profitable, 
responsible career 


I N C O M P A R A B L E 
E A R N I N G S In the 
retail industry. Begin at S630 per 
month; 
after 
lust 
one 
year 
in- 
crease to S770. Advance rapidly to 
Slore Manager in approximately 5 
years. 


I M M E D I A T E 
M A N A G E M E N T 
R E 
S P O N S I B I L I T Y . More than lust a 
iob; a career opportunity; share in 
the company's profits; lono range 
security. 


See our representative at: 


17510 Carmenita Avenue 
Cerritos 


Tuesday, June 5 O N L Y 
From 9 a.m. to 12 noon 


An Equal Opportun[ty_ Eniployer 


MANAGEMENT TRAINEE 


We feel that we have 
the finest 
sales training proqram to be found 
in America 
today! 
Seven vrs. of 
hiohly 
intensified 
training 
in both 
sales & sales mgmt. A position to 
be of service to your fellow man, 
and at the same time allow you to 
accomplish your personal + 
finan- 
cial dreams. Opportunities are now 
open for. M g m t trnees which will 
offer growth to Dist 
Managership. 
This pos. requires a rugged 
indi- 
vidualist 
who 
is 
not 
afraid 
of 
work. We are looking for a man 
with college 
If you are looking for 
real mgmt. training 
& an oppor- 
tunity to grow with a starting sal. 
of up to Si2,000 a vr. plus Bonus; 
call. Ray Adams at 870-8141 for an 
appt. today. 


management trainee to $071 
kay kimberly 
p e r s o n n e l 
agency, 1652 e. edinger, no. 
107, santa ana 547-8384. 


MATERIAL 


PLANNING 


SUPERVISOR 


W s 
are jeeking 
an 
individual 
to 
supervise 
material 
planners 
in 
planning parts for lob shop assem- 
bly plan, & order special protects, 
set production plans based on mar- 
keting 
input, 
records 
keeping 
of 
sales orders & shipments. 2 years 
of 
college preferred 
in 
technical 
subjects 
or 
business 
administra- 
tion. 


TASK 


CORPORATION 
(714) 774-3100 
1039 LACY AVE. 


A N A H E I M , 
C A L I F O R N I A 
— 1ftJLffli'jl opportunity employer 
M E C H A N I C — M a n a g e r , 
exper. 
re- 
quired. 531-1312. 


M E C H A N I C "' 
— 


E X P E R I E N C E D 
motor 
home 
me- 
chanic needed, all around 
exper- 
inece 
preferred. 
Opportunity 
for 
good man, call_Harvev,_531-6800 !_ 


* 
MECHANIC i f 
A CAREER OPPORTUNITY 


We Need a M a n Who Has 
• 
Class. " A " smoq license 


• 
Experience 
In 
brakes, 
tune-up, 
air cond. 8, general 
mechanica 
& electrical work. 


• 
Knowledge & practical use with 
a scope. 


We Will Offer 
To the Right Man 


• 
Excellent salary to start 


• 
Uniforms furnished 


• 
Paid med'l. & life ins. 


• 
Paid vacation. 


C A L L 838-6534 
O R 
A P P L Y 


1.724l_lrvine Blvd.,_Tustin 


M E C H . for independent repair shop 
Need 
older 
man 
for 
all 
around 
work on foreign & domestic cars 
Call .or apply in person to owner, 
Tustin Auto Clinic 
155 W. 1st, Tus- 


tin. 544-7370. 


M E C H A N I C A L 
Design 
eTiqlheerTdeT 
greed M . E . Exper. in automation 
techniques, sm. parts, hiqh speed 
feeding systems. GTI 
Corporation 
_ a s k for Martin_Sklena, 54<5-0411. 


M E C H A N I C " - 
F O R K 
L I F T 
' 
M U S T be exper. in all makes of fork 


lifts. Call 539-1166. 
M E C H A N I C Front End'SiM 
-I- comm. 


M a ¡or Stable 
Company 
Fleischman 
Employment 
Aqencv 
1400 N. Harbor, Fullerton, Ste. 727' 
870-8000 


MILLWRIGHT 


M u s t be able to weld 8, fabricate 
8. have industrial experience. Xlnt. 
benefits & wages. Apply Continen- 
tal Can, 3820 Union Pacific Ave., 
L.A. Equal Opportunity 
Employer. 


M - F . 


M I L L M A N 
for cust. 
woodwork7~ex^ 
per w-v/oodworking machinery, qd. 
. benefits, S.A. 835-1299. 
M O B I L E 
Home 
service 
man, 
full 
time, exp. pref. Must 
have 
own 
vehicle 8. hand tools. Western Mo- 
bile Homes1, 1213 N. Harbor, S.A. 


839-6350._ 
M O B I L E catering driver - Must be 
neat w-qd. drivinq 
record. 
Apply 
in 
person 
at 3071 Miraloma 
St., 


_ Anah. 
M O L D 
M a k e r s 
(3) 
plastic 
or 
"die 
cast, top pay for fop men. Min. of 
50 hr. wk. Past 8 yrs. Anco Preci- 
sion Products, 
Inc., 1222 E. 
A s h 


Ave., Fullerton. (714) 879-8848. 


M O L D M a k e r opening In September 
for expert moldmaker with min. of 
5 yrs. schoolinq 8, apprenticesihp 
required. 
Will 
make 
molds 
for 
plastic 
parts 
from 
part or 
mold 
drawings. 
P.O. 
Box 
11707, 
Santa 
Ana, Ca. 92711 


I N S T A N T 
printing. 
M u s t 
have 
3 
years experience on A.B. Dick 360 
C.D & Itek combination. 
C A L L D A L E A T 
(714) 642-9470 


S I R _ S _ P E E D Y , INC. 
_ 


P R E S S M A N . Oppor. for perm, posi- 
tion. 
Fully 
exper. 
Itek 
& 
metal 
plates. All benefits. Leading 
Org. 
Co. shop. 


S P E E D 
P R I N T S 
2217 N. M A I N , S.A. 
547-6051 


P R I N T E R , must be expd. on 
I T E K , 
A B Dick on 'Multi. 836-0935. 


P R I N T I N G pressman for Mulll shop 
3rd shift. 835-2230. 


R.E. 
Salesman, experienced 
In 
dustrial leasing 8, Sales. 


H.R. M A R T I N 8<_ASSOC. 
545-8471 


R E A L 
E S T A T E 
S A L E S M A N 
OP- 
P O R T U N I T Y — W e 
need one amDl- 
tious 
salesman 
(prefer 
experi- 
ence), willing 
to work. 
Excellent 
office 
and 
conditions. 
Call 
Gary 
Woods for appointment. 


H O M E 
S A L E S - R E A L T O R S 


541-229V 


Jobs Of Interest - 
Men 20 


( C O N T I N U E D ) 


R E S T A U R A N T 
- take 
home. 
Part 
time 
or 
full 
time 
help 
wanted. 
Kentucky 
Fried Chicken, 2929 
E. 
Coast Hwy., Corona Del M a r . Ap- 
ply aft 1 p.m 


Jobs Of Interest — Men 20 


( C O N T I N U E D ) 


PRINTER'S HELPER 


PLASTIC SPECIALTIES 


products xlnt. opportu- 


nity. Salary open. (714) 


633-2142. 


• 
P R O C E S S S E R V E R S 
• 
TO 
serve legal doc. In Org., L.A., 
Rvrside, 8, San B. Co. Must be 18 
8. have econo car (714) 835-0444 


MOLD MAKERS (2) 


Top 
pay 
for 
exp 
inlection 
mold 
makers. 
Molds 
Inc., 12031 
Regeant 
View Ave., Downey 


MOLD MAKER-INJECTION 


New air cond. shop 
Guardian Plastic Molded Prod. 
633-3092 


MOTEL MGR. 


Over 21 with clerk «xp. Caravan 


_ Inn 533-7040. 
_ 


M O T E L nite desk clerk. 12 rhidnlte - 
8 A . M . 
1 nite wk. Akua 
Motor 
Hotel, 
1018 
E. 
Orangethorpe, 
Anah., 871-2830. 


M U F F L E R 
installation man, 5 yrs. 
min. experience. S400 wk. commis- 
sion possible. M O B I L E 
M U F F L E R 
M A N - 995^0121, 


OILER 


M i n i m u m 1 vr. experience in oil- 
inct of production machinery. Third 
shift. Liberal wage & benefits pro- 
gram. 


KWIKSET 


515 E. S A N T A A N A 
A N A H E I M 
Equal Opportunity Employer 
M - F 


ORDER DESK 
to $7,800 


Phone orientated? This Is for you. 
Hiring today In Fullerton!! Call 558 
7373, Ext. No. 19. French & French 
Agency of 2100 N. .Main St., Santa 
Ana. 
O R D E R 
Desk 
St qenl office. 
Must 
have some office exp invoice typ- 
ing-order 
filling. 
Req 
gd 
phone 
voice, 40 hrs wk. Starting salary, 
5475. 
mo. 
Apply 
in 
person, 
no 
phone Info, Walsh Enterprises, 1543 
Placentia, Anaheim. 


A n equal opportunity employer 


P A I N t & hardware sales,"exp. "ma- 
ture person, semi-ret. ok. Sat. Sun. 
& 
evenings. 
535-9465 
ask 
for 


George. 


P A I N T E R S 
helper 
man 
needed 
to 
mask 
& 
sand 
appliances. 
Exper. 
needed 
in 
this 
or 
related 
field. 
Appliance 
Refinishing Co. 531-0709. 
P A I N T E R — F u l l 
time 
sober, 
sal. 
open, call or write (213) 531-7420, 
5203 
Lakewood 
Bl„ 
Lakewood, 
90712. 


P A I N T E R - E X P . O N L Y . C A L L 637- 
7633. 


M E C H A N I C , exp all around, ask for 
Ted Ted's Arco, 700 S. State Col 
lege_Blvd., Anah. 


M E C H A N I C - T U N E U P 
& 
B R A K E 
M A N . Apply Usray Shell at Beach 
& La Mlrada 
Blvd., 
Bu. Pk. 


M E C H A N I C , heavy duty equipment, 
part time, 839-0400 


M E C H A N I C A L 
E N G I N E E R 
W I T H 
5 yr mach 
shop exp to be 
trained to supervise 30 employees, 
plant oper. special mach tools. 25 
yr old aqqressive firm looklnq for 
younger personnel to replace retir- 
inq V.P. Apply in person or submit 
resume 
2150 McGaw 
Ave, 
Irvine. 
No_phone calls, please. 


M E C H A N I C , R.V. outstanding oppor- 
tunity w-estab. co. for exper. R.V. 
Mech. 
Sal. & promotion 
open 
to 
willing, capable man. Familiar w- 
all 
phases 
Ind. 
electrical 
R.V. 
work. Please apply in person 9221 
_Bolsa_Aye.,_Westrn._No_ph._caMs. 


i r MECHANIC i r 


1 E X P E R . heavy duty mech. Ov/n 
tools & Chrysler exper 
preferred. 
Xlnt. potential for right man. 
No 
nites or wknds. All co. 
benefits. 
See 
service 
manager 
Lvle 
Roy 
Chrysler Plymouth Dealer. 1Ó71 w : 
17th St., S.A. 547-7504 


MGR TNREE $6,500+ 


Bonus 
plan, 
train 
12 wks. 
then 
manager. Profit share + 
full in- 
surance. 533-2510, O'Hoy 
Employ- 
ment 
Agency, 
1811 
W. 
Katella, 
Anaheim. 
Management Trainee $650 


2—4 Years college, prefer business 
inamt. 
Maior. 
Train 
all 
facets 
office mgmt. incl. personnel. Adv- 
ance. 


Coronet Employment Aqency 
1621 East 17th Street 
Suite N, Upstairs 


Santa Ana 
541-4171 


~ MANUFACTURING 
MANAGER 


Will be responsible for planning, 
controlling 
8, coordinating 
the 
entire range of production 
ac- 
tivities relating to medical de- 
vices. Heavy experience in ma- 
chine 
shop 
operations, 
preci- 
sion & assembly of math pro- 
duced 
iniected, molded 8, ex- 
truded plastic medical 
devices 
reaui red. 
Knowledge 
of 
good 
manufactuing 
practices 
with 
r e g a r d 
F D A 
requirements 
helpful. 
B S M E 
degree 
pre- 
ferred. Excellent salary 8. ben- 
efit package. Excellent 
qrowth 
opportunity. 
Please 
send 
re- 
sume with salary history to 
B O X 
B-907 
The Register, S.A. 


M E C H A N I C , exp., Treasury, 3900 S. 
Bristol, S.A., nov/ interviewing for 
mech. 9:30 - 4 P.M. Mon. - Fri. 
Head lamp, smog & brk. lie. pref. 
979-3300. A n equal opportunity em- 
ployer. _ 


M E C H A N I C "needed, truck 
8> aufoT 
exper. 8,_own_tools;_S.A1_542-6831^ 
Mechanic 


TRUCK MECHANIC 


Must 
be exp. in truck 
maint 
& 
repair. Must have tools. Must have 
or he able to obtain class A smoci 
lie 
S4.50 hr. to start. Bfts. Some 
__nltfl work Call 870-9900 


MECHANIC 


Class a. Must have own tools $750 
mo. 
McKlnstry Employment Aqency 
•206 W. 4th, Ste. 218, Santa 
A n a « 
«543-9364® 


it- MECHANIC 
* 


E X P E R I E N C E D 
M A T U R E 


R E F E R E N C E S 
S A L A R Y S750 A M O . 
ask for Dan. 


Apply mornings 
Sunkisl Arco, 2445 E. Ball Rd.,^nah. 
M E C H A N I C S , 
T R A C T O R , 
light " in- 
dustrial equip. Massey Ferguson 8< 
Ford. 
Exp. preferred, but 
not a 
prerequisite, must have own hand 
tools, T8.H E Q U I P M E N T 
CO. 2506 
S. Harbor Blvd., S.A. 548-9060. 
M E C H A N I C 
- G E N . heavy duly ga- 
soline eng. Exper 
pref C o m m -1- 
maior 
benefits 
Estab 40 yrs 
Roy 
Field 8, Son, 222 S. Anaheim Blvd., 
Anah. 956-0090 


MECH. TRNEE. 


S A L A R Y 
510,400 
vr. 
Some 
exper 
nec. Military bkqrd. preferred, will 
train on lob. 533-2510 OI'Hoy 
Em- 
ployment Agency, 1811 W. Katella, 
Anaheim. 


P A I N T E R S 
exp'd. Airless spray 
8, 
trim men. Steady work In a non- 
union shop is a qood bet. Join the 
happy painters 8< help paint Org. 


__Cty. 546-3318. 
P A I N T E R S - exp. only, steady work, 
apt. 
repaints,_ non-union 
523-1796. 
P A R T S Counter M a n 
(experienced), 
needed Immediately for large im- 
port 
car 
dealership. 
Foreign 
car 
parts experience essential. No oth- 


_ers need apply. Ph. 642:6^16 
P A T I O C O V E R 
S A L E S 


CAREER POSITION 


Exclusive area avail for man 30- 
50, 
with 
" I n - H o m e . " 
Sales 
exp. 
Phone factory collect, 714-684-1686, 
to arrange personal Interview. This 
small ad holds a 
GREAT FUTURE 


PERSONNEL 


RECRUITER 


TRAINEE 


School teachers, recent grads, re 
tired service people, moms 
whose 
families are raised and are looking 
for a meaningful new career, col- 
lege students looking for 
summer 
work, we have a position for vou. 
You'll 
be coordinating 
the activi- 
ties of this office with our clients' 
needs 
in 
interviewing, 
testing, 
evaluatinq, and dealinq with peo- 
ple. 
Salary, 
bonus, 
sick 
leave, 
medical 
and 
other 
benefits. 
For 
app't. 
call 
International 
Business 
Associates, 270 N. .Main, S.A. 835 


_?641. 
Personnel" 


Production Workers 


MOTOR 
HOME 
Manufacturer 


NEEDS 
©ELECTRICIANS 
• PLUMBERS 
«ASSEMBLERS 


RV. EXPER. PREFERRED 


APPLY IN PERSON 
2220 E. CERRITOS, ANAH. 


P R O D U C T I O N 
" 


LEAD M A N 


First Shift 


Must read blueprints. Have previous 
supervisor experience 8, be willing 
to work overtime. Sheet metal or 
mechanical 
assembly 
desired 
but 
not 
required. 
Knowledge 
of 
high 
pressure vessels 8< metal 
proper- 
ties 
helpful. 
Long 
assiqnment 
at 
top waqes for qualified man. Costa 
M e s a area, 


TSI 


3303 HARBOR, SUITE B2 


. 
C O S T A 
M E S A 
(Just North of San Diego Frwv.) 


979-3660 


A Div. of Courtesy Temp._Serv. Inc. 
P R O D U C110 N 
T ra i n ee, 
(Pharma- 
ceutical) 
Anabolic 
Inc., 
old 
line 
leading 
Pharmaceutical 
mfr. 
has 
iust 
moved 
into 
Its 
new 
Irvine 
quarters. The move creates an op- 
por. 
for 
2 
energetic, 
ambitious 
yng. men seeking a career in an 
expandinq 
ind. 
w-an 
established 
growing co. Some llftinq req'd. 


A N A B O L I C 
INC. 
17802 Gillette Ave. Irvine 


546-8901 


P R O D U C T I O N 
control 
clerk 
for 
manufacturer of industrial 
housing 
components. Xlnt opportunity for a 
motivated, intelligent man. 
Exper. 
In this field helpful but not esserv 
tial. Please reply to PO 
Box 
418, 
Yorba 
Linda, Cal 92686, 


REAL ESTATE 
SALtSMAN OR MANAGER 


Top Commission, share the profit:, 
of equity, purchasinq, no funding 
problems, no points, no appraisals, 
no qualifying, etc. Instant cash pro- 
gram. It's true! We have adequate 
capital. Call for interview. 


CASA DE PRO R.E. 537-3311 


R . E / S a l e s 


2 OPENINGS 


Apartments & Commercial Prop- 
erties 
Specialists. 
Professional 
offices. High Commissions, Com- 
puter 
Print 
Outs. Seymour 
Real- 
ty & Investment. Call John Sey- 


jrnouiL776-223J 
• 


R.E. Sales" 


WANTED 


Immediately. 
Full 
time 
licensed 
salesmen. 
Tremendous 
location, 
over 350 Red Carpet offices which 
will give you many referrals. Fan- 
tastic 
listinq & sales tools. 
Xlnt. 
advertising program 
i n c l u d i n g 
T.V., free training program 
& a 
monthly 
bonus 
program. Ask 
for 
Lew Schneider. 
^ 
Red Carpet 


REALTORS 
778-2700 


R E 
"SALES 
Work 5 days a week. 
M a k e 530,000 S. up. 100's of leads. 
Must have record as top producer. 
Only 3 openings left. 
E X C H A N G E 
R E A L T Y , 
2020 W. Lincoln, Anah. 
635-7760. 


Real Estate sales 


$700 PER MONTH DRAW 


M R . E L L I S 
774-2112 
E L L I S ^ - S C H R A D E R ^ J N C 
REAL ESTATE SALES 


FREE 
LICENSE 
TRAINING 


F a m o u s license course now avalla 
ble thru Tarbell Co. A P P L I C A N T S 
F U L L Y 
R E I M B U R S E D . 


• Full training program 
• Free Placement Service 
• Management 
Opportunity 


• More Advertising 


Than any other Realtor 


CALL AL SLOAN 


832-5440 
TARBELL 


Real Estate 
NEW LICENSEES 


TRAINING 
GREATEST 


PROGRAM 
I F 
Q U A L I F I E D 


• Company car furnished 
O Draw available 
»Instant Income proqram 
• Top commission 
• On the iob training 
„„ 
. „ 
Call M r . Whitaker Century 21. 539- 
2136, 


RETAIL MGR. TRAINEE 


$500. to Start, E M P L O Y E R 
P A I D 
F E E ! 
One of the Nation's largest 
Employers, 
Is seeking" sharp, 
ag- 
gressive individual lo train in all 
phases of Clothing Industry! 
Must 
be management minded! NO 
Exp. 
Necessary! Fee lobs also 
J A S O N B E S T 
A G E N C Y 


811 N. Broadway, S.A. 
835-8212 


R O L L F O R M I N G Helper Trainee"l456 


S._ Majichester,_FullertonJ 


R O U T E 
driver. 
Or'anqe 
Co. 
area. 
Must have gd. drivinq record. Gd. 
oav 
& 
fringe 
benefits. 12 a.m. - 
8:30 p.m. Apply in person, 465 N. 
Anaheim Blvd., Orange. 


ROUTE SERVICE M A N 


Co. will train. Guar, salary. 
Room 
for promotion. Hiring Today!! Call 
558-7373, 
Ext. 
No. 
14. French 
& 
French 
Aqency 
of 2100 N. 
Main 
_St., Santa Ana. 


ROUTE SALES to $9600 


Guar. Salary to $185 wk 
+ 
comm. 
You'll love this! 
Rapid 
advance!! 
Call 558-7373, Ext. No. 7. French & 
French 
Agency 
of 
2100 N. 
Main 


St., Santa Ana. 
_ 


R O U T E "Salesman, wanted. Gd posi- 
tion for 
gd, reliable 
man. 
Must 
have xlnt driving record, fld pay 8, 
co. benefits. Apply In person, 10520 
_r}arden_Grove_Blvd. 


ROUTE SALES TRAINEE 
P A I D T R A I N I N G 
P R O G R A M 
Apply in person Mon. - Fri. 


NIAGARA DRINKING WATERS 
11532 A N A B E L ST. G A R D E N G R O V E 


RELIABLE M A N 
TO -OPERATE ESTABLISHED 
SALES BUSINESS 


M e n 
familiar 
with-cleaner 
routes- 
retail 
dairy 
routes-bottle 
water 
routes-sales 
& 
service 
routes-Do 
well with our Company. We supply 
the business 8< pay all 
operatinq 
e x p e n s e s . 
Top fringe 
benefits 
available, Pay based on your abili- 
ties 8< efforts. Potential income of 
$10,000 8. up per year 
NO I N V E S T M E N T 
C O N V A S S I N G 


This 
iob 
requires 
someone 
who 
likes outdoor actual work, dealing 
with people, who Is well organized 
St can manage himself 8< his time. 
All applicants should be 
married, 
over 25 have a hlqh school educa 
tion and a stable work record. 
I N T E R E S T E D ? 
Call for Interview 
774-0330 


M o n thru Fri 


SALESMEN 


S E L L T.V. furn., appl., stereos, etc. 
Tor> wages, call M r . 
Bellov/. 894- 


" SALESMEN (2) 


Top level sales to businesses. High 
income, 
great 
personal 
satisfac- 
tion, nu company with bright fu- 
ture. 
Outstanding 
opportunity 
for 
right 
men. 
Maturity 
8< exp. 
are 


assets. 995-6293 


S A L E S 
- 
- 


F U L L E R 
B R U S h ' - 826-0160, 894-8000, 


635-6080. 


Sales 


YOUNG MEN 


We 
will 
train 
sharp, 
aggressive 
young men to lease, rent or sell 
brand name office copies w prof, 
businesses in Orange Co. 


Salary + 
Comm. + 
auto expense. 


You neei* be: 
•Aqgressive 
•Competitive 
• Career-oriented 
• Stable 
• Willing to work 
& take 
direction. 
Call for appl. 
979-2333 


C A L I F . C O P Y I N G 
P R O D U C T S 


ASSEMBLY 


SUPERVISOR 


To 
supervise 
manufacturing 
per- 
sonnel 
in 
the assembly 
work 
of 
electronic equipment, assiqn work 
requirements, m o n i t o r 
subordi- 
nates. Position requires training in 
basic electronic with min. 2 years 
supervisor 
experience. 


Excellent company benefits 


Please submit resume with salary 
requirements to: Box D 911, The 
Register, S.A. 


PERSONNEL ANALYST 


$1070 to $1301. 1 Y e a r exp. in per- 
sonnel 
administration, 
community 
organizations or social welfare 
pro- 
grams 
& 
qraduation 
from 
college 
with a degree in psychology sociolo- 
gy, industrial relations or public ad- 
minlslratlon. Apply by June 5th. 


CITY OF SANTA ANA 


City Hall Rm. 503 (Ross 8. S.A. Bl.) 
(714) . 834-4154 


PEST CONTROL 


$450 MO. 


Service route 18 vrs 
+ 
clean cut 
good 
driving 
record. 
Truck 
fur- 
nished. 


T H E P L A C E M E N T 
A G E N C Y 
716 S. M a i n St. 
Santa Ana 


835-2434 


P E S T C O N T R O L 


TRAINEE 


C A R E E R 
position 
with 
rapid 
adv- 
ancement, to $650 + 
mo. Service 
commercial 
accounts 
in 
Orange 
Cnly. Co. truck, xlnt. benefits. 


June Raymond Agency 


1753 W, La Palma, Anah," 
774-8380 
" P H O N E Sales. Earn $4-$5 per hr 
$2.25 quar. perm, full or part 


eve positions 
_827-8600 


P L A N T 
M A I N T . 
- exper'd. 
in 
lile 
machinery 
maint. 
in 
the 
plastic 
proiectlon screen & optical coatinq 
industry. Must maintain total plant, 
Innovative B< self-motivated. Wages 
commensurate w exper. S, ability. 
Contact 
M r . 
Morgan 
at 
547-9277, 
between 9 A.M. - 5 
P.M. 


E.O.E. 


P L A S T E R E R 
exp'd. To apply acoustic 
ceilings, 


patching, 
etc. 
893-2368. 


P L A S T I C S 
V A C 
former 
working 
foreman 
Mid-ranae growth poten- 
tial. Confidential B O X 
O 907, The 
Register, S.A. 
P L A S T I C custom extruder operators. 
Exp. 
only. 
Apply 
A.M. 
1082 
E. 
Edna PI., Covina. 
P L U M B I N G — H E A T I N G 
A I R 
CON- 
D I T I O N I N G . 
Experienced 
repair- 
man 
Permanent 
position. 
Phone 
530-2440. 


PROTOTYPE 
MACHINIST 


Top machinist, required by well es- 
tablished 
Orange 
Co. 
Company. 
Must 
be able to work 
extremely 
close tolerance on complicated pro- 
totype 
parts. 
Must 
be 
competent 
on mills & lathes 8. have all own 
personal 
tools. 
M u s t 
be 
able 
to 
analyze 
complicated 
prints, 
plan 
manufacturing 
procedures, 
under- 
stand materials, heat treat & proc 
esslng 
Excellent 
company 
bene- 
fits, steady employment. 


TASK 


CORPORATION 


(714) 774-3100 
1039 LACY ST. 
A N A H E I M , 
C A L I F . 
An Equal Opportunity 
E m p l o y e r _ 
P U B L I C R E L A T I O N S 
M A N 
To 
solicit 
mortgage 
business 
from 
R.E. Brks, hiqh income potential, 
call 714-541-5261._ 


P U 
Driver—Sales 
Trainee, 
gd. 
op 


por, no long-hairs._979-5090 


Quality Control 


I.e. INSPECTOR 
JR. 


Expandinq pharmaceutical firm has 
an 
opportunity 
for 
an 
individual 
with quality control decision 
mak- 
ing ability. Should have familiarity 
with 
general 
warehouse 
proce- 
dures. Duties include 
• Inspect incominq 
products 


• Physical 
sampling 
of 
chemclal 
compounds 
• Aide in release of material for 
production, 


Knowledge of inspection instruments 
& ability to use a forkllft 8t mate- 
rial handling equipment. 


6 months - 1 year experience. 
Apply 
9 a.m.-2 p.m., M o n - Thurs 


ALLERGAN 


2525 Dupont Dr., Irvine 
Equal Opportunity 
Employer 
M - F 


R.E. S A L E S — 
S U C C E S S 
C A R E E R 
New 
or 
experienced. 
Join 
the 
world's largest and fastest growing 
resale organization with a network 
of over 300 offices 8. become 
a 
member of our 
Millionaire 
Club. 
Multi-million d o l l a r 
advertising 
p r o g r a m . 
Guaranteed licensing 
school. 
Excellent 
sales 
training. 
Virginia Jones. 835-4811. 


RED CARPET, REALTORS 


R E C E I V I N G C L E R K , opening for an 
individual 
capable of taking 
care 
of warehouse in large chain druq 
store. 
Duties 
include 
receivinq 
merchondise, 
computing 
cost, 
processing 
invoices, 
& 
mainte- 
nance of warehouse. Must be capa- 
ble of doing strenuous physical la- 
bor & exacting paper work. Good 
knowledge 
of 
general 
math 
re- 
quired. Must 
have a high school 
education or equivalent. $590 per 
mo. to start for 44 hr. work week 
No 
Sun. or evening 
hrs. 
Annual 
vacation with pay, medical & den- 
tal plan available after short term 
employment. Participation in profit 
sharinq 
trust 
fund 
plan, 
totally 
funded by company. Applv In per- 
son, 9:30 am-4 pm or call for appt. 
Long's 
Drugs, 
8361 
On-the-Mall, 
Buena 
Park, 
Shopping 
Center, 


Buena Park.828-6880. 


R E C E I V I N G " Clerk—receive 
& 
per- 
form incoming inspection on elec- 
tronic 8, mechanical 
parts. 
Must 
be able to read blueprints 
inter- 
viewing 9-11 am 
K'Son 
Crop. 250 


E. Emerson Ave. Orange. 


R E C R E A T I O N A L 
V E H I C L E S 


ROUGH & COPPER 


PLUMBERS 


INSIDE & OUTSIDE 


FINISHERS 


4 day week - 10 hr day + 
O.T. 
N O 
F E E S 


SIGMATICS 


T E M P O R A R Y 
H E L P 
300 S. Harbor, Ste. 503, Anah. 


774-7250 


S00 Newport Center Dr. 


833-3861 


S A L E S 
* 
MUTUAL OF OMAHA 
* 


Unique career opportunity. 
Imme- 
diate earninqs from $800 to $1100 a 
mo. For an appoinlment call now. 
Joe Bartholomew, 838-5024. 


Equal opportunily employer M8,F 


Sate:> 
* 
DOES A C A R E E R * 


* 
INTEREST YOU 
* 


P O S I T I O N P R O V I D E S 
Immediate, 
excellent 
Income, 
paid 
weekly, 
should be In excess of 13 to $15,000 
1st year 
with automatic 
25% 
in- 
crease 2nd yr. + other increases. 
A 
life-lime career with 
additional 
security for years ahead. Positions 
are available due to expansion and 
promotions. 
A 
"sales 
Paradise", 
no slack 
periods. No 
competition, 
no credit reiects, no gimmicks, no 
traveling. 


W E 
prefer men between 21 
55. 
Honesty and sincerity more Impor- 
tant lhan experience. Good person- 
ality, ability to meet with people, 
I F a career with these factors in- 
terest you, call for personal inter- 
view 
between 9 a.m. I 
4 
p.m 


534:1701 


S A L E S 
E N G I N E E R 
- small 
f a s t 
growing co. is seeking a represent- 
ative. 
Person 
should 
be 
able 
to 
read 
blueprints, 
know 
precision 
metal 
fabrication 
8t 
machining. 
Xlnt. oppty. 1o grow with 8, be- 
come a key part of our co. Xlnt. 
pay 
commensurate 
with 
perform- 
ance. Send resume to B O X D, 906, 
_The Reqister, S.A. 


SALES-EDUCATIONAL 


Orange 
Co., 
unique 
opportunity, 
commission 
in 
excess 
of 
$25,000 
per 
annum. 
Individual 
must 
be 
hard worker, with car. For person- 
al int. call 532-3345 or write 361 N. 
Anaheim 
Blvd., 
Orange, 
92668. 


SALESMÉN-MENSWEAR 


Exper. 
only. 
Steady, 
part 
time. 
Eves. 8, Sat. top satary + 
comm. 
Slomann's Ltd., Buena Park Center. 
828-7570 


Recreational Vehicle's 


Production Workers 


MOTOR 
HOME 
Manufacturer 


NEEDS 


• Electricians 
• Plumbers 
• Assemblers 


RV EXPER. PREFERRED 


APPLY IN PERSON 
2220 E. Cerritos, Anah. 


REAL ESTATE SALES 


Become a professional 
with a 
professional 
company. 
Extensive 
training 
program 
In 
financing 
sales & marketing of residential & 
Income properties. Top commission 
&. 
bonus 
system. 
Openings _ Ir 
Anah. & Buena Park offices. Cal. 
for Interview M r 
Tolar. 956-3940 at 
Anaheim office or 522-0220. 


TOLAR REALTY 
X, INVESTMENT 


4 2 9 S . Euclid 
Anaheim 


REATESTATE 


S T R O U T 
R E A L T Y , 
tho 
world's 
largest 
wants 
vou. 
Phone 
(714) 
827-3400. 
" GOLD STAR 
REALTY 


OFFERS YOU 


Salary + 
Commission 
^Company listings 
•^Owned 
by mulfi 
million 
dollar corp. 
-^•Builder & Developer 
T^-Bonus plan 
•^-Workman's comp paid by 


c o . 
•^Million 
dollar 
training 
program 
-^•Licensed & Unlicensed we- 
lcome 


come 


GOLD STAR REALTY 


1031 ROSECRANS 
(CORN. OF EUCLID) 
FULLERTON 
(714) 870-7650 


REFRIGERATION 


MECHANIC 


Hyland Laboratories has an 
immediate opening for a Re- 
frigeration-Air 
Conditioning 
\Aechanic. Applicants should 
have experience in industrial 
processing or low tempera- 
ture refrigeration, confrols 
and vacuum pumps. 
Apply in person or call: 


DONA LEVERETT 
(714) 540-5000, ext. 250 


HYLAND 
LABORATORIES 


3300 Hyland Ave. 
Costa Mesa, C a l i f o r n i a , 
92626 


A n 
equal 
opportunity 
employer 
male-female 


Sales 


TIRED SELLING INS? 


Ex-ins', salesmen, make 
big 
money 
selling 
our 
product 
Full 
or 
pt. 
time, we train M r . Webb 842-7747 


SALESMAN BLDG. PRODUCTS 


To cover existing So. Calif, terr. 
for 
old 
solid 
rapidly 
expanding 
hard-ware mfg. Co. Salary, expen- 
ses 
8, incentive 
for 
exp'd. 
Self- 
starting salesman. Send brief .out- 
line of exp. to Gen'l 
mgr. 
1470 
Doolittle 
Dr. 
San 
Leandro 
Calif. 
_94577 


SALESMEN 


Dinettes 
8. 
Bar 
stool 
exp. 
pref. 
Sal., comm., 
hosoltalizatlon, 
vac. 
Mr. J i m ' s 
Bars 8, Stools 706 
N. 


Tustin, Orq. 
S A L E S M E N 
O R 
S A L E S W O M E N 


L I S T E R M O B I L E 
H O M E S 
323 SO. M A G N O L I A , 
A N A H E I M 
821-0710 


S A L E S , 
help fight 
Inflation, lots of 
leads, $800 monthly guar. Our men 
making 
over 
$300 
wk, 
call 
Mr, 
Potts for appt. noon to 4 pm, 532- 
6875. 
_ 


S A L E S M A N , 
sell 
qar. & Yerv. sia". 
tools & equip. Will train ambitious 
vounn man. A P P L Y A T Donnelly & 
Barnett Equip. Co., 7574 Westmins- 
t e r Ave., Westm. 
S A L E S M E N , Let me show you" how 
to earn $5,000 per mo 
Selling rec- 
reation. 558-8636 
S A L E S , E X C E L L E N T 
O P P O R : 
F O R 


CURRENTLY SUCCESSFUL 
PROFESSIONAL SALESMAN 


In consumer 
sales 
to estab. 
self 
with growing residential air condi- 
tioning 
firm. 
Sell 
by 
appt. 
with 
commission 
in mid 5 figure. 630- 
5830 for- appt. 


C O N N - A I R 
E N G I N E E R I N G 
1140-F No. Kraemer Blvd., Anahejm 
S A L E S 
l - U L L & P A R T 
T I M E 


$2.50 H R . + 
C O M M . 
1» nr over, call btwn 10-2 
397-3312 


S A L E S , 
Photocopier salesman. 
M a - 
chine Ik supplies, exper only, to 
$600 mo 
+ 
full comm. 
Complete 
life, medical 
& 
dental 
program. 
Paid 
vacations. 
Need a top 
man 
immediately. 
M r . 
Ness, 
533-0511. 
Sales S T U D E N T S & MEN-Distribute 
catalogues 8, take orders for Full- 
er Brush. U p to $2.50 hr. Salary. 
542-0242. 


S A L E S — m e m b e r s h i p 
sales-Chamber 
of Commerce, comm. to 35%. Full 
or 
pt. time.. 
Leads 
8> " H o w 
to" 
furnished. Apply 
1616 E. 4th St., 
S.A. 


Sales 
M a n for Mercedes Benz sales. Sell- 
ing 
experience 
helpful, 
excellent 
opportunity 
for 
ambitious 
8, 
en- 
thusiastic man. Apply M r . 
Snvder, 
Mr. 
Westerman, 
6882 
Manchester 
Buena 
Park. 


SALESMAN!!! 
1 need a manaqer right away 
If you qualify It will pay 
Want to no from rags to riches 
Help others to close their pltchei 
Carpet Warehouse is our name 
Money maklno is our game 
Want to get started riqht away 
Call Allie 772-6920, today! 
S A L E S 
~ 


PART TIME 


XEX-SALESMEN 


Leads & Pre-set Appts. 


E N C Y C L O P A E D I A 
B R I T A N N I C A 


638-3700 


S A L E S M A N , 
B L D G . - 
G A R D E N I N G 
D E P T . , 
E X P E R . 
P R E F . 
A P P L Y 
IN 
P E R S O N , 
K E R M 
R I M A 
H A R D W A R E , 
2666 
H A R B O R 
_ B L V D . , _ C M : 
S A L É S 


$100 


PER DAY COMMISSION 


M e n wifh us say this work is more 
like play. Work 
days, stay 
home 
v/ith the family nights and week- 
ends. Call us and let us tell you 
how to make $100 a day. (Many of 
our 
men 
make 
much 
more) 
by 
securing locations for our automat- 
ic merchandising equipment. Expe. 
rience desirable but not required. 
F U L L 
C O M P A N Y 
B E N E F I T S . 
Complete 
information 
by 
phone. 
Call collect. 


(213) 287-1133 
ASK FOR MR. RICHARDS 


Sales 


CAMPER SALES 


Mature I n d i v i d u a l , 
retired or 
semi-retired person 
p r e f e r r e d . 
Comm. 
only. 
Part 
or 
full 
time. 
Call 714-627-3528. 


S A L E S 


REPAIR TRNEE. $650 


E L E C T R O N I C S 
b k g r d. 
Start 
In 
bench repair then adv. to outside 
w-raise & co. car. J33-25IO O'Hoy 
Emploment 
Agency, 
1811 W. 
Kfl- 
_te[la,_Anaheim. 


RESTAURANT 


Y O U N G , 
growing 
chain of 
diversi- 
fied hotel 8, rest, is seeking ambii- 
tious hotel & rest, is steking ambi- 
tious expertise in first level 8. lop 
mgmt. Qualifications some 
educa- 
tion & limited 
exper., 
1811 W Ka- 
tella, 
Suite 
107, 533-2516 
Interna- 
tional Managemtnt Consultants 
Restaurant 


MANAGER $13,000 


Fast 
qrowing 
chain 
has 
several 
openings. Ass't mgr $9,600, fee pd. 
Profit 
share, excel, benefits. 533- 
2510, O'Hoy 
Employment 
Agency, 


1811 W. Katella, 
Anaheim, 


R E S T A U R A N T 


MANAGER TRAINEE 


Fee 
reimbursed 
Rapid 
expansion 
created 
tills grow 
position 
w-top 
name organization. Xlnt opplv. lor 
advan. Call Bob Dempsey 835-7503 
A L S O F E E 
JOBS. 
C O X E D W A R D S 8, A S S O C I A T E S 
A G E N C Y 


1200 N. Main, Suite 224, S A.. 


Restaurant 


COOK $9,600 -f 


Wn have 
openings (or 1st and 2nd 
cooks. 533-2510, O'Hov 
Employment 
Agency, 1811 W. Katella, Anaheim. 


ADay 


We need 2 men to sell 
" T H E 
F A M O U S " 


WHITE CROSS PLANS 


T H E L E A D E R 
in the A 8. H Fields 
I M M E D I A T E 
H I G H 
Earning 
Opportunity for advancement 


"YOU'LL LOVE IT" 
Call 10 to 2 p.m. 
542-2473 


All the leads you can handle 
or apply in person 
1440 E. 1st, Suite 314 
_ Santa .Ana 


•SALESMEN* 


D O you take "Salesman 
wanted' 
ads with a g r s i n of sait? Can't say 
i blame you. I foilov/ed up a tew 
myself In the past. The job seldom 
lived UP io thb claim in the ad. 


Do 
Yourself 
A 
Favor 
AND EXPLORE THIS ONE 


I F you'd like to make $250 a week 
immediately with an eye to much 
more in the future, I'd like to talk 
to 
vou. 
If 
your 
qualifications 
m a t d i our requirements, this could 
be the career you've been looking 
for. Interview appointment 10 to 4 
p.m.^weekdays 835-2771. 


S A LMEDICAL LABORATORY 
EQUIPMENT & SUPPLIES 


N A T I O N A L mfgr. Is seeking a man 
with backqround in medical lab or 
related field for sales to local hos- 
pitals, private laboratories. Salary 
+ 
commission. 
Principals only phone 
for interview appointment 


Bruce 
Bruschke_ 
714-6^6-2660 


5 Â L Ë 8 


WOULD YOU 
, 
BELIEVE 
"$100 PER DAY 


894-0579 
M r . 
Blake 


S A L E S M E N O R A N G E CO." 
, 
R O Y A L , 
1 
or 
America's 
largest 
mfgr's. of office eguipment 
Exclu- 
sive protected territory - Salary 
+ 
comm. 
- 
Extensive 
training 
pro- 
g r a m locally & in Hartford, Conn. 
- Fringe benefits & mqmt. opplvs. 
Introduction 
of addltonal 
new 
so- 
phisticated equipment 
forthcoming. 
P P E F E R 
College or 
sales exper. 
Call 
John 
Nye. 
(714) 826-3460 or 
531-1662. 


ROYAL TYPEWRITER 


Div. of Litton Ind. 
3311 E. Willow St., Long Beach 


+ 
SALES POSITION 
* 


O C C I D E N T A L 
Life 
In 
Newport 
Beach has a position open for an 
enthusiastic indiv. w sales 
exper. 
Position 
olfers 
managerial 
poten- 
tial, 
nu 
comm. 
contract 
that 
is 
lops in Indus. Initial fin., etc. Call 


_ M r 
Freundt al_644-5600. 


Salesman 


CAREER POSITION 
* 
5 DAY WEEK 
i f LIFE INSURANCE 
i f MEDICAL 
i f PAID VACATION 


Qualifications 
merit hiah 
school 
grad, 
service 
company* 
good 
driving 
record. 


A P P L Y 


NIAGARA 


COFFEE BREAK SERVICE 


11532 Anabel St., 
Garden Grove 


S A L E S M E N 
Janitorial supplies & ind. chem. No. 
Org. 
Co. 
estab. 
territory, 
qd 
co mm, guar, draw, grp ins, profit 
sharing, med. dis, Ins., need door 
opener, exp & enthusiam welqhed 
equally, 
all 
replies 
confidential. 
Call M r . Ward, Mon, Tues, Wed. 
> 1 0 a.m. only. 879-6240. 
Sales 


$140 Per Week Part Time 


Work 5 hours per day or evening 
& make $5 per hour. 
M U S T B E 
M A R R I E D 
H A V E 
C A R 
W E W I L L 
T R A I N 
A B L E TO S T A R T 
I M M E D I A T E L Y 
NO E X P E R I E N C E 
N E C E S S A R Y 
Call Mr. Edqe, Mon. & Tues. 8 to 
11 am. 


894-8852 


Jobs Of Interest — Men 20 


( C O N T I N U E D ) 


S A L E S M E N ~ for 
industrial 
supply, 
outside exp. pref. 1559 W. 
Embas- 
_ s y , Anah. 


SALES $9600 + 
CAR 


N.Y.S.E. 
Co. Sal. not draw, 
plus 
20% 
Comm. 
& 
profit 
sharing. 
O ' H o y 
Employment 
Agency, 
533- 
_25J0, 1811 W. Katella, Anaheim. 
S A L E S . 
Solid 
opportunity 
for 
men. 
Earn 
10 lo 
20 
K 
per 
yr 
comm. Marketing non 
competitive 
service 
to 
businesses. 
Requiie- 
ments. work 5 hr day, 5 day wk & 
- s a l e s 
exper an 
asset 
635-3333. 9 to 1 Mon-Wed. 
Sales 
~ 


$140 Per Week Part Time 


Work 5 hours per day or evening 
8. make $5 per hour. 
M U S T B E 
M A R R I E D 
H A V E 
C A R 
W E W I L L 
T R A I N 
A B L E TO S T A R T 
I M M E D I A T E L Y 
N O E X P E R I E N C E 
N E C E S S A R Y 
Call M r . Edge, Mon. 8> Tues. 8:00 
A . M . to Noon. 


894-8852 


S A L E S 
R E P R E S E N T A T I V E : 
Unusual 
oppor 
for 
a 
young 
man, 
over 21, w-some sales exp. 


• M a k e 12-20K per vr. 
• Oppor 
for advancement. 


• Work w-quallfied leads 
• No credit reiects 
• Pert. Incentives 8< bonuses 
R E Q U I R E M E N T S : 
Must thrive on person-lo-person sell- 
ing & be more Interested In serv- 
ices rather lhan things. Must pre- 
fer stimulating challenges. 
Complete training furn. by co. Call 
892-6256. or (213) 426-7967. 


SALESMAN - RETIRED 


M u s t enioy talking to nice people. 
Position consists primarily of sell- 
ing golf cars to the 4 or 5 high 
type individuals wiho phone or visit 
our showroom each day. 
Pleasant 
3 qirl office, hrs. 9-4:30 
+ 
some 
half-Sat. all fringes. Pay 
negotia- 
ble. 
to suit 
your 
program, 
min 
$5000 per yr, Harley Davidson Golf 
Cars, 1020 So. Grand, Santa 
Ana 
see Linda. 


S A L E S M A N 
For maior disl. of bicycle & acces- 
sories to cover So. Cal. Sal. plus 
comm. 
8, expenses. 
Min. 
2 
yrs. 
sales exp. req. Submit resume inc. 
sal. 
req. 
8, prev. 
sales 
achieve- 
ments to B O X O 908, The Reqister, 
S.A. 92711. 
S A L E S M E N 
needed", parttime 21 or 
over. No exp. necessary. Daily bo- 
nus. 
Complete 
Iralning 
program. 
Career opportunilies. $400 to $600 


_mo. 
easy 
968-7060. 


S a l e s ' " 
" " " " 
~ 


• M U S I C ENR0LLERS* 


$80 


Per Order Plan A 
U.M.E.D., 
Inc. 
now 
offers 
2 
new 
Improved deals and unbeatable op- 
portunities. 
$70 


per order Plan B 
For 
those 
who qualify 
and 
prefer 
being paid up front. $35 on 
each 
order, paid daily Immediatly 
upon 
receipt of each order + 
$35 on 1st 
lesson. 
No 
gimmicks, 
iust 
a 
stralqht forward honest opportuni- 
ty. 
Potential 
now 
In 
excess 
of 
$40,000 per year. Call M r . Stanley, 
637-2180. 


Sales 


Jobs Of Interest - 
Men 20' 


( C O N T I N U E D ) 


S A L E S M A N — C o m m i s s i o n / 
S h o u T d 
average $500 + 
Weekly (714) 836- 


. 9641 


S A L E S M A N 
for 
mòbile 
home 
re- 
sales, 
set 
up 
in 
park. 
Must 
be 
aggressive, capable of earning big 
money & want to W O R K . Call" S a m 


_ Ma220la, 530-1611. 
Sales Merchandizer 


TRNE. $8840 + CO. CAR 


O L D estab. co. wants career mint- 
ed indiv. 
seeking 
secure 
pos. 
Top 
bfts. & advancemt. oppty. Call El" 
Carter, 835-1185. 
Dennis 8, Dennis Personnel Agency 


1600 NO. Broadv/ay,_S.A^ 


" S A L E S 
T R N E E 


FOOD $7800. + CO. CAR 


O N E 
of the most competent 
con 
cerns seeks eager well-dress indiv. 
to pave 
his 
own 
road 
of gold 
in 
this challenging 
pos. in this 
O.C 
area. Call 
Dick 
Scott, 835-1185. 
Dennis 8. Dennis Personnel Agency 
1600 N. Broadway, S.A. 


SALES $10,200 


Fee paid, 
car 
8, expense 
occ't., 
bonus 
plan 
8, excellent 
benefits 
533-2510, O ' H o y Employment Agen 
cy, 1811 W. Katella, Anaheim 
_ 
S A L E S — E x e c u t i v e Development 
Pro- 
gram. 
C o l l e g e 
grad, 
married, 
$12,000. 
First 
yr. 
phone. 
542-3559 
betwn 9 B, 1 


S A L E S 
- C A R E E R 
O P P O R T U N I T Y 
N A T I O N A L 
Co. expandinq 
Orange 
Co. 
No 
Travel-guar. 
Salary 
-i- 
_ comm.. Married, over 21, 547-7085 
S A L E S - Call on pharm, statione'ry 
_stores, schls. Xlnt. work, 558-1555. 


GENTLEMEN 


READ THIS! 


I 
need 6 individuals 
to help 
me 
open and manage sales offices in 
Orange County. 
We are one of the nation's larqest 
holding companies with Interest in 
hotels, Imports and exports, steel, 
printina, cable TV, computer soft- 
ware, radio and TV 
broadcasting. 
The parent corporation has given 
me 
unlimited 
financlnq 
for 
the 
purpose of fraininq 
career-minded 
i n d i v i d u a l s 
to assume 
sales 
manaqement positions as soon 
as 
they 
can 
qualify. 
Compensa- 
tion 
for 
management 
positions, 
varies 
from S9.600 to $22,500 per 
year. Guaranteed salary and com- 
mission are available Immediately. 
Plus various bonuses and commis- 
sions with interesting fringe bene- 
fits. 


If vou are an Individual of integri- 
ty, bondable and drive a good au- 
tomobile come on In for an Inter- 
view. You look me over — I'll look 
you over — 
and we'll see where 
we go from there. 


SECURITY OFFICERS 


We need alert, intelligent, self-moti- 
vated 
security 
officers, 
for 
full 
time, 
year 
round 
night 
employ- 
ment. At our Irq apt. complex. $3 
per hr. Apply at: 
12091 B A Y P O R T 
ST., G.G. 


E Q U A L O P P O R T U N I T Y 
E M P L O Y E R 


S E C U R I T Y officers - Guards full or 
part time. L.A. & Orq. counties. 
All shifts avail., advancement op- 
portunities. 
Contact Capt. 
Owens, 
Calif. 
County 
Patrol, 
522-8290 


_ Mon. thru_Fri. 9 A A M _ P M 
S E C U R I T Y 
G U A R D : 
Exper. 
full 
time, 
Contact 
M r . 
Ford 
security 
supervisor. 


B A L B O A B A Y 
C L U B 
1221 West Coast Hwy., N.B 


SECURITY MAINTENANCE 
Hotel nite shift immed opening for 
perm depend man character 
ref 
req. Int. 9 a m 
to 4 p m Tues 
& 
Wed. 


Saddleback Inn 
12500 E. Firestone, Norwalk 


SECURITY OFFICER 


Co. oriented toward new 
progres- 
sive system. $2 per hr. pd. vac. 
Step raises, IV2 time for holidays, 
hi schl 
grad. gd. health, car, tele- 
phone & clean record req. (714) 
523-9482 


SENIOR PLANNER 


$1372 to $1668. 3 years of profession- 
al level experience in municipal o r 
reqional planning administration & 
a bachelors degree in planning, en- 
gineering, architecture or 
related 
field. Apply by June 6. 


CITY OF SANTA ANA 


City Hall R M . 503 
(Ross & S.A. Blvd.) 


(714) 
834-4154 


S E R V I C E 
Stat 
Attend 
- 
Hadead 
Shell, 4035 W. Chapman, Org. 633- 
6622 
i f SERVICE STATION 
* 
ATTENDANTS 


F U L L T I M E 
Must be experienced over 18, aood 
hourly 
wage 
to 
start. 
Uniforms 
furnished paid medical & life in- 
surance & paid vacation, 
C A L L 838-6534 
O R 
A P P L Y 
17241 Irvine Blvd. 
Tustin 


S E R V I C E 
sta. sales, $125 wk. 
Live 
In Orange Co. for 1 year 1 yr. exp, 
Doug or Jess,_547-2018. 


S E R V I C E M A N 
Salary based on exp. 
Live In Oranqe Co. for 1 year. Call 
Doug or Jess, 547-2018. 


Sales 
Summer 
Work 


COLLEGE STUDENT 


Future 
businessman, 
gain 
knowl- 
edge of your field In application no 
simulation. 
Good 
hrs. Good 
pay. 
Must be neat 8. agqressive. Call 10 
A M 
til noon. 534-3081. 


Salesmen 
i f 
HOW COULD IT 
i f 


BE EASIER? 
On May 28 it was 101 Deg. 
I NEED 3 Men 
who want to make 
$700-1,000 per wk. 
Selling air-conditioning 
Call 11 am to 2 pm only 
i f 
537-8890 
* 


^INTERVIEWING 


ed , 
Jun» 
i, 
1973, 
11:00 
A M 
larp. 


ROYAL INN 


1600 East First St. 
Santa Ana 


Ask for Mr. Starr 


N O . P H O N E_.CAIJ.S_PL E A S E 


S A L E S M A N , or saleswoman, special- 
ty 
future w a growing 
Calif, to 
Ariz, chain. Gd. workinq cond. 8, 
pay arrangement. Must have a de- 
sire for advancement 
as 
we 
are 
expandinq 8, need mqrs. Exp. de- 
sired 


Lee^s Bars_i_StooJ 
776-6363 


Sales 


COLLEGE 
STUDENTS 


WE NEED YOU 


FULL T I M E - 
ENTIRE SUMMER 


L O O K I N G 
for 
smart, 
ambitious 
students 
who 
want 
more 
from 
their 
summer 
employment 
than 
lust something to do. Here is your 
chance to get Involved, enthused to 
get 
top dollar, and know 
you've 
earned It. 


WE OFFER 


J D A Y W O R K 
W E E K . 
F U L L S U M M E R 
W O R K 
A L L E X P E N S E S 
P A I D 
W E E K L Y 
E A R N I N G S 
W I L L 
R U N 
U P T O $150 P E R W E E K , 
S C H O L - 
A R S H I P 
A L S O 
A V A I L A B L E . 
I N T E R E S T E D ? 


Call for interview 
774-0330 


M O N . T H R U 
F R I . 


S E R V I C E 
station attendant for day 
shift, must 
have 
2 yrs. exp. 
w- 
refer. 
M u s t 
have 
lite 
mech. 
& 
sales exp. M u s t have clean 8t neat 
appearance. Gd. pay 8, opportunity 
for 
advancement. 
Bo-Den 
Shell, 
Yorba Linda & Rose Dr., Placen- 


_tIa._993-0670. 
S E R V I C E , 
long 
estabd. 
co. 
needs 
man of many talents, to learn hi- 
wav traffic control business, long 
hrs 8< hard work returned with gd 
pay, benefits, 8< a secure future, 
ph. 871-2224, for appointment 


S E R V I C E Sta. attend, graveyd, 10-6, 
8c eves. 4-10 + wknds. $2.20 per hr. 
+ comm. Bondable 8. neat appear- 
ance. E x p e r desired. Apply In per- 
son. Shell Station, Haster nr. Gar- 
den Grove Bl. 


S E R V I C E 
station attendant, full 
or 
part 
time. 
Over 
18. Must 
have 
neat appearance & sales 
ability; 
salary 
+ 
comm. 
3006 
Harbor 
_ B l v d „ Costa_Mesa. 
S E R V I C E " sta. 
mechanic. $150 
wk. 
Live in Oranqe Co. for 1 yr. Class 
A smog. lie. Call Doug, or Jess 
547-2018. 
SERVICE STATION ATTEND 


Part time. 3 nt per wk. Must b s 
exp. 
lube 
man 
8, able to 
work 
alone. Top pay. Applv Shell Sta- 
tion, cor. 
Harbor 
St Trask, 
G.G. 
537-9806 


SERVICE STN. ATND. 


Perm, full time, day & eve. shift, 
Xlnt. pay & fringe benefits. A p p l y 
Shell Station, St. College 8< La Pal 


_ ma. Ph._635-2670, 
S E R V I C E 
Station 
salesman, 
full 
time, eves., minimum 2 yrs. full 
time exper. Desire top salesman, 
light mechanical 
knowledge, 
neat 
appearance. Apply morninqs, 2590 
Newport, C.M 


Jobs Of Interést - 
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S E R V I C E 
station attendants. Full & 
pt. 
lime. 
M a n y 
openings 
exp'd, 
only. 
13142 
Golden 
West 
Wmstr. 


893-5888. 


S E R V I C E 
stat. attends. Full 8. pt. 
time days. Must have sales ability 
& qd. appear. Sal. + comm. Apply 
Chucks Mobil, 24085 El Toro Rd., 
Laguna Hills, 830-4750. 


SALES 
REPRESENTATIVE 


Your 
]inmt iHiite 
Rcsjtonse 
Will 
Be 
Appreciated 


Enter our extensive national 


marketing organization- 


and get ready to go up! 


If you have your eye on sales or marketing manage- 
ment-this is your opening. You'll learn our success 
techniques at our National Sales Training School (at our 
expense), study our leading marketing campaigns, and 
work in cooperation with our extensive national and 
local advertising. Our representatives are the prime 
source for our growing and dynamic management 
team. You can expect income of $800-$ 1100 per 
month to start, and a bonus of $2040 at the end of your 
first year. We offer top commissions and a unique non- 
contributory plan that assures a substantial retirement 
income. (We're looking for a person ready to be re- 
spected in his community and perhaps with sales expe- 
rience). 


M u t u a l 
^ N 
^ O m a h o . v i y 


l.ijf 
IIISIII,nice 


Aitili,ile 


L'ili teil oj 
()m,ilhi 


*Call Now For* 
" An Appointment* 


ASK FOR JOE BARTHOLOMEW 


• 838-7006 


S E R V I C E 
Station Attendant, no ex 
per. 
nec. 
Airport 
Texaco, 
4678 


Campus Dr., Newport_Bch. 


S E R V I C E 
station 
salesman & 
lube 
man, 
top pay 
& fringe 
benefits. 
Exp'd. 
man 
preferred. 
Full 
or 
parttime. Shell 17th & Irvine, New- 
port Bch. 
_ 


~ 
S H E E T M É T A L 
M E C H A N I C S 
Our 
company 
Is 
seeking 
expert 
•need personnel for the precision 
metal fabrication development. 


• 
C L A S S A 
M E C H A N I C S 


• 
B R E A K 
O P E R A T O R S 


• 
S H E A R 
O P E R A T O R S 
Xlnt pay, up lo $6.00 per hr 


Applv In person at 


_ 2155 S. Grand, Santa_Ana 


S H E E T " M E T A L 
"Immediate 
re- 
quirements for experienced opera- 
tors 
with 
responsible 
record 
of 
previous 
employment. Apply 
only 
4:30 p.m. on Tuesday. S June 
at 
17335 Daimler 
St., Irvine. Do 
not 
Phone. Take M c G a w West off. Red 
Hill 
and 
left 
on 
Dalmter. 
Keco 


Industries, Inc. 


Sheet Metal 


HELIARC WELDER 


• T H I N G A G E 
A L U M I N U M 
T H I N G A G E C R. S T E E L 
Experienced 
SHEET METAL MECHANICS 
BRAKE OPERATORS 
INSPECTORS 


E V E R E S T 
E L E C T R O N I C 
E Q U I P . 


1601 E.JDrangethorpe 
Fullerton 


S H E E T 
metal " man, 
precision 
pro- 
duction Ajorgtgtype. 633-0520. 


S H E E T 
Métal 
mech 
B, 
precision 
yr. iob shop_exp._540-4141. 


SHIP'G. & RECEIVING 


Terrific spot for willing & 
eager 
Indiv. Co. offers all benefits. Xlnt 
oppty. Call Bert Lono. 833-2700. 
Dennis & Dennis Personnel Agency 
of Irvine 
2082 Michelson Drive 


SHEET 
METAL 
MECHANIC 


Leading 
manufacturer 
of 
cryogenic systems & machi- 
nery 
near 
Orange 
County 
airport 
has 
an 
immediate 
opening for sheet metal me- 
chanic. Layout experience & 
knowledge of trigonometry 
required. Must be able to 
set up & operate 10 ft. pow- 
er brake, 10 ft. shear, punch 
press & drill press. Abiity 
to 
read 
blueprints. 
Broad 
range of fringe benefits. 


Apply Mon.-Thru Fri. 


AIRCO INC. 
AIRCO 
CRYOGENICS 


A D I V I S I O N O F 
AIRCO INC. 


1900 S.E. MAIN ST. 
IRVINE, CALIF. 


An Equal Opport. Employer AA-P 
S H I P P I N G 
C L E R K - A 5 S E M B L Y 
D E L I V E R Y , 839-0150. 


I T 
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SHIPPING & REC. CLERK 


M E D I U M 
size manufacturing com 
pany has Immediate opening for a 
dependable Individual with recent 
experience In all aspects of snip- 
ping & receiving. Xlnt. benefits. 
Apply In person. 


TECHNICOLOR, INC. 


299 Kalmus Dr., Costa Mess 
An Equal Opportunity Emgioyer 


Temporary, 


SHIP & REC 
STOCK CLERK 
- 
MAINT. MAN 
WAREHOUSE 


I M M E D I A T E 
openings, 
Ions 
and 
Short term assignments, top bene- 
fits Ind. Xlnt. salary. Paid holl 
days, vacation plan. 


APPLY 
VOLT 


INSTANT PERSONNEL 
879-9330 


1624 Orangefhorpa Way 
Anaheim 


546-4741 


3848 Campus Dr. Ste. 104 Npt. Bch 
Across from Orange Co. Airport 


(213) 927-4491 


8041 E. Florence Blvd. 
Downey 
Equal Opportunity Employer^ 


SHOE 
S A L E S M A N , 
exp'd. 
rngmt: 
possibility. 
Top 
pay. 531-6555 or 


'537-6535* 


SHOP 
Foreman, exper, small 
job 
shop $5.00 hr. to start, metal fab. & 
weldinq required. Flelschman Em- 
ployment Agency, 1400 N. Harbor, 
FuMerton, Ste. 727. 870-8000, 


Shop opening 
ITT Jabsco Products has Immedi- 
ate openings for the foilowina posi- 
tions. 
'-it 
Turret Lathe 
it 
Precision - 
Elee. Assembly 


Must be familiar with wave solder- 
-, Ing technique & Insertomat board 
loading. 
, Exlnt. benefits 8, working condi- 
tions, 1485 Dale Way, Costa Mesa 
545-8251. 
An equal opportunity employer 


SHOP trainee-sheet metal exp. help' 
ful, not nec. Glenn Electric Heater 
Corp., 2130 S. Santa Fe St., S.A. 


SIGN 
P A I N T E R 
549-2245 


SILK Screen printer. Müst be exp. 
Call (714) 979-9171. 


SILK 
S C R E E N E R 
FOR 
P R I N T E D 
CIRCUIT B O A R D MANUF. MUST 
B E E X P E R ' D . C A L L 871-1723 


SILK SCREEN OPERATOR 


Exp. in silk screen prep 8, screen- 
inq Pressure sensitive 
materials. 
Call 540-2650 


SOIL 
TESTING-Engineerlng 
techni- 
cian,' compaction 
control, exper. 
- req'd. Several long term projects. 
_213—821-9900 
714-639-9430. 
S P O R T I N G GOODS 


SALES $600 


T H E best in the west has loc. open- 
ing 
for sales minded Indlv. who 
can handle a fast pace. Rapidly 
expanding 
co. w-xlnt. bfts. 
Call 
Ell Carter, 835-1185. 
Dennis & Dennis Personnel Agency 


•J60° N - Broadway, S.A. 
SPOT W E L D E R A L U M E X P P R E F . 
PROTO & PROD. 545-5561. 
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TECHNICAL TRAINEE $650 
Put vour trade school or military 
training 
to work 
for 
top 
flight 
local. Corp. offers career advance- 
ment & long term security to the 
ambitious 
beginner. 
Call 
Dave 
Penderorass 835-7503 
C O X E D W A R D S S, ASSOCIATES 
A G E N C Y 


1200_Nj._Maln,_Sui_te_224,_S.A. 
TECHNICIAN 


(JUNIOR) 


E V E N I N G SHIFT 
We have an Immediate opening for 
a Wiring Technician in our test 
system mfo. group. Wilt consider 
candidates 
who 
have 
completed 
mechanical assembly & electronic 
trouble shooting 
Excellent learn- 
ing opportunity. 


A P P L Y IN P E R S O N 


WESTERN DIGITAL 


CORPORATION 


19242 Red Hill Ave., 


Newport Beach, Calif. 


Irvine Industrial Complex 


Corner Red_HIII &_Baker Sts. 


T E L E P H O N E 
sales 
— hrs 
1—5, 
$2.50 hr. + 
comm. Perm lob w 
,5200 wk potential call aft. 11 am 
835-7296 


T E L E P H O N E S A L E S - tickets & ad- 
vertising. 
Year-round 
work, 
new 
modern S.A. office. Comm. sales. 
Plenty, ofjaps. Call 558-7311. 
. 


T E R M I T E 
I N S~P"E C T'O R . - L T ? „ 


S M A L L 
CO. 
E X P A N D I N G - G O O D 
SAL. & BENEFITS. 827-6940. 


c 
. 
T I R E SALES/WAN 
Expd. retail & whsle. salesman. 774. 
4303. 


t I R E M A N wanted. Min. 2 yrs. exp. 
Experienced 
only 
need 
a p p l y . 
Wage open. 637-9010. 1690 N. Tus- 
tln. Org 


T I R E 
Changers, expd brk & front 
end, mechs must be expd inquire 
_aM25N._Brookhurst,^nah.,J!-5. 
T I R E man wanted trilh. 2 yrs. exp. 
Experienced 
only 
need 
a p p I v. 
Wage open. 637-9010. 1690 N. Tus- 
tln, Org. 


T I R E service man, exper. Must be 
over 21 & licensed. Inq. J. Fair 
Tire Co. See Serv. Mgr., Willis 
Finnv, 
12471 W. 
17th, S.A. 531- 
0869. 
' 


T I R E 
M A N : 
some 
exper. 


Immed. Full time. 879-2333. 
T I T L E 
Clerk 


Start 


. __ 
- 
positions open for 


recent 
reltrees 
from 
post 
dept. 
teaching or local Gov. Gd. oppor- 
tunity 
& 
benefits. 
Transamerlca 
Title Co. Mr. T. Miller 547-9571 


TOOL & Die Maker - also Produc> 
tlon M a c h i n i s t 
Leadman. Too 
wanes, benefits 
Cembi Inst., 639- 
0378. . 
• 


it SPOT WELDERS 
* 


SWING shift - exper. Williams Fur- 
nace Co., 14960 Firestone Blvd., La 
Mirada. 714-521-6500, 


STEAvi.boiler operator. Experienced 
M C P 
Foods. 
424 
So. 
Atchison, 
Anah. Personnel_D.ept._ 


STOCK Boy, delivery etc. pt. time 
approx 25 hrs. wk 18 yrs. or over 
Apply W. Lee & Assoc. 17371 17th 
••St Tustln Interior Design 


S T R U C T U R A L 
Steel Layout & Fit- 
ter, must have exper Apple at Sell 
Iron, 8141 Monroe Ave.. Stanton. 
S U P E R V I S I O N 
Production supervisor for electronics 
assembly, 
background 
in 
power 
supplies helpful. Prefer a mature 
person 
with 
good 
general 
back- 
ground, apply or send resume to 
_ 1400 S. Village Way, Santa Ana. 
STOCK R O O M 
" 


Growth 
oriented 
Or- 
ange County electronics 
manufacturer 
has 
an 
immediate need for a: 
WAREHOUSE 
SUPERVISOR 


To supervise the ship- 
ping, receiving, kitting, 
prepping & warehouse 
-functions 
of 
a 
multi- 
shift 
operation. 
Must 
. have recent commercial 
electronics 
experience 
in 
a 
computerized 
: warehouse 
e n v i r o n - 
ment. 


P'ease 
submit 
resume 
; with salary history to: 
Box D, 907, The Regis- 
..' ter, S.A. 
__An equal opportunity employer 
STOCK clerk, part time. Ideal for 
college students. Call Dutch Boy 
Paint, 543-8489. 
STOCK ROOM $2.50 HR. 
18+ train with good math back- 
ground 
or 
experience 
inventory 
control. Issue, stocking, an equal 
opportunity employer 
Coronet Employment Agency 
1621 East 17th Street 
Suite N, Upstairs 
Santa Ana 
541-4171 


"SUMMER JOBS 


COLLEGE STUDENTS 
HIGH SCHOOL GRADS 
VETERANS 


Earn $125 wk. Must have car & be 
- free 
to work 
all 
summer. 
For 
appt. Call 776-0780 between 10 a.m. 
8. 1 p.m. only. 
, 


SYSTEMS 
MECHANIC 


Leading cyrogenic manufac- 
turer has immediate opening 
for qualified 
systems 
me- 
chanics. Must have good me- 
chanical ability & be able to 
read blueprints, bend tub- 
ing, cut & thread pipe & do 
plumbing. Must be capable 
of layout & fabrication of 
stainless 
steel 
& 
carbon 
steel structures. Own basic 
hand tools required. Broad 
range of fringe benefits. 
APPLY MON. THRU FRI. 


9 A M to 4 PM 
AIRC0 
CRYOGENICS 


A DIVISION OF 


AIRCO INC. 
• 
1900 S.E. M A I N ST. 
IRVINE, CALIFORNIA 


An_eaual opportunity employer 


TANK O P E R . needed for "chemical 
milling firm. Prefer exp'd. chm 
mill operators or plating exp. ac 
ceptable. Good pay scale, fringe 
benefits, overtime, paid vacation 
Aerochem, Inc., 1885 N. Batavia 
Orange 
(714) 637-4401. An 
equa 


opportunity employer. 
• 


T É C H N I C Ï À N 
Inspector soil technl- 
cion. Consulting 
foundation 
engi- 
neers, S.A. exp. in field & lab 


^testing requlred._Apply_543-34J_l. 
T E C H N I C I A N electronics lest, exp 
fn power supplies, apply . 1222 E 
Pomona, Santa Ana, near Standard 
& Edlnger. 


Technician 


TEST TECHNICIAN 


1 to 5 years experience In Computer 
Terminal, CPU & Memory 
I M M E D I A T E 
OPENINGS 
E X C E L L E N T 
B E N E F I T S 
Contact Personnel Dept. 


DOCUMENTOR 
DIVISION OF A M 


2921 S. D A I M L E R . Santa Ana 


(714) 546-3551 
Equal Opportunity employer M-F 


TOOL & DIE MAKER 


2nd SHIFT 
Must be fully qualified in all aspects 
of 
t o o l 
room 
work, 
ilgs 
& 
fixtures. Own tools required. 


Tool & Cutter Grinder 


2nd SHIFT 
Top pay & benefits 


ROYAL INDUSTRIES 


Dyer Rd. & Red Hill 
Santa Ana 


An equal opportunity employer 
TOOL & CUTTER GRINDERS 


TOD men only 
Top pay 


Fringe benefits 
45 hr. work wk. 


WESTSTRIC C U T T I N G TOOLS 
8101 Monroe St., 
Stanton 


827-6111 


W A I T E R S , E X P E R . 
_ _ _ 2500 E. Nutwood,_Full. 
W A R E H O U S E M A N 
S. 
Dart 
time 
driver. Retall Bldg. materials, ap- 
ply at 2533 So. Main, Santa Ana, 
S2.50 per hr. 
Warehouseman 


W I L L perform mlscellaheous ware- 
house tasks, ability to drlv» fork- 
lift desirable. 


CELANESE 


PIPING SYSTEMS 


P L E A S E A P P L Y TUES. T H R U FRI. 
402 W. C E N T R A L AVE., S.A. 
NO P H O N E CALLS P L E A S E 
An Equal Opportunity Employer 


WAREHOUSE TRNE 


Lao dlslrib. company will train, 
stocking, pricing, ship & rec'g. 5 day 
work wk. No wnends. 
I.B.A. of Calif. Agency 
Suite 325 


2700 N. Main, S.A 
_ 835J661 


W E E D & PEST CONTROL 
1 year min. exper. absolutely neces- 
sary. Salary 
open. Laguna 
Mills 


area. Call 586-1580 for appt. 


~~ 
W E L D E R , HelTaTi&MTG 
Keco Industries, Inc. 557-8545 


W E L D E R acetylene • exp'd. In mo- 
torcycle 
exhaust 
systems 
pref. 


839-0150. 
: 
^ 


W E L D E R S - T I G & MIG. C A L L 979- 
0131 


W E L D E R , exp'd. Layout & fabrlcat- 
_lng man. 892-2741 or 826-8290. 
W E L D E R 
F I T T E R • w-sheet 
metal 
exp. Must be exper. Top pay. Wal- 
ters 
Enqlneerlng, 
1372 
Monroe 
Ave., Stanton 


Welder 


Toolmaker, Immed. opening In fast 
growing firm. Top wages plus co 
benefits, 


GAISER TOOL CO. 


1701 
E. 
Carnegie, S.A. - 540-4080 


it TOOL & DIE MAKER 
* 


J ( V » R N E Y M A N 
. sm. prag. dies. 
Top 
wages. 
O-T., ins., 
contract 
work. West Coast Tool & Die, 2115 
S. Grand, S.A. 540-3906 


TOOL MAKERS 


Irvine area, needed immediately, top 
pay, lots of overtime, must nave 
own tools. 
S.I.S. T E M P O R A R Y 
S E R V I C E S 
1424 So. Grand, S.A. 
558-9021 


4301 W. Commonwealth 
Fullerton 


523-5101 


TOOL 
rm. 
machinist - oppor. w- 
qrowing nondefense 
mfqr. co. In- 
volving high production machinery. 
Contact Dave Sale, Pacific Spring 
Eng. Corp., 13629 E. Talc, Santa 
Fe Springs, Equal Oppor. Employer 


TOW TRUCK DRIVER 


Exper. only local refs., must live 
In E. Anah., Orange. Area. 778 


_L33o_i 
: : 
• 


• TOW 
TRUCK 
O P E R A T O R 
Apply in person: Bluebird 
829 E. 2nd St., S.A. 


T R A I N E E S 
to learn the metal art 
sculpture trade. Apply between 2 
8. 4 pm. 1351 E. Borchard, S.A. 


it 
TRAINEE 
it 


Header 
trnee 
for 
small 
Buena 
Park Co. Steel Screw Mfgr. 49 hr. 


_week 
2 hr. 522-04B0 
T R A j N E E 


COLLEGE GRAD 


C A R E E R motivated for profession- 
al sales. Salary bonus, full frinqe 
ben. We will train for license, pvt. 
otfice. Secty Phone 547-7344. 


Trainees 


PRINTED CICUIT BOARD 


Rapidly expanding Orange County 
electronics 
firrp 
has 
immediate 
openings for PCB trainees. Good 
company benefits & starting pay. 
Please apply. 


CONTROLS RESEARCH CORP. 


2100 S. Fairvlew 
Santa Ana 
An Equal Opportunity Employer 
T R A I N E E 
S O M E factory exper. needed w lite 
machinery operations in the plastic 
prolectlon screen & optical coating 
Industry. Contact Mr. Morgan at 
547-9277 between 9 A.M. 8. 5 P.M. 
E.O.E. 


TRAINEES 


VARIOUS POSITIONS 
' 
NO EXPERIENCE 
© NO FEE • 


HELPMATES 


835-8876 


1505 E. 17th. Suite 115, S.A. 
TRAINEE 52.50 HR. 


When trained head own dept with 
Import firm for boat Paris. Learn 
rubber boat & raft repairs, some 
knowledge of bonding or use rub- 
ber cement helpful. 
Coronet Employment Agency 
.1621 East 17th Street 
Sulte N, Upstairs 
Santa Ana 
541-4171 


TRAINEE 


Require clean cut person over 18 
with responsible attitude & willing 
to work 
minimum 50 hours per 
week. Opportunity In all fields Of 
residential air conditioning. 


A P P L Y IN P E R S O N 
B E T W E E N 9 & 12 NOON 


509 W. Commonwealth 


F U L L E R T O N , 
CALIF. 


TRANE 


T R E E P R O N E R - 1 vr. exper. nec. 
Salary 
open. Laguna 
Hills area, 
586-1580 for appt. 


T R U C K 
Driver - exp'd., lie., know 
O.C. area. Apply 9915 Chapman, 
G.G. 


T R U C K 
Driver, 
exper. furn. xlnt 
pay, G.G. loc., (213) 583-8061. 


TRUCK DRIVER 


Calif, license, experienced l'/j ton 
truck, 
days, can make 
$100-$120 
week Including bonus. Age 25. In- 
terview 9:00 to 11:00 a.m., Good- 
will 
Industries, 5th 
& 
Fairview, 


S.A. _ 


T R U C K driver, f u r n i t u r e . 
Exp. 
steady. 
Must 
know 
area. 
Great 
oppty. Many fringe benefits. Supe- 
rior Furniture, 1225 Slate College, 
Anah. Ask for Carl Williams. _ 
T R U C K driver Class A semi. 3 yrs. 
of local exper. Startina rate $4.44'/2 
per hr. 714-523-7881. 


WELDER 


Leading 
manufacturer 
of 
cryogenic machinery & sys- 
tems 
near 
Orange 
County 
Airport has immediate open- 
ings for aluminum-stainless 
steel 
combination 
heliarc 
welders. Experience 4- good 
mechanical ability required. 
Must be able to read blue- 
prints 
& 
have 
own 
basic 
nand tools & be qualified for 
certification. 
APPLY MON. THRU FRI. 
9 A M TO 4 PM AT 


AIRCO 
CRYOGENICS 


A DIVISION OF 


AIRCO INC. 
1900 S.E. M A I N ST. 
IRVINE, CALIF. 


An Equal Opportunity Employer M-F 
WELDER'Combination Indui'l fabri- 
cator, must be able to read blue- 
print, apply at Olander's Welding 
Shop, 125 E. Crowther, Placentia, 
C.A., 528-1126. 


JOBS OF INTEREST 
- 
WOMEN 


( C O N T I N U E D ) 
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i t ACCOUNTS PAYABLE 
* 


Typing & current exper. nec. Mfg. 
background desired. Williams Fur- 
nace Co., 14960 Firestone Blvd., La 
Mirada. 714-521-6500. 


ACCOUNTANTS 
UNLIMITED 


Agency 


Urgently Need 


ACCOUNTING 
CLERKS 
$5004650 


BOOKKEEPERS 
$600-$800 


SANTA A N A 
2700 NO. M A I N ST. 


S U I T E NO. 402 


547-7631 


Accounting Specialists 


All fees paid by client co. • 


Accounting 


ACCOUNTING 
CLERK 


With a minimum of 1 years 
experience in billing. Must 
be an accurate typist and 
have an interest in varied 
accounting functions. 


Please apply at: 


STANDARD 
MEMORIES 
INC. 


2221 So. Anne St., S.A. 


W E L D E R , 
fitter 
combination 
men, 
Immediate openings, apply in per- 
son. 


D A H L O R Y INC 
»928 S. R O M A N D E L 
S A N T A F E SPRINGS 


(213) 941-3267 


W E L D E R S 


HELIARC 
WELDERS 


• M u s t have at least I yrs «xperl- 
ence on stainless. 
OMust 
have 
own hood, ten» & 
leathers (If you wear them). 
• Will be tested on .008 thickness 
plate. 
OMust have local references. 
• W I L L 
B E 
H I R E D 
I M M E D I A T E - 
L Y at above average pay rate. 


With overtime potential If qualified. 


TSI 


3303 HARBOR, SUITE B 


COSTA M E S A - 
(Right off S.D. Fwrv)- 


979-3660 


Weekend Inquiries Encouraged 
A S K FOR MRS. B A K E R 


832-9482 


A Dlv. of Courtesy Temp. Serv. Inc. 
W E L D E R , Temporary weider need- 
ed, inquire 12080 So. Western Ave., 
G.G. 
- 


WELDERS 
TO $5.00 


(HELI ARC) 


SIGMATICS 


T E M P O R A R Y 
H E L P 


500 N E W P O R T C E N T E R DR. 


833-3816 


300 S. H A R B O R , STE » 3 , ANAH. 


774-7250 


WELDERS 


Openings for combina- 
tion welders to work 
on high and low pres- 
sure vessels made of all 
types of metals. Must 
be experienced in X-ray 
specification 
arc, 
he- 
liarc 
and 
short 
arc 
welding. 


Call Personnel 
for appointment. 
(714) 529-2121 


FMC 
CORPORATION 


F L U I D C O N T R O L O P E R A T I O N S 


(CHIKSAN) 


330 So. Brea Blvd., Brea 
( N O R T H O R A N G E COUNTY) 
An equal opportunity employer M-F 


WELDER-HELIARC 


Must 
have 
gd, exp. 
w-stalnless 
steel, full time, xlst co. benefits. 
Lavton Mfo. Corp. 1534 E 
Chest- 
nutS.A. 


W E L D E R ; 
Reliare, stainless 
steel, 
Experd, 
Full 
time. 
Dependable, 


jftklM?, 
"WELDERS, ARC, HELIARC" 
exper. w-wlre welding 
machines 
preferable. 
Day 
& 
nlte 
shifts. 
Overtime avail. Steady employm't 
w-fast growing co. profit sharing, 
? ? vac, apply In person; Pickens 
Hydraulic Cylinder Co., Inc. 1399 
Miller, Anah. 


WOODWORKING, mill man, assem- 
biers, finishers contact. Webb Ma«- 
sey 633-3590. 


X^RAY serv. tech. & film processor, 
service man, progressive 
Orange 
co. comp., salary 
commensurate 
w-exp. Write Box E 905, The Rea- 
lster, S.A. 92711 


Y A R D M E N 
wanted, exp. not nec., 
driver's 
license 
req. 892-2741 
& 
826-8290 


T R U C K 
Drivers, 
own er 
operators, 
w-2 
axle, 
tractors 
for 
Westerr 
Stales operation, Gd. driving rec. 
D.O.T. qualified, an equal oppor- 
tunity e m p l o y e r . 
Contact Mr. 


Holm, J213) J34-9294. 


T V serviceman, exp. only. E. Long 
_Bch._loc, _213-42(M055_att. 6_p.m. 
TV tech. Outside, great oppor. for 
steady, exper. tech. Paul's TV. La 
Habra, 526-2110. 


U P H O L S T E R Y 
CUTTER 
for 
vinyl 
marine 
upholstery. 
Exper. 
pre- 
ferred. 1500 W. Katella, Orange, 
639-6540. 


UPHOL. Expd. only, cust shop, gd 
pay, must cut & sow, 
Downey, 
862-5916. 


W A R E H O U S E M A N 
- 
vounq 
man 
with a desire to learn the carpet 
business. 
Dulles 
Include 
driving 
truck & forklift & qen. warehouse 
duties. J.J.'s Carpet Market, 1619 
Bovd, 
Newport Fwy. & 
Edlnger, 
S.A. 


W A T E R 
Systems 
operator, 
$729- 
S900, 2 yrs. of Wtr. 
production 
8, dlstrib. reo 
Long Beach, Civil 
Service, 215 W. Broadway, Long 
Beach. 


JOBS OF INTEREST - 


Women 
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ACCOUNTS RECEIVABLE 


Proficient girl, experienced typist, 
10 key add machine, NCR'32. Sala- 
ry $525. Only qualified need apply, 
Call 549-2288 — Costa Mesa. 


ACCOUNTS 
RECEIVABLE 
CLERK 


Experienced In billing, posting to 
A-R Ledger, reconciling 
customer 
accounts & aging of receivables. 
Must type minimum 50 wpm. Ex- 
cellent working conditions with es. 
tablished electronics manufacturer. 
METROPOLITAN WEST 


1267. Logan Ave., C s ' a Mesa 


Acctd. 


SR. CLERK-ACCOUNTING 


5 yrs. qeneral accounting experi- 
ence. Payroll, accounts 
payable, 
billing & or cost accounting experi- 
ence helpful. Know 10 key adder, 
light typing. Excellent benefits. 
Contact Personnel Dept. 


DOCUMENTOR 
DIVISION OF A M 


2921 S. Daimler, Santa An» 
(714) 546-3551 
Equal opportunity employer M P 


• ACCOUNTING 
Highly 
exp'd. 
bookkeeper 
operate 
L5000 Mach. Work In Costa Mesa 
$120 wk . A P E X 
E M P L O Y M E N T 
A G E N C Y 6631 Beach Blvd., Buena 
Park. 522-8346 - 1810 C. Newport 
Blvd., Costa Mesa. 645-4320. 


ACCTS. PAYABLE CLERK 


Co. will train, no exper. necy. Live 
:. In Santa Ana-Tustln? Minutes from 
home. Call 558-7373, Ext. No. 40. 
French & French Agency of 2100 
N. Malft St., Santa Ana. 
ACCOUNTING CLERK 


Fast 
growing, 
medium-size 
mfo. 
co., located In a new facility, has 
an Immediate opening for an lndl> 
vidual with previous • A R 
exper!- 
«•nee & exposure 1o data process- 
. Ing reports. Should be able to type 
40 wpm, with accuracy & operate 
10-kev by touch. 
We offer a good starting salary & 
xlnt. fringe 
benefit 
program 
In- 
cluding company-paid life, medical 
& denial 
Insurance. 


A P P L Y IN P E R S O N 


WESTERN DIGITAL 


C O R P O R A T I O N 
12942 Red Hill Ave. 
Newport Beach, Calif. 
Irvine Industrial Complex 


Corner Red Hill & Baker Sts. 


ACCOUNTING 
clerk 
for 
accounts 
payable desk, 1 yr recent exp. req. 
gd salary 8< benefits, call Pat 633- 
7111. 


JOBS OF INTEREST 
- 


WOMEN 
" 


(CONTINUED) 
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A L T E R A T I O N S 
& Sawing, 25 hr«. 
wkly. Sunny Hills Cleaners, Fuller- 


_ton. 525-6061. 
ARTIST-paste up, pt time, hr» flexi 
_ble,J70-5268^j 
: 


A S S E M B L Y 


SKILLED 
ASSEMBLY 


TOP $$$ 


• S O L D E R I N G S M A L L 
P A R T S 


S 
SM°E LC DifA Ric GAL H AA§S N|^L^ R , N G 


S O M E POSITION-« 
Blueprint and schematics 
. 


CALL SAT. & SUNII 
(714) 640-1970 


^ppps 


P A C I F I C P E R S O N N E L 
S E R V I C E 
500 Newport Center Dr. . 
Sjite 900, Newport Beach . 
(714) 640-1970 
OR 


900 So. Main, Orang* 
24 Central Tower 
(714) 547-644« 


_ OR 


115 E. commonwealth 
Suite F, Fullerton 
C70-1832 


Equal Opportunity Employer 


A S S E M B L E R S — E X P . 
~ 
Precision electro-mech. ass'y,, sol- 
tiering, drill press oper. Col» In- 
strument 
Corp., 
2034 Placentia, 
CM. 
642-8080. An equal oppor. em- 
ployer. 
• 


R A S S E M B L E R * 


Dependable 8« alert, assembly worker 
with some Industrial 
manafucfur 
Inp experience. 40 hour week. Con. 
tact 
Personnel 
Department 
from 


Apply Bentley Laboratories Inc. 
17502 Armstrona Ave.. Irvine 
Nr. Inter. Red HIII-MacArthur 


A S S E M B L E R S <- Electro 
Mechani- 
cal. See our ad under Classif. 19. 
Varlan Data Machines. 


ASSEMBLER TRAINEE 


We 
are accepting 
applications 
for1 
assembler trainees S> offer a .good 
opportunity.,to learn in the elec- 
tronics field. Openings are availa- 
ble In the 1st shift <7:30 a.m. to 4 
p.m.) & 2nd shift (4:30 p.m. to I 
a.m) 


Good 
starting rate & benefit pro- 
gram. 


APPIV In person from 12:30 to 4 p.m. 
We are a mini computer dafa com- 
munication. company 
and 
offer 
flood salary and benefit program 
plus we are relocating to a new 
modern facility In Anaheim next 
year. 


GTE-IS TEMPO 
4005 W E S T A R T E S I A 
F U L L E R T O N , CALIF. 9263S 
An 
Equal Opportunity 
Employer 


A S S E M B L E R ? 
~ 


ALTEC 


ACCT'G CLERK 


2 years accounts payable experi- 
ence and good 
general 
account. 
Ing background. Type 50 w.p m. 
electric 


CALL FOR 
A P P O I N T M E N T 
I N D U S T R I A L 
R E L A T I O N S 
(714)494-9401 


*TEL0NIC® 


INDUSTRIES 
Laguna Beach ' 


Equal opportunity employer 
ACCOUNTING CLERK 


Nafl. co. has opening for a sharp 
girl to handle various acctg. duties. 
Should have some acctg. exper. Ex- 
perience in receivable desirable but 
not nec. Permanent full time posi- 
tion. Xlnt co. benefits provided. 


U-HAUL 
- 


Please_call_ 774-2140 


ACCOUNTANT-SENIOR 


S M A L L size electrical manufactur- 
ing company 
has 
an 
Immediate 
opening for an aggressive senior 
accountant 
Requires 3 years ex- 
per. In manufacturing pob cost re 
porting 
& 
must 
pass 
security 
clearance. Duties to Include gener- 
al 
& 
cost 
accounting, 
financial 
planning 
& 
analysts. 
Experience 
with 
A S P R ' S 
helpful. 
Send 
re- 
sume & Include work history 
& 
salary 
requirements to personnel 
manager. 


. TECHNICOLOR, INC. 
299 Kalmus Dr., Costa Mesa 
An equal opporufnltv employer 
Accountants 


DIAL A JOB 


557-3401 


Liz Reinders Personnel Agency 
4500 Campus Dr. 
Newport Beach 


ACCTS. REC. CCK. 


CAN YOU BELIEVE IT? 


FANTASTIC 
oppty. at your 
door 
step. Malor co. seeking detail ori 
ented Indlv. to brighten up plea 
sant ofc. Call Mead. 835-1185. 
Dennis & Dennis Personnel Agency 
1600 N. Broadway, S.A. 


ACCOUNTING 
CLERK 


Candidate must be able to operate 
10 key adding machine & have 2 
yrs. gen'l. office exper., preferred 
In accounting. For Interview appt. 
Call 774-2000, ext. 211. 


A P P L Y IN P E R S O N 
P E R S O N N E L DEPT. 
ECONOLITE 


W E are an eaual opportunity em- 
ployer to male 
& female appli- 
cants. 


3360 E. La Palma 
Anaheim 


ACCOUNTING CLERK 


E X P E R I E N C E D , 
knowledge of re- 
ceivable + 
payable, some typing. 
Pleasant office atmosphere In Ana- 
helm 
Salary, $450. Call Fran at 
532-3364. 


A C C O U N T ] ^ TRAINEE 
$ 4 5 0 


Here's your chance fo learn while 
earning. 10 koy, type 45. 
Riviera Employment Agency 
Oranqe Co. Airport Area 
2082 Business Center, Ste. 290 


Irvine 
: 
833-9410 


ACTIVITIES 
Director, 
modern 
nu 
convales. hosp. In G.G. Friendly 
atmos. 638-9470. 
ADMINISTRATIVE ASST. 
Head of large Corp. Looking for 
self-confident, 
well-groomed 
Indi- 
vidual with good skills to handle 
this prestige position! E M P L O Y E R 
PAID F E E , Excellent starting Sal- 
ary! fee lobs also 


JASON B E S T 
A G E N C Y 
811 N. Broadway, S.A. 
835-8212 
"ADMINISTRATIVE 


SUNDOWNER 


N U R S E aide trnee 
$1.65 


CASHIER, 3 shifts 
S2.00 


G E N E R A L Office, file t, phones S390 
GIRL F R I D A Y , lite type 
S546 


INVESTIGATOR Trnee 
$500 


FACTORY, will train 
$2.00 


M E D I C A L transcriber 
$625 


SECY, type sh reimb fee 
fo $600 


ALSO F E E JOBS 
L I T E Bkkpr, some type 
$3.15 


S U N D O W N E R 
AGENCY 
9774_KATELLA, A N A H . 
776-1800 


ADMITTING CLERK 


Considerate indlv. needed to admit 
patients for emergency rm. Very 
r e w a r d i n g 
pos. 
Call 
Kim 
Clark 833-2700. 
Dennis 8, Dennis Personnel Agency 


of Irvine 
2002 Mlchelson Drive 


Admin Asst. $750 
TALENT FOR ORGANIZING? 


F E E 
P A I D 
Newly crealed pos. in estab corp. 
requires articulate Indiv with anal- 
ytical 
mind 
8, positive 
attitude. 
Call Barbara Mac, 633-2700. ALSO 
F E E 
JOBS. 


Dennis & Dennis Personnel Aaencv 
of Irvine 
2082 Mlchclson Drive 


" 
FOR R E S U L T S 
USE R E G I S T E R 
C L A S S I F I E D 


A growing manufacturer of quailtv 
Stereo & HI Fl equipment Is cur- 
rently seeking assemblers for: 


• Electronics Assembler. 


3-6 months general aloctronic line 
experience. 


• 
Mechanical Assembler 


3-6 months recent line experience 
assembling 
s 
small 
mechanical 
. unit requiring good dexterity & use 
of hand tools. 


A P P L Y 9,TO 3 D A I L Y 
1515 S. M A N C H E S T E R 
A N A H E I M 


(1 blk. E. of Dlsnevland) 
_ E q u a l Opportunity Employer M F . 
Assembly 


Starting Rate $2.25 Hr. 


2ND & 3RD S H I F T S 
Fast growing semi-conductor mfg. 
co 
has several Immediate open- 
ings for Individuals to work In mi- 
cro electronic assembly work. Pre; 
fer applicants have previous mi- 
croscope exper. Salary reviews at 
end of 90 days prob. pd. A «very 
120 days thereafter. 


WESTERN DIGITAL 


C O R P O R A T I O N 


19242 Red Hill Ave. 


Newport Beach, Calif. »2665 
(Irvine Industrial Complex) 
(Corner of Red Hill & Baker Sts,) 
Temporary 


TOP PAY 
• NO FEE ® 


HELPMATES 


835-8876 


1505 E. 17th, Suits 115, S.A. 


Assembler 
Temporary 


WORK NOW! 


ASSEMBLER TRNEE! 
• NEVER A FEE • 
HELPMATES 


835-8876 


1505 E. 17th, Suite 1.15, S.A. 
_ 


ASSEMBLERS 8. PACKERS 


Par time. Kelly Service* has light 
factory work available, all 3 shifts. 
Call or apply; 


Irvine 
Santa Ana 
Fullerton 


833-9107 
547-9535 
879-9762 


JOBS OF INTEREST 
- 
WOMEN 


(CONTINUED) 
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ASSEMBLER 


YNG, fast growing corp. needs as- 
sembler exp'd. in solderinp & wir- 
ing of electrical 8, mechT. assem- 
bly. Apply M K 
Products, 2265 S. 


Grand, S.A. 


Assembly 


ELECTRONIC 
ASSEMBLERS 
1ST «• 2ND SHIFTS 
R E Q U I R E S previous oxper. In wire 
wrap & soldering. Should be able 
to read blueprints & wiring dia- 
grams & know color code. 
S A L A R Y reviews at end of 50 day 


Flfereafter' 
a n d 
o v e r v 
1 2 0 
d a v s 


WESTERN DIGITAL 


CORPORATION 
19242 Red Hill Ave 
Newport Beach, Calif. 
(Irvine Complex) 
„^.(Corner Red J I M &J^ake£_Sts.) 
A S S E M B L E R-llte electronic 
assem- 
bly work, exp pref. Apply Dletron- 
Ic Stamping -Inc., 3169 Red Hill, 
C.M. 


ASSISTANT To veterinarian. Also re- 
ceptionist. Afternoon & oarlv eve. 
hrs. Send resume to Box 6013, Or- 
ange - 92667. Please specify which 
position desired. 


ASSIST, mgr. Girl over 21, must be 
willing to work hard 8, be free to 
travel 
occasionally. 
Must 
have 
auto. Will train. Salary open. 714- 
846-2145 all week 9-12 noon. 
A S S T . - B O O K,K E EP E R to $600. LA 
branch of Interntl. company mov- 
ing to plush Org. Co. offices. Great 
opportunity If you have light book- 
keeping & want to learn more as 
they arc lust going on computer. 
Xlnt. raises & benefits. 100% free 
to applicant. Also fee lobs. 
Abigail Abbot Personnel Agency 
505. N. Euclid, Anah. 
533-2610 


230 W. Warner, S.A. 
557-6122 


A U T O M O T I V E 


^CONTRACT GIRL 


Experienced 
ADPIV 8:30 to 5:30 
In Person To 
Mr. Bless 


ANAHEIM DODGE 
1120 S. Anaheim Blvd. 
Anaheim 


AUTO-GIRL FRIDAY 


E X P E R I E N C E D . .. part time 
All 
desks. 
Good 
typist, 
see 
Mrs. 
Slaughter Monday thru Friday at 


COUNTY WIDE RAMBLER INC, 
_12222_ Garden Gjove Blvd., G . G . _ 
AUTO; waiTantv clerk. Experience 
preferred, will train right person. 
Villa Ford, 2550 N. Tustln Ave., 
Orange 637-8222 


B A B Y S I T T E R , 
M T " H O M E 
846-0405 


BABYSITTERS 
* 
997-0500 


O R A N G E CO. D O M E S T I C A G E N C Y 
B A B Y S I T T E R , live, in or out. Lite 
hsekeeping. 
Nice 
family. 
New 
home, qd. pay 993-2660. 


B A B Y S I T T E R , . 16 mo. old, boy, 8-4, 
my home, vie. MacArthur & Maln, 
S.A., College or Hl-School OK, 549 
2054. 


BABYSTfTER-hse It. hskpg., mature 
woman, live In or out, 5 day wk, 
So. S.A., cali 557-3818 aft. 4. 


B A B Y S I T T E R , mv house for 2 yr. 
girl. Call aft. 6, 956-2749. 
B A B Y S I T T E R - Reti . Lady Inc. lite 
. Jiskp'g, p I a cenila,. 8-5 p.m. 524-3770. 
B A B Y S I T T E R - wanted my 
Irvine 
home. Cali after 5 p.m. 552-9508. 


B A B Y S I T T E R , wanted immed., live 
__ln;, Span, speaking ok.. 774-8236. 
B A B Y S I T T E R - live In, hskpr., room 
board + - s a l . 892-5415 or 531-2561 


ask for Bert. 


BSflTs'lfYERTTiskPr, 5 days a wk, 
live In or out, summer work or 
full time, call aft 6, 558-8358. 


BXBYSITTER-Interestlng 
work 
live 


In 8> monev_loo.^838-82C4. 


B A B Y S I T T E R , live In or outrRm. 8 
board + 
salary. Must love child 
ren. 892-8871 aft. 5 p.m 


B A B Y S I T T E R FOR 3 C H I L D R E N 
lite hsewk. E. Anah. 774-5376. 


B A B Y S I T T E R - my home, wkdays. 
963-4080 aft. 4 p m . 


B A B Y S I T T E R VIC. M A G N O L I A 
C E R R I TPS 4 D A Y WK. 
826-2057 
B A B Y S I T T E R live in + salary. Lite 
hskpg 
H.B. area. 847-7213. 


B A B Y S I T T E R 
hsknr. 
live -In 
$125. 


njg.^rl. rm, bath & ent. 586-5070; 


B A B Y S I T T E R + hskpr. Live-In, 4 br 
home, thorough St dependable. 539- 
5938. 


BABYSITTER-Housekeeper, 
mature! 
woman, live In or out. 3 children 
salary. 897-8022 Wstmnstr. 


B A B Y S I T T E R , my home, 8:36 p.ni 
to J:30 a.m._Own_transp. 539^009. 
B A B Y S I T T E R 
for 
2 
children 
for 
summer. 8 to 3:30 pm. 5 days. wk. 


_$5 per day. 894-4558 aft 4. 
B A B Y S I T T E R 
live In, mature, see 
In person aft 6, 10070 ;Gllbert, Apt. 
23, Anahelrm 


B A B Y S I T T E R for 4 boys, 9 mos to 6 
years. Mature woman ref. $35 per 
wk Bristol 8. Edlnger 540-5804 


B A B Y Sitter, mature woman, 2 Pre- 
schoolers, our- home, own trans, 
flexible 
hrs, 
some 
days, 
nites, 
wknds. Lite hskepg. Someone who 
cares. Westm. area. 430-2847. 


B A B Y S I T T E R , 
Mature, 
mifliome, 
own trans V h day wk., Beg. 6-18 
Ref. req. 893-7391. 


Bank 


UNITED 
STATES 
NATIONAL 
BANK 


NEEDS EXPERIENCED 


PAY-REC TELLERS 


• 
P A I D VACATION 


• 
PAID M E D I C A L _ 


• P A I D SICK L E A V E 
• 
P A I D H O L I D A Y S 
COSTA MESA BRANCH 


646-3291 
BUENA PARK BRANCH 
521-3330 


The Friendly Bank where 
Everything starts with " U " 
Equal Opportunity Employer 


Bank 


DRIVE-UP. TELLER 


Equal opportunity employer 


• A S S E M B L E R S « 
ELECTRONICS« 
Experienced in hand solder-j 
ing of PC Boards. M u s t have 
good knowledge of cömpo 
nents, 
wiring 
and 
color 
codes. First shift. 


BABCOCK 
ELECTRONICS 
A Unit of Esterline 
3501 HARBOR BLVD. 
COSTA MESA, 92626 


Equal opportunity employer M-F 
A S S E M B L E R S 


• 


Assemblers 
Competitive $ 


• 


CALL 
' 
IMMEDIATELY 


Newport Beach, Irvine 
Costa Mesa, Fullerton 
Equal Opportunity Employer 


•PPS 


Pacific Personnel Service 
500 Newport Center Dr. 
Suite 901, Newport Beach 
(714) 640-1970 
or 


500 So. Main, Orangt 
24 Central Tower 
(714) 547-6446 
or • 


215 E. Commonwealth 
Suite F, Fullerton 
870-1833 
* 


" » s a i n a r 
Á D S 


THAT P U L L 


Attrac. Indlv sought for this wlndowl 
Great oppty in new branch. Great 
loc! Call Norma Sands, 833-2700. 
Dennis & Dennis Personnel Agency 
of Irvine 
2082 Mlchelson Drive 


BANK TELLER TRNE. 


M O N E Y , 
money, 
money, 
money 
makes the world qo around. New 
branch 
needs 
friendly 
indlv. 
to 
Keep count of all that money. Cute 
uniforms. 
Call 
Karen 
King, 778- 
3380. 
Dennis S, Dennis Personnel Agency 
„710 Jk_Euclld,_Sulte 1 2 1 A n a h . 
' 
B A N K - exp.. teller for Bank of Cblif. 
In Newport Area, xlnt sal 8, bene- 
fits. 
Contact 
Mrs. 
Sfrecker 
for 
appt 
547-7191 Equal 
Opportunity 


Employer. 


B A N K 


JOBS OF INTEREST- 
WOMEN 
21 


_ 
(CONTINUED) 


B A R M A I D . 
Full or part time 
Lif 


Aggies. 16391 Beach B_lvd._H.B. 
B A R M A I D - part time Costa Mesa 
area. Call belw. 10 & 6 979-9497. 


BAR maid wanted. Mon. & Tues. 2 
till 9. See Steve. Phone 531-8980 
Wlllowlck Bar, 3017 W. 5TH St., 
S.A. 


$3 P E R HR 


B A R M A I D S 


Bar Dolls 


522-3498 


The World Famous 


•Humdinger® 


NITE Clubs, need super sharp 
girls, $4 hour, 6 locations! 
Best 
clientele. Also manager opptys. 
638-5483 or 827-2348 
633-9763 or 826-2050 


Apply 12581'Harbor Blvd. 
G.G, 


B A R M A I D - Bikini, start $3 hr. "The 
Bodv Shop," 701 N. Harbor, S.A. 
531-9222 or 531-9111 


B A R M A I D , 2509 S. Main, S.A., 979- 


9423. • _ 


S A R M A T D S ^ I need youniTattracFive 
girls to work part time In friendly 
bar. Young crowd. Gd wages, call 
or 
come 
in 
12-4, Fri. 
Manager 
• Dee, 545-9983, "Sassy-Lassie," 2901 


Harbor Blvd., C.M. 


B A R M A I D 
- new cocktail 
lounge, 
need 3 girls. Day or night shift. 
Pt, time, 
exper. 
not 
nec., will 
train. 527-9595, 2810 W. 
Lincoln, 
Anah. "Never on Sunday." 


Barmaids 


Earn up to 


$200 WEEK 


No experience. 
Day 
& nite 
shift 
available. Costumes. 


547-0473 


B A R M A I D - Chuq-a-Lug needs fast, 
exp., 
nlte 
barmaid. 
9311 
Bolsa, 
Wmstr 


BARMAIDS, 
nlte shift, plush 
bar, 


Anah., hot 
pants, no exp, 
nec. 


Immed. opening, top wages. 630- 
1680. 


B A R M A I D full or part time, days 8, 
• nites. No exper. "Fathers" 13912 
Ponderosa, S A. 


B A R M A I D , 
nice 
neighborhood 
bar 
in Orange. Must be dependable & 
mature. 633-0934 


B A R M A I D , exp. 6-2 A M , beer bar, 
$2. hr. Apply Dug Out, 2534 West 
minster, S.A. No phone calls. 


BARTENDER-Apply 
after 
4 
p.m. 
Kelly's Prime Steaks, 7035 Orange 
thorpe, Buena Park. 


BEAUTICIAN GARR. & 6 0 % 


Pagoda Salon 635 


B U S Y SALON, C.M.. 548-7426 
B E A U T Y 
operator, 5 day guar. & 
comm. No Sundays, vac. pay, G.G. 
shop. 537-9149 ask for Kay. 
BEAUTICIAN - or male, $300 m6\, 
_quar. + comm. W. Anah. 527-9975, 
BEAUTICIAN Wanted, .with or wlfh 
out followinn. 
6470 


^ B E A U T Y " 
u t „ „ n 
^i-crtMivr; WMro t t u 
f row n 1 n g.. GI oryx_ E -_Ana h . ^ S ^ m 
B E A U T I C I A N - Days, busy, perma- 
nent, Fountain Valley-Santa 
Ana 


area._962-380.L__ 


BEAUTICIAN, manicurist, guar. 
+ 


B E A U T Y 
operator, perm, position, 
nu qrads welcome. Crowning Glo- 
Fy, Fullerton, 525-99J9. : 


BEAUTY" Operators, 
(2), 
for 
the 
French 
Room, 
1186 W. 
Katella, 
Anah. have heavy tourist 
trade, 
60% 8. paid vacation, must have 
exp. pleasant working cond 
Posi- 
tion permenant, Mrs. Wood, 774- 
8820._ 
. 


^ B E A U T I C I A N needed to take over 
Clientele. Guarantee a^ 
Christmas bonuses, other benefits 
Ask for Mrs. Dobbs 
Call 539-2811 or 776-2183 


B E A U T Y Opeator, expd. busy shop, 
full or pt time, guarantee 
plus 


_comm_ Anahe!m, 533-7840. 
B E A U T Y 
O P E R A T O R 
w l l h ~ f o l [ ^ 
Ing-Do you wish to earn more than 
60 ner cent? Then call 639-0643 
Orange. 


operator, pull time with or 
without following for busy La Pal 
ma Salon, 860-3110. 


BEAUTICIANS (2) f u O i m e with or 
without following, days 8, nites est 
busy 
shpa. center. Call 774-7304 
Ask for Mary. 


BEAUTICIAN. 
Good stylist w-qood 
managerial 
exper. to take 
over 
.. laXS<!.j:l[Bnt_eJo^77i:4840 or 993-2834. 
BEAUT. Immed, opening for girl to 
take over following. Tustin Ave., 
Org.. 633-7666 eves. 


B E A U T Y oper. take over 60 per cent 
638-9960 eve. 871-3061. 


B E A U T Y 
OPERATORS" 
Top pay, great opportunity, many 
benefits, busy 
shops, full or pt. 
time. 633-4335 or 530-1832. 


i c BEAUTICIANS 
* 


T A K E O V E R BUSY 
C L I E N T E L E . 
ESTAB. SHOP IN Y O R B A LINDA. 
993-3811. 
F U L L 
T I M E . 
T H E 
HAIRSMITH 


BEAUTICIAN 
wanted, 
new 
salon, 
take over clientele, Fountain Val 
ley, 897-6819. 


BEAUTY OPERATOR 


B U S Y exclusive Huntinqton 
Beach 
Salon. Salary 
plus. No followlnq 
required. 962-2444. 


BEAUTICIAN, 
full 
time. 
St. • Col- 
- lege St La Palma, Anah, 635-4522 
BEAUTICIAN 
fori Friday, • 70%, nu 
..lie. ok, 635-5990. 


Kalclla - Magnolia 


BEAUTY OPERATOR 


Part time, asst. to owner of busy 
salon. Salary + . Ja Cos. For Hair. 
646-1345. 


B I L L I N G 
C L E R K 
Nationwide 
firm 
needs 
2 
exper. 
clerks with heavy typing 8< 10 key 
ability. Good benefits. Call (714) 
530-5580 ext. 23. 


i t BILLING CLERK i t 


Nationwide 
firm 
needs 2 exper. 
clerks with heavy typing & 10 key 
ability. Good benefits. Call 714— 
530-5580 ext. 23. 


O B I L L I N G C L E R K 
Exp. with Invoices & purchase or- 
ders work with figures, compare 
In 
Buena 
Park 
needs 
accuraie 
typist $110 wk. A P E X 
E M P L O Y - 
M E N T A G E N C Y 6631 Beach Blvd., 
Buena Park. 522-8346. 1810 C. New. 
port Blvd., Costa Mesa. 645-4320 


JOBS OF INTEREST 
- 


WOMEN 
2 1 


(CONTINUED) 


B O O K K E E P E R ^ 
Investment 
Ti r m 
seeks brlqhf, high quality career 
jljr], 547-5941. 
_ 


BOOKKEEPER TRNEE. 


To $550. a month to start. Hiring 
todqyl! 
Call 
558-7373, 
Ext. 
6, 
French & French Aqencv of 2100 
N. Main, Santa Ana. 


BKKPR—Secty, PR, gd oppor In In- 
terior design, firm, (714) 529-2183, 
(2)3) 694-1021. 


BRIDAL REGISTRY 


Sales work 3-4 eves, oer week & 
Saturdays. No exp. nec. Must be 
well groomed, dependable, over 22 
$60-$90 per wk. For personal inter 
view. Call Mr. Frink. 546-5745. 


C A N D C E M A K E R S - 
fulFtlme 
days! 


EXP pref. 979-4638 ask for Scott. 


it 
CANVASSERS 
* 


$2 
H O U R L Y 
wag6, 
16-20 
years. 
Able to work week days & Satur- 
days 3-7 p.m. 
Experienced 
pre- 
ferred. Must have own transporta- 
tion. 


ic 
537-8890 


CASHIER T R N E . 


TICKLED PINK 


O P P O R T U N I T Y ' S hand Is extended 
to bright beginner who wants to 
learn gen'l. ofc. procedures w Ige. 
corp. Call Denlse Carr, 835-1185. 
Dennis 8i Dennis Personnel Agency 
1600 N. Broadway, S.A. 


CASHIER, part time, mature, $2.00 
hr. Thurs. 8, Fri., 11-8, 1363 S 
Anaheim Blvd., Anah. 


CAS H,l E RS 
cosmeticians 
8, 
druq 
girls. 
Applications 
8, 
Interview 
Tues. 9:30-3. Danber Drugs. 18112 
Culver Drive, Irvine. 


CASHIER - TYPIST 


Xlnt opportunity for experienced 
fiance, 
bank 
or 
savings-loan 
teller, to loin a growing co. Top 
salory. . pleasant 
working 
cond., 
& 
outstanding 
benefits. 
Training 
program 
assures 
regular 
salary 
increases. 
Call 
547-0684, 
F I R E - 
S I D E T H R I F T , 819 No. Main, San- 
ta 
Ana 
or 
call 
842-7701, 17871 
Beach 
Blvd., 
Huntington 
Beach. 
An Equal Opportunity Employer 


$2 


CASHIER TRNEE 
.50 HR TO START 


Co. will train, lots of people con 
tact, hurry!!-Call 558-7373, Ext. 4, 
French & French Agency, of 2100 


_N._Maiii i_Santa Ana. 
CASHIER—Market, exper. preferred. 
Apply 
in person before noon at 
3041 So. Bristol, Santa_Ana. 


it 
C A S H I E R - H O S T E S S * 


Exper. preferred, over 21. Apply 
In person after 3 p.m. Jolly Roger 
Restaurant, 620 W. Katella, Anah. 


C A S H I E R 
- full time, must, be 21, 
apply at Sundowner's Steak House, 
11052 Beach Blvd., Stanton. 


C A S H I E R S CAR WASH, fuii time 8, 
part time. Orange 
644-4460 


C A S H I E R , 
mature 
expd 
fn 
hard- 
ware, must work weekends, 531 
0702. 


C A S H I E R 
exper, of time, mature, 
ticket dept. Wallich's Music City, 
Buena Park Shop Ctr. 


C A T E R I N G truck driver, will train. 
Apply 
in 
person 
Jay's 
Caterlnq 
Service, 17575 Morgan Lane, W. of 
Beach, off Slater. 3-4:30 p.m 


C H E F : Cellar Restaurant 


220 Forest Ave. Laguna 494-0600 


C L E A N I N G L A D Y FOR APTS. $2.00 


hr.(714) 521-1470. 


CLEAN-UP girl forTlberglass camp- 
er shells 
Full company benefits. 
L A N D A U 
PRODUCTS, . ..I960.. N. 


Glassell, Orange. 998-3311. 


C L E A N I N G lady, for apt. exper call 


before 8:30 or aft 5, 522-2782. 
Clerical 


WORK WHEN YOU 
PLEASE!!! 


WITH PPS 


CLERICAL 
INDUSTRIAL 
TECHNICAL 


PACIFIC P E R S O N N E L 
S E R V I C E S 
500 Newport Center Dr. 


640-1970 
or 


24 Central Tower 
500 S. Main, Orange 
547-6446 
Equal Opportunity Employer 


Clerk 


SR. CLERK-ORDER 


2 to 4 yrs. clerical experience with 
min. 1 yr. in a commercial (hl-vol- 
ume) order entry dept. performing 
complex tasks. Know 10 key ad- 
der, type 60 wpm, good telephone 
techniques. Short hand or speed 
writing helpful but not mandatory. 
Excellent company benefits 
Contact Personnel Dept. 


DOCUMENTOR 
DIVISION OF A M 


2921 S. Daimler, 
, 
Santa Ana 
(714), 546-355 
- 
^ 
— 
employer M-F 


BILLING CLERK 


Figure this: count pleasant atmos- 
phere & add oppty & security & 
total UP one career oppty w malor 
co. Call Pam Angel 778-3380 
Dennis 8. Dennis Personnel Agency 
_ 710 N. Euclid, Suite 121, Anah 
'BfNDERY 
- Exp'd 2nd shift 
835- 


2230. 
. 
i 


B I N D E R Y 
girl or trainee, chance 
for 
advancement 
Gd. 
working 
cond. it benefits. Steady Standard 
Printed Products, 1902 W. Chest- 
nut, S.A. 835-2244 


BOOKKEEPER-CONSTR. 


Diversified constr. co. is looking 
for a pleasant, hardworking aal. If 
you have some experience & are 
Interested In a qood salary St ex- 
cellent fringe benefits, please write 


__Box A, 905,_The Register, S.A. 
"BKKPR lor 
local CPA 
firm, exp. 
w-iournals & gen. ledger sal. open. 
541-5321. 


Experienced 


INSTALLMENT 
CREDIT CLERK 
UNITED CALIFORNIA 


BANK 
1344 No. Tustin St. 
Orange 
639-3450 


an equal opportunity employer 


dank 


LOAN SECRETARY 
$600 - $700 


fee paid 


I 
yrs. experience 
in loan dept 
Handle loan documents. 


PREMIER 


P E R S O N N E L A G E N C Y 


1104 E. 17th St., S.A. 
547-9721 


B A N K 


TRAINEE TO $400 


F E E 
R E I M B U R S E D 
Learn a Ottle ol rvervthing & ac- 
quire valuable lob skills In this 
beautiful local branch office start 
immed. Call Dee Lyons 835-7503, 
ALSO F E E JOBS. 
COX E D W A R D S & ASSOCIATES 
A G E N C Y 
_ 
1200 N. Main, Suite 224, S.A 
Bank 


Experienced 
Commercial teller 
United California 
BANK 


4667 MacArthur Blvd. 
Newport Beach 
540-4424 


_ An equal opportunity employer 
B A R M A I D earn $4 per hour, neat & 


attract. No e x p j e c . 638-31^4^ 


BAfcMAiD—Bud's 
"¿OS" C o m m on- 
wealth B.P. 521 -1304 


B K K P R . Exper. accts rec., to $650, 
fee paid, other fee lobs, Flelsch- 
man Employment Agency, 1400 N. 
Harbor. Fullerton, Ste. 727-870-8000. 
BOOiCKEEPER 
wanted 
for 
sm'. 
corp. with 30 employees, exper'd & 
capable of handling acct & books 
with very little supervision. West- 
minster. For more Info & Inter- 
view please call, 894-5612. 


"BOOKKEEPING 
mach 
oper. 
Exp. 
NCR oper, mdl 400, start sal, $650 
mo. St manv fringe bfts, Kennedy 
Mech. Contractors, 711 N. 
Fair- 


view, JS;A.,_5£7-9353. 


B K K P R 
F".C„ C.P.A. 
(handl 
$650. 
Flelschman 
Employment 
Aqency, 
1400 
N. 
Harbor, 
Fullerton, 
Ste. 


727, 870*8000. 
B O O K K E E P E R 
F U L L 
CHARSET 
Exp. rnulll co. books, accts, paya- 
ble 
St payroll. 
Prop, payroll St 
sales tax reports, capable leasing 
Industl bldngs, 8. collecting rents, 
send resume Trico Investment Co., 
6855 " N " Western Ave., B.P. 90621. 


BOOKKEEPER $563 


Exper. Accts. pay, accts. receiva- 
bles thru trial balance, pavroll Bur- 
roughs machine posting. Small re- 
liable company. 
Coronet Employment Agency 
1621 East 17th Street 
Suite N, Upstairs 


Santa Ana 
541-4171 


BKKPG.—Typina 
to $5.00 uo. 
Fee 
pd., other 
fee 
lobs. 
Flelschman 
Employment Anoncy. 1400 N. Har- 
bor, Fullerton, Ste. 727, 870-8000 


BOOKKEEPER 
- 
SECRETARY 
TO START 


Are vou a good organizer of pap- 
ers St people? Then here's vour 
chance to show off vour ability to 
a fantastic co.!! Call 558-7373, Ext. 
No.2, French 8. French Agency, of 
2100 N. Main St., Santa Ana. 


B O O K K E E P E R , 
flen'l. 
ledger 
for 
small all qlrl olllce of estab. Long 
Beach 
pipeline 
construction 
co. 
Exp. req., xlnt. compensation. Re- 
ply with resume to J.B., P.O. Box 
87. Long Beach, Calif. 90S01 


$540 


BARMArD, full 8, pt time. Over 25. 
_Nelghborhood_bar\_Expd._521;9160. 
BARMAID" wanted, part time, busy 
neighborhood beer bar. Apply 
in 
person 10-4 days. S W E E T 
P E A ' S 
TAVERN., 11948 Valley View (at 
C h a p m a n j ^ G . G . ^ ^ ^ 


U S E R E G I S T E R 
C L A S S I F I E D 


BOOKKEEPER TRNE. 


W I L L I N G 
to 
learn? 
Here's 
a 
chance for a gd. career w-a very 
Interesting co. Use your head for 
this one. Call Karen King, 778-3380. 


Dennis 8. Dennis Persomel Agency 
710 N. Euclid, Suite 121. Atiah. 
*BKKPRS* 


START NOW! 
« A C C T PAYABLE 
©ACCT. REC 
©PAYROLL 
©GENERAL ACCT 
• NCR MACH 


N E V E R A F E E AT 
TEMPO 


T E M P O T E M P O R A R Y H E L P 
Anaheim 1730 W. La Paima 
533-2322 
Irvine 17802 Skypark 
540-4450 


TYPIST 


Long & Short term assign- 
ments, 
immediately 
availa- 
ble with many Orange Coun- 
ty companies, your choice of 
hours & location. 


S.I.S. T E M P O R A R Y S E R V I C E S 
1424 So. Grand, S.A. 
558-9021 
4301 W. Commonwealth 
Fullerton 
523-5101 


C L E R I C A L 


RECEPTIONIST 


^ 
TYPIST 


* 
F-C BOOKKEEPERS 


^ 
ASS'T BOOKKEEPERS 


NO F E E S 


SIGMATICS 


T E M P O R A R Y 
H E L P 


500 N E W P O R T C E N T E R DR. 


833-3861 


300 S. H A R B O R BL. S T E S03, ANA. 


774-7250 


C C E R I C A L 


PART TIME 


Min aga 28. Expanding organiza- 
tion has openina in Costa Mesa, 
Fullerton & Orange. 4 hrs dally 9 
am to 1 pm Mon. thru Fri. tiling 
exper, lite typing, personable, at- 
tractive St alert. Interesting record 
systems 
lor 
auto 
dealers. 
Will 
train good starting salary. Apply 
Sheraton Anaheim Motor Inn 1015 
W. Ball Rd. Tues June 5— 1 to 2 
P.M. Ask for J. Davis No Phone 
Calls Please or wrlto PO "ox 351 
Redondo Beach, Call 90277 Give 
brief "»siime & phone number. 
Clerical 


SUMMER 
JOBS 


WE NEED PEOPLE 


TO HELP PEOPLE 
LET US HELP YOU, 
YOUR CHOICE OF HOURS 
& LOCATIONS, PAID WKLY 
•SECRETARIES 


©BOOKKEEPER 


•TYPIST 


©KEYPUNCH 0PR 
•ACCT. CLERKS 
•MAIL CLERKS 
•PBX 0PR 
INTERVIEW 9 A M - I PM 


S.I.S. T E M P O R A R Y S E R V I C E S 
1424 So. Grand, S.A. 
558-9021 
4301 W. Commonwealth 
Fullerton 
523-5101_ 


CLERK TYPIST 


S A L E S 
order department. 
Ac- 
curate typist 60 wpm electric 
typewriter. Experienced in or- 
der processing, 
involdnq and 
export procedures helpful. 
CALL FOR 
A P P O I N T M E N T 
I N D U S T R I A L 
R E L A T I O N S 


(714) 494-9401 
TEL0NIC 


INDUSTRIES 
Laguna Beach 


Equal Opportunity Employer 


JOBS OF INTEREST 
- 
WOMEN 


( C O N T I N U E D ) 


21 


C L E R K Tyvpisl—50 wpm, $325 mo + 
co. benefits. 37'/J hrs. wk. Apply 
206 W. 4th St., Suite 301, S.A. 


Clerical 
Temporary 


IMMEDIATE 
OPENINGS 


REGISTER TODAY 
WORK TOMORROW 
©SECRETARIES 
• TYPISTS 
©ACCTG. CLERKS 
• KEY PUNCH 


• 
NO FEE 
• 


HELPMATES 


1505 E. 17th, Suite 115, S.A. 


835-8876 


Clerical 


•SECTYS* 


10 NEEDED NOW! 


©EXECUTIVE 
• ADMINISTRATIVE 
©PERSONNEL 
• SALES 
NO S.H. OR LITE S.H. 


L O N G OR SHORT T E R M ASSIGN. 


TOP $$$ 


N E V E R A F E E A T 
TEMPO 
; 


T E M P O R A R Y H E L P S E R V I C E 
Anaheim 1730 W. La Palma 533-2322 
Irvine 17802 Skvpark 
540-4450 
- • 
' 
r 
\ 


C L E R I C A L - Inventory control, full 
& 
part time. 
Perm, 
pos., good 
phone voice & worker. A wlllinq- 
ness to learn, permanent co. bene, 
fits. ADDIV In person. Back Street, 
655 ' B r Street, Tustin. 


it 
CLERK CASHIER 
* 


H E A L T H food super market. Exlen- 
sive training proqram with pay: 
Non smokers. Apply to 932 No. 
Main, Oranqe. 


CLERICAL 


B.P. 
JOHN 
F U R N I T U R E , 
thé 
West 
Coast's 
newest, 
largest 
& 
most 
modern 
furniture 
manufac- 
turing facility, located In the desir- 
able 
Irvine 
Industrial 
Complex; 
will be Interviewing office appli- 
cants for a mid-June-July start up. 
Infersted 
applicants 
should 
send 
resume 
with 
salary 
requirement 


,0B.P. JOHN FURNITURE 
i 
2001 E. Dyer Rd. 
Santa Ana, 92705 


_ A n Equal Opportunity Employer i 
C L E R I C A L 
~ 
* 


^STUDENTS 
Housewives 


Looking for summer employment? 
Come register with us for good 
paving temporary assignments in 
a large variety of industry in Or- 
ange County. 
We Need 
You 


ASK ABOUT OUR BONUS P L A N 


INTERIM 
PERSONNEL SERVICE 


17581 IRVINE BLVD.. . 
• 
SUITE 115 
SADDLEBACK 
PLAZA 
BLDG 
TUSITN 
838-5460 


_An_ equal opportunity employer' 
"CLEWCAL 
~ 


Hyland Laboratories, a lead- 
er 
in 
medical 
diagnostic 
products, 
has 
immediate 
openings for skilled individ- 
uals 
wanting 
to 
associate 
with a firm offering top benr 
efits and working 
environ 
ment. 


•SECRETARY. 


Typing 60 wpm, shorthand 
80 w p m 
•PURCHASING CLERK 


Experience preferred, excel- 
lent typing skills required, 
•CLERK TYPIST 


50 wpm required 


Apply in person or call: 


DONA LEVE'RETT 
(714) 540-5000 ext. 250 


HYLAND 
LABORATORIES 


3300 Hyland Ave. 
Costa Mesa, Calif. 92626. 


An equal opportunity employer M8.F 
Clerical 


TAKE YOUR PICK 


it 
774-8380 
it 


• NO F E E • 
_ 
„ 


Exec. Secy 
$700 


Persnl. Clk 
$650 


Dictap. Secy 
$525 


Clerical Type 
$425 


Accts Rec. Clk 
$ 4 5 0 + ; 


Figure Clk 
..$411 


Keyp., swing 
$525 


• F E E • 
^ 
\ 


Secy, Advtg 
$6501 


Typist 
$511 


June Raymond Agency 


1753 W. La Palma, Anah. 
774-8380 


Clerk Typist $457 


Type 50 wpm varied general office 
duties 


Coronet Employment Agency 
1621 East 17th Street 
Suite N, Upstairs 
Santa Ana 
541-4171 


i t CLERICAL 
* 


Personnel Clk 
to $700 mo 


F E E 
P A I D 


Accountant 
$750 mo 


Eng. Clerk 
$650 mo 


Inventory Clk. 
$500 mo 


Billing Clerk 
$475 mo 


Gen'l Otfice (4) 
to $450 mo 


Typist 
to $450 mo 


F E E 
P A I D 


Receptionist to 
$475 mo 


Office trnees to 
$425 mo 
NO DOWN 
P A Y M E N T 
M A I N S T R E E T 
E M P L O Y M E N T 
A G E N C Y 


215 SO. MAIN, S.A. 
•_ 
_ 
835-5383 


CLERKS 


POSITIONS exist for departmental 
clerks. Duties Involve maintenance 
of records, filing, correspondence 
and phone duties. Applicants with 
2 years experience and good typ- 
ing skills should apply to: 


CENTURY DATA 


Div. California 
Computer 
Products, Inc. 


1270 No. Kraemer Blvd., Anaheim 
(Off Riverside Freeway) 
PHONE 632-7000 
Equal opportunity employer M-F 
W E H E L P Y O U 
W R I T E A D S 
THAT P U L L 
J 


A 


D 9 
The REGISTER 
Monday, June 4 , Î 9 7 3 


JOBS OF INTEREST 


WOMEN 


(CONTINUED) 


21 


JOBS OF INTEREST - 
WOMEN 


(CONTINUED? 


2 1 


C L E R K Typist, to $530. up (Many) 
Flelschman 
Employment 
Agency, 
1400 N. Harbor, Fullerton Ste. 727, 
870-8000 


C t E R I C A L 


INVENT0RY 
CONTROL JR. 


H A N D 
posting to inventory 
ledger 
cards. Aptitude for figures 
with 
ability 
to 
add, 
subtract, 
divide 
mentally 
Adder, calc. & lite tvp-; 
ing 
Perm, opening with National 
Company. Call for appt. 


0ZITE CORP. 


635-4131 
Anaheim 


Equal Opportunity Employer 
M-F 


C L E R K 
T Y P I S T , 
M U S T 
S P E A K ! 


SPANISH. S2.5Q.HR 
870-0020. 
I 
Clerical 


SR. DEPT. 
ASSISTANT 


Expanding pharmaceutical co. in the 
Irvine Industrial Complex Is seek- 
ing an individual to work in our 
Analytical Department. 


Requirements include: 
O A A 
Degree-orientation 
toward 
data processing 
• Keypunch & typing skill (light) 


The person we consider should have 
the ability to interface between our 
laboratory 
& 
computer 
facility. 
Maintain data files, initiate, obtain 
& distribute laboratory data print 
outs 
according 
to 
existing 
pro- 
grams & procedures. Good begin- 
ning salary coupled with employee 
benefits. Apply 9 a.m. to 2 p.m. 
Mon-Thurs. 
ALLERGAN 


_ 
2525 Dupont Dr., Irvlna 
Equal Opportunity Employer M-F 


COCKTAILS-ATTRACTIVE 
E X P . 


P L A Y G|RL C L U B 
537-1662 


COCKTAIL Waitresses—exper'd. 2500 
E.-Nutwood, Fullerton. 


JOBS OF INTEREST — 
WOMEN 


CLERK TYPIST 


Good at record keeping. 
Speak- 
write Spanish preferred. Excellent 
company benefits. Call for appt. 8 
am to 5 pm. 


544-0120 


T H E I R V I N E C O M P A N Y 
A G R I C U L T U R E 
DIVISION 
P E R S O N N E L D E P T . 


Clerk 


ACCTS PAY CLERK 


Full time, permanent position for 
acct's payable clerk with min. 1 
vr. 
experience. 
Excellent .fringe 
benefits. 


BORG WARNER 
CONTROLS 
3300 S. Standard 
Santa Ana 


Eguaf opportunity employer M - F 


CLERK TYPIST 


Responsible person fo handle gerv 
eral clerical duties for quality con- 
trol department. Position consists 
of typing 
technical 
reports. 
Re- 
sponsible for complete dept. record 
functions. 
Q.C. 
experience 
pre- 
ferred. 


TASK 


COFFEE BREAK SERVICE 


> PART. T I M E E V E N I N G 
W O R K 


IÖLDTYPI 


Typist evening shift 1:3.0 
Ì0:30 
See 
Chris 
Satterlee 
after 5:00 p.m. Mon. thru 
Fri. No phone calls please 
THE REGISTER 


625 N. GRAND AVE. 
SANTA A N A 


COLLECTION T R A I N E E 
Diversified 
interesting 
position 
w- 
xlnt 
advancement 
opportunities, 
requires 
good 
typing 
ability 
& 
knowledge 
of 
office 
procedures 
consumer 
finance exp. 
desirable 
. but not essential. Good 
starling 
salary & liberal employee benefits 
for 
Interview 
appt. Contact 
Mr. 
Proetor 778-2800. Equal opportunity 
employer; 


COMPANION 
— 
older 
woman 
838-232?. 


For elderly 
lady, 
pref. 
Call, eves. 


C O M P A N I O N T s k p r w-pvt rm. & ba, 
AC, rm & board + 
salary. 524' 
6049. 


COMPANION FÖR~WÖMAN. A PRI- 
V A T E 
ROOM. S A L A R Y . 541-5496. 


CONTROLLER ASSIST 


Work for young controller who will 
become 
president. 
No 
promises, 
but vou could become the control- 
ler. Duties now supervising 6 qlrl 
office, 1 Bkkpr., 1 A R 8. 1 AP ojrl. 
Normal controlling duties, in addi- 


I.B'.A^*of Calif. Agency 
Suite 325 
2700 N. Main, S.A. 
835-1661 


CONVENTIONAL LOAN 
* 
UNDERWRITER 


Rapidly expanding national mort- 
gage 
banker 
seeks 
experienced 
conventional 
loan underwriter 
or 
strong loan processor. Write to: 
Box M 905 The Register, S.A. 


CONTROL 
clerk, customer 
service 
follow-up. Posting, scheduling, life 
typing. N E Anah. 630-1400. 


Equal Opporutnltv Employer 
COOK, part time, for catering, serv. 
ice, 547-5739. 


•¿rCOOK & GENERAL HELP 


No £at. Sun or Holidays $30 early 


R A Y A E M P L O Y M E N T A G E N C Y 
|253ll_Westmins|or,. S.A. 
531-5610 


COOK — 2ND COOK 
A-l W O R K I N G COND. 


5 Days Per Wk. 
879-7301 


COSMETIC 
CONSULTANT, 4 open- 
ings. Flex. hrs. over $5 hr. Call 
Sue Cook 630-1675 or 540-9723. 


COSMETIC Sales, drug store exper 
necessary, N.E. Orange Co. 8&B 
P h a r m a c y , 
Yorba Linda, Mr. 


Myers, 528^5420. 


COSMETICS 
& 
Drug 
sales, exper 
nec., full time, N.E. Org. Co., B8.B 
Phamacv,_Mr^Myej^tt8j^_4^ 


COSTING Clerk, .train, no typing, to 
$425. 
Flelschman 
Employment 
Agency, 1400 N. Harbor, Fullerton 
ste. 727. 870-8000 
• 


Data Process Clk. to $600 


FACT OR FICTION? 


A keen mind needed to sort our 
Info in this interesting pos. Maior 
co. 
offers 
xlnt 
bnfts. 
Call 
Liz, 
Blake, 833-2700. 
Dennis 8. Dennis Personnel Agency 
of Irvine 
2082 Mlchelson Drive 


D E L I V E R Y 
Blue Skies & Green Lites 


YOUR day will pass quickly as vou 
speed on vour rounds. Xlnt. co. for 
• roadside beginner. O.C, loc. Call 
Carol Cable, 835-1185. 
Dennis & Dennis Personnel Agency 
1600 N. Broadway, S.A 


class no 21 gen. 
Demonstrators 


ATTENTION GIRLS!! 


Dem. a new cleaninq prod, to bus, 
& Indus. Sal. 
+comm. Above avq, 
earnings. Car helpful, not nec. Ap- 
ply 8885 Katella, Anah. or 
call 
Ruth Loggans 
628-1184, 9-11 A M 
ONLY, 


D E M O N S T R A T O R S : Sarah Coventry 
Jewelry 
S8 hr. avg. No Investment, no 
delivery. 633-0608 or 544-7814 


DENTAL—Chalrslde assist for ortho- 
dontic office. Exp. req'd. Tustin 
area. Must be mature. 832-5060. 
D E N T A L assistantT chalrslde, xfay 
_ljcensoiJI_vrs._exper.,_535-2275J 
D E N T A L assist., 2 vr. min. exp. at 


chalrside. Tustin. 544-5510. 
' 
DENT. ASST. - exp. 25-40. Resume. 
All inquiries answered. P.O. Box 
373, Balboa Island, Calif. 


D E N T A L 
Secretary, ofc. 'Mgr. 
nr 
Newport Frwy, sal open, exper in 
all dental ofc. procedures, & X, 
rays, 637-7152. 


ß E N T A L 
Assistant, 
exp'd. 
only, 
Hunta. Beach oral surgery office, 
842-7720 


D E N T A L Receptionist for busy off. 
Ice previous dental exper 
req'd, 
Non-smoker Orange, area. 
Mon. 
Frl. 8-5. 532-2576. 


D E N T A L Asst. orthodontic office, or- 
thodontic exp. req. Sal open for 
right girl, our employees know of 
this ad 
Send resume to Box S, 


_906,_The_Reg lsteo_s.A^ 
D E N T A L 
assistant 
wanted 
in So. 
S.A. office, 1 girl office, must be 
able to do all chalrside assisting & 
front desk appointing 8. bkkpg. ex- 
per nec. 
unless 
from 
qualified 
school. Call 549-3342. 


DENTAL—Oral 
surgery asst. must 
have recent exp & be mature sala- 
ry open 772-7600 


b È N T A L 
R E C E P T I O N I S T — 
O F F 
ICE M G R . Exp necessary Tustin 
office 544-0141. 


NEEDS YOU NOW! • 


A L L SHIFTS 


TRAINEES 
ASSEMBLERS 


APPLY 
VOLT 


INSTANT PERSONNEL 
879-9330 


1624 Orangethorpe Way, Anaheim 


546-4741 


3848 Campus Dr., Ste. 106; Npt. Bch. 
Across from Orange Co. Airport 


927-4491 


8041 E . Florence 
Downey 


Equal opportunity employer 


D E N T A L ASSISTANT, MAT. 
536-7171 


EXP. 
H.B, 


D E N T A L 
Recept. 
executive 
secty, 
dynamic 
org. 
dental 
office, 
has 
openings for Intelligent, creative, 
open-minded person, ability to as 
sume responsibility a must 
Pre- 
vious dental exper. required, salary 
open 637-4182, 9-5 Mon. - F r l 


D E N T A L Recept, ortho office, must 
be exp., mature, sharp, sal. com 
mens, w-exp. Benefits, 637-6700. 


DENTAL RECEPT. TRNE. 


Y O U R suimv personality & pleasant 
smile will grace the lovely ofes. If 
you're ready to begin In this prof, 
pos. Call Bonnie Burke, 778-3380. 
Dennis & Dennis Personnel Agency 
710 N. Euclid, Suite 121, Anah. 


CORPORATION 


(714) 774-3100 
1039 LACY STREET 


A N A H E I M , CALIF. 
An Equal Opportunity Employer 
C L E R I C A L 
ACCTG 


Margo King 


i f SEC Fee neg 
to $650 


Sharp, good skills, sev. needed. 


i f Secretary 
$650 


Gd. skills research & dev. 


•Jr Sec. recept 
$500 


Gd. skills, profit share, Ins. pd. by 
co. 


i e GEN'L Office . . . t o $510 


Tyep 50, varied duties 


i f Girl Friday 
$450 


Math aptitude it. bkkpg. 
several needed. Immed. openinqs. 


•fa ACCT'G clerk .. .to $500 
£ 
Computer trne start $425 


Type 10 key, exper. nec. 


i f Office trnes 
to $360 


Several needed, varied duties 


i f Denta1 tech trne .. .$346 


to start 


i f Travel agent 
open 


Experience reservation nec. 
Assembly trnes .. .$2 hr 
i f Counselor 
open 


This office consider trainee 


L-& Sales 
guar. $ 4 0 0 + 


inside sales, exp. helpful 
F E E 8, F R E E JOBS 
M A R G O K I N G 
P E R S O N N E L A G E N C Y 
2139 E. Ball Rd., Anah. 
774-3891 
Corner of St. College • 


CLOTHES SORTERS 
MATURE applicants, are 25 
+ 
height 5 ' 3 " to classify 
contributed clothing on 7 hr. 
day. Medical exam here. Pay 
$1.65 hr. Interview 8:00 to 
11:00 a.m. Goodwill 
Indus- 
tries, 5th & Fairview, S.A. 


C L E R I C A L 
CHECK US 1ST 
CAL-WESTERN 


E M P L O Y M E N T 
A G E N C I E S 


1161 SO. TUSTIN. ORG 
832-6787 


14341 B E A C H BLVD., WEST 892-7791 


119 NO. R A Y M O N D , F U L L 
871-8310 


625 SO. E U C L I D , ANAH 
772-8803 


E X E C . SECTY. CONSTR 
....to $635 


EMPLOYER PAYS FEE 


E X E C . SECTY., Constr 
to S365 


S A L E S , SECY, P E R S O N N E L to $575 
R E C E P T ACCTNG 
$450 


C L E R K T Y P I S T T Y P E 40 ......5400 


APPLICANT PAYS FEE 


B I L L I N G SUPV, Fee nego ...to $700 
SECY, Bkkpng fee relm 
to $650 


IBM K E Y P U N C H , Swing 
5570 


G E N E R A L OFFICE 
$550 UP 


G E N E R A L OFFICE, type 60 .. $500 
G I R L FRIDAY, Fee split ....to $500 
S A L E D E P T C L E R K 
.- 
to $450 


M E D I C A L - C A R E 
B I L L E R 
$450 


C L E R K TYPIST 
to $450 


PROOF. MACH. OPR. T R N E E 
$400 


A-p, A-R G E N OFC 
$400 


R E C E P T , Type 40 
$400 


A-R B I L L I N G 
$390 


G E N E R A L OFFICE T R A I N E E .$381 
C A S H I E R T R N E E , T Y P E 35 ...$380 
C O U N T E R C L E R K T R A I N E E ..$346 


E Q U A L OPPORTUNITY 
A G E N C Y 


Clerical" 


TELLER TRNE 


Good Startlno Salary! 
No Teller 
Exp 
Necessary! Average typinq, 
and an investment in learning is 
all you need for a good chance at 
this great lob! Excellent potential I 
JASON BEST A G E N C Y 
8 1 L B r o a d w a y , S.A. 
835-8212 


Clerical 


Why Wait until Graduation 
Now Is the time for all good. . .the 
early bird. . .a stitch in time. . 
.start now! Beautiful office 8, on 
the iob training await the bright 
beginner who Is ready 8, willing to 
learn Call Lynn Lawrence 835-7503 
COX E D W A R D S 8, ASSOCIATES 
AGENCY 
1200 N. Main, Suite 224, S.A. 


COST 


Accounting 


CLERK 


Immediate opening for experienced 
clerk to handle basic accounting 
duties including cost reports, ac- 
count analysis, preparation of lour- 
nal vouchers, invoices & costing. 
Should also be accurate tvplst. Ex- 
cellent salary & working environ- 
ment. 


PARKER 


IRVINE FACILITY 
18321 JAMBOREE BLVD. 
IRVINE, CALIF. 92664 


(at Jamboree 
exit 
of 
San 


Diego Fereway) 


Equal Opportunity Employer M8.F 


COSMETICS 
AVON 
H E L P S 
E A S E 
B U D G E T 
PINCH! 
Earn extra cash to pay 
those 
bills. 
Independent 
A V O N 
Representatives 
sell 
our 
famous 
products In their spare time. It's 
so easy to get started you'll won- 
der why you waited to call: 540- 
7041 _or_546-534L 


COUNTER iady", dry cleaning exp. 5 
days. Pleasant, steady, 521-9940. 


DEPT. 
ASSISTANT 


OUR research department Is seek' 
ing a department assistant 
with 
good typing skills to do general 
typing 
& filing. This 
should t>e 
coupled with a pleasant disposition 
to work with many people in the 
department. 


P R E V I O U S 
lob related experience! 
in the medical or science field Is 
desired. 


A P P L Y 9 A.M. 
Thürs. 


2 P.M., M o i l . 


ALLERGAN 


2525 Dupont Dr., Irvine 
Equal Opportunity Employer M-F 


Desk Clerk 


HAPPY WANDERERS 


Will come to cheerful indiv., who 
can warm a heart w-brite smile! 
Meet new faces here! Call Marion 
Mann, 833-2700. 
Dennis & Dennis Personnel Agency 


of Irvine 
2082_MIchelsqn_Drlye 


DIRECTOR, quaiified for pre-school. 
Must be neat, personable, responsi. 
ble, able to direct school with ca- 
paclty of 50 children. Send resume! 
to Box J. 885, The Register, S..A. 
Include 
all 
personal 
data, 
prior 
work 
experience and educational 
background. 
DISH WASH E R & kitchen helper over 
21, flexible 
hours. 
Tustin 
Conv. 
Hosp. 165 N. Myrtle, Tustin 832- 
9200. 


DISTRIBUTION—Woman 
pt. 
time 
over 22 with car to distrib. adv 
mat. your area $3.00 per hr. plus 
213-481-1773. bef 1 pm. 


DOG Groomer, exper. in all breeds, 
refer, required 531-6217. 


DR.'S 
OFFICE-SPECIALIST 
1 girl office, Wmstr., exper. pref., 
gd. hrs., salary open. Submit re- 
sume BOX T 907, The 
Register, 
S.A. 92711. 


D R A P E R Y 
work room fan folding 
will train. Call Nick, 530-6982. 


D R A P E R Y 
seamstress - will train 
conscientious woman, 417 S. Har- 
bor Full. Interview 526-3874. 


D R A P E R Y work room. Need exper. 


help. Call. 839-5440. 


DRUGS clerk. Expd. only. Full time. 
Call 534-5629. 


COUNTER Girl, frver, mature worn 


an, Wlnchell's, 893-6062. 


COUNTER girl, carhop 8. fry cook. 
All full time. Some exper. nec. 
Apply in person, 2-5 A8.W Drive- 
In, 7152 Orangethorpe, Bu. Pk. 
COUNTER 
G I R L : 
Starting 
wages 
$1.75 hr. 1 p.m. - 6.p.m. Mon.-Sat. 
Apply 
between 9 a.m. - 3 p.m 
Mesa-North 1 hr Martlnizing, 1170 
Baker, Costa Mesa._ 


COUNTER glrL attrac., reliable, 18-| 
40, Johnny's Donuts, 208 E. Katel 
la, Anah., 535-4332, bef. 3:30 pm. 
COUNTER 
Glrls-pt. time, must be 
alert & have friendly personality. 
Tastee, 4710 E. Chapman, Org. 


COUNTER women days or eves. Or- 
ange Julius, H.B. 847-6731 after 3 


CUSTOMER SERVICE TRNE. 


G R E A T start for a brlte, cheerful 
person who is seeking the entry 
level pos. w-a top co. Call Dottle 
Dunn, 778-3380. 
Dennis 8< Dennis Personnel Agency 
_J10_N.^uclId,_SulteJ21,_AnatK 
C R E D I T C H E C K E R Experience pre- 
ferred Apply Bank of America 3444 
Via Lido, Newport Bch. 673-2500 
An Equal OpportunltyEmployer 
CREDIT 
Girl 
Retail " Jewelry, "exp. 
with 
PRW. 
Fine 
working 
cond. 
Ashly's, 542-5285 


• C R E D I T 
M A N A G E R » 
40 hr. >wk w-benefits. exper. nec. So. 
Coast Plaza. Koven's Jewelers, Mr. 
Nielsen. 546-4510. 


- ^ C R E D I T " M A N A G E R 


Full time 40 hr. wk. Salary open 
w-benefits. 
Credit 
exper. 
neces 


S a r V " LAWSON J E W E L E R S 
7777_Edinger, Htg._Bch. 


CREDIT CHECKER TRNE. 


IF you're an eager Indiv. looking 
for the right start in the right 
spot, then this maior 
co 
wants 
vou. Call Toby Thomas, 778-3380. 
Dennis & Dennis PErsonnel Agency, 


710 N. Euclid, Suite 121, Anah. 
CREDIT: 
Are 
you 
available 
for 
scheduling between 8:30 A.M. and 
6 p.m. Mon. thru Frl.? We will 
train you to be a credit file report- 
er. Our only requirement Is that vou 
type 30^(0 wpm. $2.00 per hour to 
start, $2.20 after 3 mths. Apply 
TRW Credit Data, 1761 W. Katella, 
Anaheim. We welcome applications 
from alj_races^_ 


• CREW M A N A G E R 
T R A I N E E • 
17 Yrs. & older, available A M or 
P M shifts. UP to $50 wk. to start. 
From our office. 542-0242. 


Customer Ser. Trnee $400 


LEND A HELPING HAND 


F E E 
P A I D 
Charming 
disposition, needed for 
this 
public 
contact 
spot, 
lovely 
bank call 
Lynn Marsh, 833-2700, 
ALSO F E E 
JOBS. 
Dennis St Dennis Personnel Agency 
of Irvine 
2082 Michelson Drive 


CLERKS 


• F I L E C L E R K S 
• 
ACCOUNTING 


• G E N E R A L 
O F F I C E 
O T Y P I S T S 
• 
I M M E D I A T E WORK 
• TOP $$ 


• $25 BONUS 
Pacific Personnel Service 
500 So. Main, Orange 
24 Central Tower 
(714) 547-6446 
or 


500 Newport Center Dr. 
Suite 900, Newport Beach 
870-1833 


•PPS 


Equai /ipporlunlty employer 


COCKTAIL & FOOD GIRLS 


For P H A S E II 1835 W. Chapman, 
Orange, Full & pt time, avail. 538- 
0111. 


CUSTOMER 
RELATIONS 


If vou are a mature, friendly 
and poised person who cnioys 
deallna 
with 
people 
on 
the 
phone and In person and would 
enioy a variety of duties In a 
busy office ,we want to talk 
with vou. 


You must be a high school grad- 
uate v/ith previous work expe- 
rience 
dealing 
with 
people. 
Auto and home owner Insur- 
ance background helpful. 


For 
an 
Immediate 
interview, 
please phone Mrs. Nichols at 
(714 ) 283-1444, between 9 A M 
and 3 PM. 


CALIFORNIA CASUALTY 
MANAGEMENT COMPANY 


CUSTOMER SERVICE 


Home furnishing center, full time 
Phone calls, Expedcltlng. 
Prefer 
well organized mature woman ap- 
ply In person. 


GEORGETOWN M A N O R 


2101 N. TUSTIN AVE. 
S.A. 


DRUGSTORE Clerk, all around, ex- 
per. full time, xlnt working cond. 
Bob's Rexall Drugs, 14429 Culver 
Dr., Irvine, 551-4343. 


ELECTRONIC 
Asseriibiers, exp. or 
will train, needed for small grow- 
ing computer firm, w-beneflts SA. 
835-0465. 


E L E C T R O N I C S 
Assembler, min. 2 
yrs. exp. In power supplies. Apply 
1222 E. Pomona, Santa Ana near 
Standard 8. Edinger. 


ELECTRONICS mfq 8. test. No exp. 
necessary. 
SILICON 
G E N E R A L , 
7382 Bolsa, Wmstr. (714) 892-5531. 


ELECTRONIC PROTOTYPE 
ASSEMBLER 


W-seVerai 
yrs. 
exper. 
In 
wlre- 
wrapplnq. Must 
be 
familiar 
with 
v/ire lifting procedures 8< logic dia- 
grams. Will assist engineering dept. 
in the assembly of prototypes. Apply 
in person between 7 a.m. & 6 p.m. 
COMMUNICATIONS MFG. CO 
3300 E. Spring St. 


Long Beach 


E L E C T R O N I C 


QUALITY CONTROL 
INSPECTOR 


1st 8, 2nd S H I F T 
In process visual & receiving me- 
chanical. Hvblrd or semi-conductor 
background helpful. New co, xlnt 
benefits, paid Ins, 2 wks pd vac. 
1st vr. 


WESC0RP. 


Call for appt. 
540-5935 


_ An 
equal opportunity 
employer 
E L E C T R O N I C 
A S S E M B L Y 


TRAINEES 


1st & 2nd Shift 


No 
experience 
necessary. 
Newl 
company. Excellent benefits; paid 
Ins., 2 weeks paid vacation flrsti 
year. 


WESC0RP. 


3150 Pullman 
Costa Mesa 


540-5935 
Apply: 2-4 or call for appt. 
An equal opportunity employer 


JOBS OF INTEREST • 
WOMEN 


( C O N T I N U E D ) 
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WOMEN 


( C O N T I N U E D ) 


2 1 


EXEC. SECRETARY 


Front 
office 
appearance. 
Good 
shorthand 8. typing. , 


TO $700 


SIGMATICS 


T E M P O R A R Y H E L P 
500 NEWPORT C E N T E R DR. 


833-3861 


300 S. H A R B O R , STE. £03 A N A H . 


774-7250 


E X E C U T I V E 
Secretary. Santa 
Ana 
Chamber of Commerce, Type 60 
wpm, SH 80 wpm. Starting 
salary 
$525. Apply In person with resume, 
1616 E. 4th St., S.A. 


FASHION T R A I N E E S 
No exper. Nec. PT 8. FT., over 21 
perl. 997-2382, 552-0539 


"FIGURE CLERK 


M U S T 
have Bd. typing 
skills, 45 
wpm. 
gd. figure 
work 
& 
some 
exper. 


Apply,In Personnel Dept. 


Mon.-Frl. 
9 am-12 noon 


FACTORY GIRLS, GIRLS 
Sandwich making 8< trainees 
R A Y A E M P L O Y M E N T A G E N C Y 
12530 Westminster, S.A. 
531-5610 


Factory 


VOLT 


Temporary 


FACTORY—Manufacturing 
P, 1 a 
will work, no exp. req. apply. 1.910 
S. Yale, S.A. nr. 
ner. 


Harbor 8c War- 


PACIFIC MUTUAL 
700 Newport Center Dr. 
Néwport Beach 
FILE CLERK 


Bright & 
1 personable person sought 
for this entry level position. Great 
benefits St lovely office await vou. 
$107 Wk. Call Rose Friend 835-7503 
COX EDWARDS & ASSOCIATES 
' 
A G E N C Y 
1200 N. Main. Suite 224, S.A. 
' 
FILE CLERK 


Lovely surroundings 
8. an appt. 
awaits a brlte quick learner who 
seeks a variety w-a modern co 
Call Dottle Dunn. 778-3380. 
Dennis 8, Dennis Personnel Agency 
_7J0 N. _Eudld,_SuIte.J21,_Anah._ 
FLORIST, 
exper. 
for 
floral 
shop. 


18332 Irvine Blvd., Tustin. 
FOOD -8, cocktaT waitress, Zorro's, 
4715 W. Cha(jman_8i_Hasten 


F R Y i o b K - over 21. 574 N. Tustin, 


0rg;._538-9606. 


G A L FRIDAY-Min. 2 vrs. exp. typ- 
ing, lite S.H. & Bkkpg. 10 key 
touch. Xlnt. oppor. w-Anah. Mfg. 
Co. Apply Fluorocarbon Co., 1754 
S. Clementine. Anah., Cel. 


GAL FRIDAY $475 


T Y P E 
40 wpm, lite bkpg.; raise 
revue 
every 
60 
days, 
S33-2510 
O'Hoy 
Employment. Agency, 1811 
W. Katella, Anaheim 


GAL FRI. to $800 


Btaut. ofc. seek sensitive! indiv. to 
run their show. Call Barbara Mac 
833-2700. 


Dennis 8. Dennis Personnel Anencv 
of Irvine 
2082 Mlchelson Drive 


TRAINEES 


No experience necessary,. Im 
mediate 
position 
available 
on 3 shifts. 


Interview 9 am-1 pm 


A P P L Y IN P E R S O N 
S.I.S. T E M P O R A R Y S E R V I C E S 
1424 So. Grand 
Santa Ana 


4301 W. Commonwealth 
Fullerton 
523-5101 ic 


Trainees needed In all areas of Or- 
ange Ctv $1,80 to $2.25 hr. A P E X 
E M P L O Y M E N T 
AGENCV. 
6631 
Beach Blvd.. Buena Park. 522-8346' 
1810 C Newport Blvd., Costa Mesa. 
<W5-4320. 


Factory 


PACKERS 


Lite packaging work available on all 
3 shifts. No exper necessary. 
S.I.S. T E M P O R A R Y S E R V I C E S 
1424 So. Grand, S.A. 
„5?,8-'P21 
4301 W. Commonwealth 
Fullerton 
523:51.01 


FACTORY 
TRAINEES 


Openings in our drapery & 
bedspread plant. Good work- 
ing conditions. Liberal fringe 
benefits. $1.95 an hr. 
to 
start. Please apply in person 
at: 
; ' 
- " 


Idamatic, Inc. 


17352 ARMSTRONG 
Irvine Indust. Complex 


Turn eaest on McGaw at Red Hill & 
right at Armstrong. 


FACTORY 


2ND 
shift 
only 
4-12 midnlte. 
To 
train on plastic ini. mach. Xlnt. 
working cond. Ins. 8, raise after 30 
days. Interviews 9-5 P.M. Bud-Wil, 
1170 Red Gum, Anah, 


FACTORY 


Plastic Trainee 
_ 
$2.15 hr 


Elect'l Inspector Trnee 
$1.90 hr 
Clean Room, Mature 
$2.00 hr 


McKlnstry Employment Agency 
•206 W. 4th St., Ste 218 Santa A n a * 
O 543-9364 • 


.......to $2.20 
.......to $2.15 


$1.85 


....$2.00 


..$2.00 


ELECTRONIC 


BENCH 
ASSEMBLERS 


S E L E C T E D candidate must have 
minimum 1 vr. wiring & soldering 
exper. 
on 
chassis 
assembly 
& 
printed circuit boards. Harness 8, 
wire wrap experience helpful. For 
Interview 
appointment 
call 
Bar- 
bara Rennes, 774-2000. 


LING ELECTRONICS 


1515 S. M A N C H E S T E R 
A N A H E I M 
Equal opportunitv employer M.-F 


ESCROW TRAINEE 
$500 


Free. Major Orange County Co., 
will train you for a career posi- 
tion. Potential unlimited! Also fee 
jobs. 


Riviera Employment Agency 


Orange Co. Airport Area 
2082 Business Center, Ste. 290 


Irvine 
__ 
__ 
_833-9410 


ESCROW officer. Min. 5 vrs. exper. 
Fullerton area. Call 871-1640. 


E X E C . Secy (many) to $800 
No fee, negotiate or rlmbursa 
Other fee iobs 
Flelschman 
Employment 
Agency, 
1400 N. Harbor, Fullerton, Ste. 727, 
870-8000 
_ 


E X E C U T I V E 
S E C R E T A R Y . 
Short- 
hand, 100 wpm. Typing, 80 wpm. 
Pleasant working conditions. Com- 
pany benefits. Please - only quali- 
fied ipply. 1101 S. Cypress, La 
Habra 
(714) 871-8850. 


EXECUTIVE SECRETARY 


National 
foods co desires 
exp'd 
sec'v wilh ^oodskills. 
Xlnt em- 
plover benefits, salary open. Call 
for appt. 776-5440 
BORDON FOOD COMPANY 


Egual Opportunity Employer 


* 
FACTORY 
TRNEES i r 


Electronic Assem 
Plastic Mach 
Opr 
Camera Assem ... 
Inspector Trnee . 
Factorv-AII Shifts 


NO E X P E R 
N E C E S S A R Y 
M A I N S T R E E T 
E M P L O Y M E N T 
A G E N C Y 


215 SO. WAIN, S.A; 
«35-5838 


FACTORY', tight 
hand 
deburrlni' 
and assembly, full or pt time, 633-1 


.J000. 
Factory 


LIGHT FACTORY WORK 
We need workers for lobs in binder- 
ies, printing plants, packaging, as-, 
sembly St Inspection. Pay weekly,' 
clean work requiring no previous 
training. 


KELLY SERVICES 


Coma In or Call 


Irvine 
833-9107 


Santa Ana 
547-9535 


Fullerton 
879-9762 


Equal opportunity employer 


FACTORY 
TRAINEES 


No experience necessary. Im- 
mediate 
position 
available 
on 3 shifts. 


Interview 9 am-1 pm 


A P P L Y IN P E R S O N 
S.I.S. T E M P O R A R Y S E R V I C E S 
1424 So, Grand 
Santa Ana 


4301 W. Commonwealth 
Fullerton 
523-5101 ir 


Factory 


KELLY GIRL 


STUDENTS 


SUMMER JOBS 


JOBS BY PHONE 


Kelly Girl Is now registering wom- 
en who would like to do lite' in- 
dustrial work. 


Come to our office once only to fill 
out application 8. sign up for work. 
After that all assignments will be 
made when our staff calls vou. 
Work Is assembly, trainee 8. ex- 
per. packaging, PC 
Assembly 8, 
many more. 


First, 2nd & 3rd shifts open, week- 
ly paychecks, 


2061 Business Ctr. Dr., Irvine 


833-9107 


1237 So. Main St., S.A. 


547-9538 


1400 No. Harbor, Full., Leatherbv 
Building. 


879-9762 


FACTORY TRAINEES 


All shifts, Guardian Plastic Mold 
633-3092. 


Gal Friday 


PRIORITY 
GAL FRIDAY 


O GAL FRIDAY 
.. .to $54 


No Shorthand. Plush new office 


• GAL FRIDAY 
. . . , $ 5 0 0 » 


Good benefits, permanent position 


• GAL FRIDAY 
$3.50 HR 


: 
Simple bookkeeping, lite type 


© G A L FRIDAY 
.to $ 6 0 0 » 


Public contact & variety 


• GAL FRIDAY 
.to $ 6 0 0 « 


Ba boss's right hand. Nice office 


• GAL FRIDAY 
.$325 U P ® 


Use co. car for errands. Lite type 


• GAL FRI TRNE 
. . $ 3 9 0 » 


Do overload 8> learn all depts. 


• GEN OFC (2) 
. . . . $ 4 7 4 


Know 10-kev and like figures 


• GEN OFC TRNE . .$380® 


Learn med. field. Co. will train 


• GEN OFC TRNE 
. . $ 3 5 0 ® 


No exp. necessary. Advance oppty 


• GEN OFC 
$400! • 


Learn production control. Act now 


• GEN OFC 
$ 3 4 7 • 


Let your good handwriting shine 


• GEN OFC 
. $ 3 9 0 ® 


Train 81 travel from ofc. to ofc. 


• GEN OFC 
$350 • 


Public contact and Phones 


• G E N OFC . V . . $ 5 0 0 
UP® 


., Gopd typing & hand posting 
• G E N OFC 
.$390® 


Plush working conditions. Advánce. 
P R I O R I T Y 
P E R S O N N E L 
A G E N C Y 
1437 Palmyra, Orange 
639-6800 
9107 Bolsa, Westmr. 
894-1361 
230 E. 17th, Costa Mesa- 
645-7750 
2664 W. Lincoln, Anah 
821-7640 


• 
GENERAL OFFICE 
* 
i c 
GIRL FRIDAY 
* 


Heavy 
telephone, 
filing, 
record 
keeping. Must have good telephone 
voice. Neat appearing 8< willing to 
learn. Full time position 8 to 5 
p.m. Mon. thru Fri. modern ofc., 
adequate 
parking, 
adiacent 
to 
frwy. Call for interview (714) 523- 
7420.' 


Haines 8t Company of Calif. Inc. 
6840 Orangethorpe, Suite J, 
B.P. 
G E N ' L . 
Office. 
Ambitious 
young 
lady to work in growing O.C. firm. 
Apply Master Blueprint, 234 Flsch- 
er Ave., CM. 
540-9373. 


G E N E R A L 
OFFICE 
to 
$550. Just 
moved Into their plush corporate 
offices. 
Friendly, 
outgoing 
sales 
dent, of fine company needs some 
one - to 
do 
mailings, 
answer 
phones, lots of interesting variety, 
Knowledso of M T S T needed. Out- 
standing benefits. 100% free to ap. 
Dllcant, Also fee lobs. 
Abigail Abbot Personnel Agency 
505 N. Euclid, Anah. 
532-2610 


230 W. Warner, S.A. 
557-6122 


G E N E R A L O F F I C E - - D A T A 
P R O D 
E S S I N G clerk to $600. Glamorous 
bldg. - plush offices!! Dlvlson of 
famous International 
c o m p a n y . 
Only light typing ok. Need some 
bkkpg. or acctg. background. Work 
with friendly, fun group. Top com- 
pany benefits. Employer will reim- 
burse 100% of fee. Also fee lobs. 
Abigail Abbot personnel Aaency 
505 N. Euclid, Anah. 
533-2610 


230 yj. Warner, S.A. 
557-6122 


G E N E R A L OFFICE $500. This nice 
sub-contractor needs a person to| 
do his hand posting, type checks, 
billing 8i very light bookkeeping, 
' Will train small payroll. Pleasant, 
working conditions, comfortable 8(, 
homey. He will negotiate the fee. 
Also fee lobs. 
Abigail Abbot Personnel Agency 
505 N. Euclid, Anah. 
533-2610 


230 W._Waxner, S.A. 
557-6122 


G E N E R A L 
O F F I C E 
T R A I N E E 
to 
$550. This can be the first rung on 
vour ladder of success in the busi- 
ness world. You will do some typ-| 
ing but won't have to bang awav 
on a typewriter all day. They will 
train to distribute & process mail, 
relieve switchboard, etc. Wenderful 
variety - Lovely now offices - lots 
of 
room for advancement, 
xlnt. 
benefits 
8. friendly 
helpful 
co.- 
t workers. 100% free fo applicants. 


Also fee lobs, 
r Abigail Abbot Personnel Agency 
505'N. Euclid, Anah. 
533-2610 


230 W. Warner, S.A. 
557^122 


G E N E R A L OFFICE to $600. Respon- 
sible 
person with 
some' general 
bkgrnd. to handle this busy 1 per- 
son office. Work 
for super 
nice 
rogional sales manager who Is out 
' of town, 50% of the time. Handle 
customer relations and follow thru 
etc. 100% of fee reimbursed by 
employer.. Also fee lobs. 
Abigail Abbot personnel Agency 
505 N. Euclid, Anah. 
53.1-2610 


230 W. YYarner, S.A. 
557-6122 


G E N E R A L 
office work. No typing 
required. 9 to 3. 5 day wk. Hun- 
tington Beach location 
(714) 642- 
„ 8813, ask for Mr. Arrigo. 
G E N E R A L 
office-rece'pt. 
Busy off- 
ice-typing 8, filing. Must be able to 
work weekends. Call Mrs. Roberts 
837-0530. 
^ 
time", 


JOBS OF INTEREST ~ 
W0MEN 
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(CONTINUED) 


G E N E R A L 
office help, part 
time, 
construction 
bkgrnd. 
helpful. 
It. 
bkkpo. 839-0400. 


GENL OFFICE $463 


Raise revue every 3 mos. Type 40, 
excellent benefits. 533-2510. O'Hoy 
Employment Agency, 1811 W. Ka- 
teila, Anaheim. 


GENL OFFICE $500 


Lite type, heavy public contact. 533- 
2510, O'Hoy 
Employment Asency, 


.J811 W. Katella, Anaheim. 
G É N É R A L 
phone 
work, 
Are 
you 
looking for vour 1st lob? Need 5 
girls to start Immed 894-0579 Mr. 
Carson. 
•Gen'l Office* 


Good typist. Real Estate, escrow 
or 
collection 
experience 
helpful 
Unusual opportunely to advance. 
Modern 
air 
conditioned 
office. 
Company profit sharing plan. 


A A M E S H O M E LOAN C O M P A N Y 
471 So. Brookhurst 
Anaheim 
772-3636 


G E N E R A L 
Office, 
filing, 8-4:30. 542-1042. 


Gd. ph. Typing, 
Mrs. Tucker 


G E N E R A L 
office, 
heavy 
typing, 
good with figures. Versatile 
girl 
for versa11l_e_l0b.J213) 921-8626. 


G E N ' L O F F I C E — N o dxper. to $390. 
Fleishman 
Employment 
Aqency, 
1400 N. Harbor, Fullerton, Ste. 727, 
870-8000 


G E N ' L ofc work, min. accurate typ- 
ing, 50 wpm, sh, qenr'l ofc work 
Incl. much detail. Accuracy 8, de- 
S 
endabllrtv nec. perm, qd hrs St 
enefits. qualifications will deter- 
mine starting salary. Interview 10- 
am-2 pm Mon-Fri. apply ste 205, 
32158 Camlno Capistrano, San Juan 
Caplstrano. 493-8122. 


S E N ' . OFC. T R A I N E E 
^ 
CLERK TYPIST .$450 


June Grad OK. Work in purchas- 
Inq 
dept. of 
local 
mfgr. 
Type, 
phones and other qen'l. ofc. duties. 
All 
benefits 
including 
company 
paid insurance. 


J.R. P I E R C E ASSOCIATES 
A G E N C Y , INC. (Employment) 
1885 Newport, CM. 
642-6720, 540-5830 


JOBS OF INTEREST - 
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HOUSEKEEPER-companion 
for rot. 
gentleman, qd. driver, no smoking, 
live-In. 544-1623^J 


H O U S E K E E P E R nurses for semi in- 
valid. Rm.,_brd.&sal, 537-7247, 


Housekeeper 
OUTSTANDING 
HOUSEKEEPER 


Wanted for family with 3 children, 
8, 5 8i 3 live-in. Must speak Eng. 
fish, 
no 
smoking, ref. reguired. 
Lovely waterfront, home 
Newport 
Beach, - beautiful 
accommodation 
with own room, T V 8< bath. Salary 
open. Call 673-5666. 


HSKPR. - live "in sm. nu board 8, 
care home, lovely turn, apt., 5 day 
wk. sal, open Ph. 530-8618. 


KEYPUNCH OPERATOR 


I . B . M . 


UNIVAC 
TOP PAY 


All shifts. Pt. tlme-Wknds 


714-879-4660 


KEYPUNCH OPERATOR 


Min. 3 vrs exper on IBM equip, 
days, nights, full or pt ttme, Irma 
Brock Inc., 714-979-5860. 


GEN. OFC. TRN. $500 


Build vour future by taking the 1st 
step up the ladder w-thls superb 
co. Career minded Indiv. will lef^i 
many 
desks. Co. pd 
bfts. Call 
Pom Angel, 778-3380. 
Dennis 8< Dennis Personnfl Agency 
710 N. Euclid, Suite 121, Anah. 


G E N L CLK. to $500 


HOD aboard successful growing co. 
St it's smooth sailing ahead for the 
ambitious 
get-ahead 
Indtv. 
call 
Debbie White. 778-3380. 
Dennis & Dennis Personnel (Agency 


710 N. Euclid, Suite 121, Anah. 
(JENR'L Ofc girl to assist on order 
desk, varied ofc. duties, must be 
gd. w-figurcs, accurate typing abil- 
ity 
gd 
telephone 
voice 
contact 
Mary Lou Mansker Klnkead Inc. 
12601 Western Ave., G.G. A subsi 
dlarv of U.S. Gypsum. A n 
Equal 
. Opportunitv 
Employer. 


HOUSEKEEPERS 
* 


E M P L O Y E R P A Y S 
F E E 
Live in 
$350 mo, 


2 children, beach area 
Live In companion 
$350 mo, 
Middle age lady, car nec. 5 days, 
Live ill motherless 
S300 mo 
2 child, spec, lady, full charge 
Live in 
$300 mo, 


2 child, lovely home 


• 
Live in 
$275 
Elderly couple, IHe duties,-5 das. 


Live In 
$300 mo 


3 child, 2 days off 


• Live in cook 
$300 mo. 
Supervisory duties, cook for elderly 


• Day Workers 
to $2.50 hr. 


M A R G O K I N G 
P E R S O N N E L A G E N C Y 
2139 E. Ball Rd., Anah. 
774-3891 


Corner of_St. College ' 
HOUSEKEEPER—Refined 
over 60, 
Gd. 
Health. 
Live-in 
pref. 
Prlv. 
Quarters, in lovely home of Activé 
physician (age 71) In N.W. Santa 
Ana, Recent widower has regular 
cleaning help. Must 
like flowers 
and cat. Trans, pref. Sal open. Ref. 
erences Required. Phone 543-2682 
12—3. 


HSKPR. for physically handicapped 
woman. 5 ot 6 hrs. a day, 5 days a 
wk. Must 
be dependable. 
Tustin 


_area. 544-2438. 
HSEKEEPER—light. 
Live in. Able 
todrive. 
633-0535. 


H O U S E K E E P E R , 
live in. 
L|te housework, 839-8964. 


1 child, 


H O U S E K E E P E R 
- 
Server, 
retire- 


ment home In Tustin 838-3847. 
H O U S E K E E P E R 
for 
semi-Invalid, 
references. 828-2767 from 10-12 am, 
HSKPR. 
Babysitter 
— 
Live-In 


__chlldren. 993-7663 
H O U S E K E E P E R 
D A Y 


GENERAL OFFICE 


TO $600 
Fes negotiable 
Plumbing experience, take service 
calls 8> dispatch, post accts, rec & 
pay, to peg board. 


PREMIER 


P E R S O N N E L A G E N C Y 
1104 E. 17thSt„ S.A. 
547-9721 


General Office 


ORDER DESK 


Busy Co, looking for sharp Indi- 
vidual with Average typing & good 
phone voice! Great Starting Sala- 
ry Fantastic Opportunity to adv. 
sncel 


JASON BEST A G E N C Y 
811 N. Broadway, S.A. 
835-8212 


General Ofc. Trne. $400 
Beautiful branch office of maior 
national company seeks intelligent 
Individual ready St willing to learn. 
Call Lvnn Lawrence 835-7503 
COX E D W A R D S 8, ASSOCIATES 
A G E N C Y 
1200 N. Main, Suite 224, S,A 
GENERAL OFFICE 


NO Experience necessary 
Must be able to type 
X L N T S T A R T I N G S A L A R Y 


ITT AETNA FINANCE 


DIV. OFC. 
LONG B E A C H 
N O R W A L K 
T O R R A N C E 
B U E N A 
P A R K 


835-8733 
(213) 437-0651 
(213) 868-7748 
(213) 328-5551 
(714 ) 824-4110 


GEN'L. OFC. $600 


S U P E R 
respons. conscientious will 
have it made In the shade w lop 
of the mark co. Unlimited poten- 
tial. Xlnt. 
trning. program. 
Call 
Carol Cable, 835-1185. 
Dennis 8. Dennis Personnel Agency 
1600 N. Broadway, S.A, 


• 
GEN. OFFICE TRNE. 
• 


Excellent starting position for hi 
school grad. No exp. required to 
Bet your foot in this door. If you 
have a neat appearance and pleas- 
ant personality, you qualify. Good 
company benefits, health ins, vaca- 
tion, holidgys. It's time to get some 
office experience, and we will put 
it all together for vou. Call our 
office closest fo you for an imme- 
diate 
friendly 
interview. 
We're 
here to help, call now 
P R I O R I T Y 
P E R S O N N E L 
A G E N C Y 
1437 Palmyra, Orange ... 639-6800 
9107 Bolsa, Westmr 
894-1361 


230 E. 17th, Costa Mesa ...645-7750 
2664 W. Lincoln. Anah 
....821-7640 
"General Office 


SUPER STAR 


Entertainment media position for 
poised sharp girl who can deal with 
celebrities. $650+ Free, also fee. 


Riviera Employment Agency 
Orange Co Airport Area 
2082 Business Center, Ste. 290 


lrvine_ 
833^410 


«»'GENERAL O F F I C E 
Lite typing filing St various duties 
work In 2 girl ofc. $2.40 hr. A P E X 
E M P L O Y M E N T 
A G E N C Y 
6631 
Beach Blvd., Buena Park. 522-8346 
1810 
C. 
Newport 
Blvd., 
Costa 
Mesa. 645-4320. 


G E N E R A L 
OFFICE—Full 
mostly 
invoicing, Type 40 
must 
be 
accurate. 
Good 


time, 
wpm. 
math 


background reguired. Apply 8 to' 12 
" 
" 
2910 E. Mira 
Loma 
and 1 to 5. 
Ave., Unit C, Anaheim. 


G E N E R A L 
Office 
work 
pt 
pref. speaks Span, 547-2412. 


GEN. OFFICE CLERK 
HOSPITAL EXP. REQUIRED 
APPLY 


C H A P M A N 
GENERAL 
HOSP. 
2601 E. CHAPMAN 
Orange 


G E N E R A L 


IMMEDIATE 
OPENINGS 


FREE 


Employers pays all fees 
On ail jobs listed below 
•A-Legal Secty 
$750 


Must have top skills to work for 
outstanding local co, 


•fcSecty 
$725 


Work for president of local mfg. 
co. 


^-Bookkeeper 
$700 


Must 
be experienced 
to 
handle 
multiple set of books. 


•A-Secty 
$650 


SH 80, cnn-ioose letters, small off- 
ice. 


-¿-Secty 
$600 


Work in personnel, variety of du- 
ties. 


•fcGal Friday 
$600 


Lite typing, knowledge of freight 
or credit helpful 


* S e c t y 
$ 5 7 5 + 


Lite SH, work for dlr of mrktg. 
Fun lob. 


*Recept.-PBX 
$ 5 0 0 + 


Lite type, beaut local office needs 
friendly gal to answer phone, greet 
clients. 


-jArFile Clerk 
$435 


Type 40 wpm, work In personnel 
dept. 


•fcRepro Clerk 
$395 


Xerox exper. helpful, no typing, 


COME IN OR C A L l 
FOR MORE INFO 


F E E 8. F R E E 
POSITIONS 


COURTESY 
P E R S O N N E L 
A G E N C Y 


- 
835-8461 


B A N K OF A M E R I C A T O W E R 
Chapman & Manchester, Orange 


GIRLS! 


A 
qold 
mine 
working 
with 
20 
young management consultants. To 
$625, Free, Also Fee. 


Riviera Employment Agency 
Orange Co. Airport Area. 


2082 Business Center, Ste. 290 


Irvine 
833.-9410 


GIRL Friday, lite typing, telephone, 
_,no_SH, 8.-5, M-F To_$500, 538-8803. 
GIRL Friday, 1 girl office, type 60 
wpm, prefer SH, accts. payable 8. 
receivable. L.A. area, gas pd. Call 
213-771-5250 or 714-543-4970 or applv 
In person, Frlgo Cheese Corp., 6026 
Walker Ave., Maywood. 
GIRL 
Friday, typing, switch board 
_rellef, Immed. opening, 897-0333. 
GIRL Frldav, gd. typist, lite SH or 
speed 
writing, 
medical 
or 
tech 
bkgrnd. heipful. Call 'Mr. Leo Vor- 
tuni_836-6641_Jw<i. 8 8, 3. 
_ 
_ 
G I R L Friday - "mature person. Must 
have knowledge of accts. recvble. 
Apply in person. 11251 Slater Ave., 
_ Ftn. Vly. 545-1177. 
GIRL 
Friday 
pt. time, insurance 
agency. Apply 10-12 M-F, 1126 E. 
Yorba Linda Bl„ Placentia. 


S O I GO! 
" 
B I K I N I À T T R A C T I V Ë 
T R A I N COCKTAILS 


P L A Y G I R L C L U B 
537-1662 


G U I D E 
A T T R A C T I V E vng. ladles, greet the 
public 
in 
fascinating 
amusement 
Indus. Full time, yr. round lob for 
MISS 
P E R S O N A L I T Y . 
Aplplv 
In 
person, Movieland Wax 
Museum 
7711 Beach Blvd., B.P. 


.. 
WANTED. 


SHI FT.-Conv. Hosp. 826-2330 


FfSKPR., Iv. In 
Span. spko. O.K., 
own rm, TV, nice family 838-0446, 
HSKPR-live 
in, 
Spanish 
spekaing 
_ O K , Mon.-Frl., aft 5 pm, 828-655X 
H O U S E K E E P E R , "live In, xlnt sal 
_Orange area, 637-5162, aft^jjm. 
H O U S E K E E P E R , 
$1.75 
to 
start, 
must speak English, Tustin Manor, 
832-6780. 


HSKPR. - companion to older lady, 
Desire 
older 
woman 
to 
live-In, 


Board, rm., 
salary, 827-6313. 


HSKPING 
aid, 
full 
time, 
immed. 
opening, 7 pd. holidays, vacation 8i 
sick leave. Park 
Lido Flag 
Ship 
Convalescent 
Center, 
466 
Flag 
Ship Rd., Newport Bch. 


H O U S E K E E P E R , wknd relief, child 
ren's Hosp. pleasant cond. Start 
$1.95 hr. Clean, neat gd health, co, 
pd phys exam when applicant ac- 
cepted, 12332 Garden Grove Blvd. 
' 


HSKPR, need someone to live in 2< 


help watch 2 children, 842-6495, 
H O U S E K E E P E R 
live 
In, 
3 
kids, 
some eng. nec. 545-7663, 646-8146. 
HOUSEKEEPING AIDE 


1 full time—days — 7 am to 3:30 
PM—Some hospital experience de- 
sired— 


Apply in person: 


Huntington Intercommunity Hospl 
tal, 17772 Beach Blvd., Huntington 
Beach 
; 


H O U S E K E E P E R , 
live 
in, 
Spanish 
speaking OK, 828-4937 or 897-4913. 


H O U S E K E E P E R 
live-in, 
S p a n i s h 
OK; must speak English. Call 9-5, 
543-4456' M-F, eves. St wknds. 836- 
6597. 


H O U S E K E E P E R full chg., live in, 
children sal. 5250 mo. Pool prlv 
own 
rm. 
& 
extras, 
Must 
start 
immed. 968-9653. 


i 
• HOUSEKEEPERS 


D O M E S T I C JOBS 100°/„ F R E E 


• 
Live-out, cook breakfast only for 
2 bachelors; 6 a.m. to 12 noon 5 days 
Anah 
to $400 


O Live-In • 2 adits. 1 teen Santa Ana 
sep. qtrs. Cook, drive 
to S400 


• 
Motherless, 
live-in 
for 
voyng 
exec. 8c 3 children, La Habra ....$300 
• 
Live-in Laguna, no cook $75 wk 


• 
Live-In Brea 2 children .. $75 wk 


• 
Live-in upstrs maid, like chldrn 5 
dys 
to $400 


• 
Live out-Arg. care 1 child ..$300 


• 
Live out dav work .. to $3.00 hr 


• 
Live 
In, Villa 
Pk 
2 schl 
age 
chldrn 
$75 wk 


• 
Live In Npt Bch care active ladv 


must drive, wkend free 
$350 


ALSO C L E R I C A L ETC. F E E 
F R E E 


• • 
UNKEL AGENCY 
• 


1819 N. Broadway, S.A: . 
541-3323 


ICU.-CCU ,11-7:30 
F O U N T A I N 
V A L L E Y 
C O M M U N I T Y HOSPITAL 
CONTACT P E R S O N N E L 
O F F I C E 
MON.-.THURS 9-4 P M 
17100 Euclid at Warner 
979-1211 
An equal opportunity employer 


INJECTION 
molding 
mach. 
oper. 
2nd 8. 3RD 
shift. 
Need not be 
exp'd. Gd. co. benefits. Apply in 
person Inca Plastics Inc., 3209 W, 
Central, S.A. 
• 


INJECTION 
M O L D I N G 
M A C H I N E 
OPERATORS. 
Exper. 
req. 
Day 
shift. D Y N A T E C H , 1225 E. Wake- 
ham Ave., S.A. 


INSTRUCTRESS 


Must be neat, dependable, hard 
working 8. friendly. Must have no 
fiqure 
problems. 
$2.25 an. hour. 
Time and a half for overtime I. 
c o m m i s s i o n . Benefits after 90 
days. Apply 
in person. Tues. St 
Thurs. between 1 and 5 p.m. 


JACK LA LANNE'S 


E U R O P E A N H E A L T H S P A 


_;- 5364 Wilshire Blvd., L.A. 


INSTRUCTOR, for modeling Co. Exp. 


only, Pt. time. 521-6403 B.Pk. 
INSURANCE 
S A L E S , no experience 
necessary, earn while you learn, 
. part time, evenings and weekends, 
full time-when qualified 


F A R M E R S INS. G R O U P 
E D LAN I 
540-1834 


Insurance 
Experienced 
examiner, 


d ^ r o u p .medical, claims 


4) 835-5981. 


INSURANCE 


CODER RATER 


F E E 
P A I D 
TOP salary, 
$7,568 
to 
start 
for 
sharp Indiv. who Is seeking ad- 
vanemt. oppt. 8. pleasant ofc. w- 
top corp to get them on their 
way.. Call 
Jan 
Mead. 
835-1185, 
ALSO F E E JOBS. 
Dennis St Dennis Personnel Agency 
1600 N. Broadway, S.A. 
'INSURANCE,: exp. 
group 
claims 
medical examiner, S.A. area, sala 
rv open, Call Mr. Schnetz or Mr. 
Malone, 558J356 


I N V E N T O R Y 
Clerk 
for records 
& 
tapes no exper. nec. will train co. 
benefits must have car. call 968- 
7661 


• I N V E N T O R Y 
Lite tvpinq Kardex inventory work 
In La Mlrada $425 mo. A P E X 
EM- 
P L O Y M E N T A G E N C Y 6631 Beach 
Blvd., Buena Park. 522-8346 
1810 
C. 
Newport 
Blvd., 
Costa 
Mesa. 
645-4320. 


• 
HAIR Stylist, call eve. F.V. Area 
847-5688 
• 


HAIRDRESSER 
For Villa Park. Call Carmen, 
637-5126, 637-6954. 


H A I R D R E S S E R , full-part" timfe. Gd. 


oppor. 526-9480,_Fuil. 


H A I R D R E S S E R — Exp., mature PT 
for residential hm. of active elders. 
Write 
Box 
D 914 The 
Register, 
S.A. 


HOSPITAL 
Ins. 
biller. Must 
know 
Medicare, full time - part time; 
xlnt 
employee 
benfits. 
Contact 
Mrs. Brinas, Costa Mesa Memorial 
Hosp, 642-2734, Equal Opportunity! 
Employer 


it- HOSTESSES -A- 


Fun iob, need 15 to demonstrate 
mens 
cologne 
at 
maior 
dept.. 
stores. June 4th, 5th a, 6th and 
14th, 15th 8, 16th. Flexible hrs. in 
Orange Counlv area. 213-381-7655. 
Olsten Temporary Services, 647 S. 
Western Ave., L.A. 


short 
hrs. 
Anah. 


HOSTESS—Cashier 
exp. 
.... 
Lindel's, 1783 W. Lincoln Ave 


i f HOSTESSES 
* 


F U N lob. Need 15 to demonstrate 
mens 
cologne 
at 
maior 
dept. 
stores June 8, 9, 8. 10. and 14,15,16. 
Flexible 
hours 
Orange 
County 
area Call 
Lori or Chris, 213-381- 
7655 Olsten 
Temporary 
Services, 
647 S. Western Ave., L.A. 


HOUSEKEEPERS i f 
997-0500 


O R A N G E CO. DOMESTIC 
A G E N C Y 


HOUSEKEEPER 


• E M P L O Y E R P A Y S F E E 
• 
George Allen Bvland Agency 
106 B. East 16TH St., S.A. 
547-0395 


* 
HOUSEKEEPER 
* 


Good benefits. Applv to 
BASLER SUNHAVEN 


201 E._Bastanchurv, 
_Fullerton 


HKSPR, life's, child care, 8-5:30, 5 


dav w J t ^ S ^ A I M , 772-2393. 
_ 
HSKPR, full chg; live" In, ref. Sal 


$300 mo. Villa Park, 998-3451.. 
H O U S E K E E P E R "wanted in Capls- 
trona 
Beach 
area, 
older 
woman 
for elderly 
lady, 64, lite duties, 
pleasant surroundings, must have 
car, call 496-9385. 


JANITRESS - part time. eves. San 
ta Ana 8. Anaheim 
areas. Must 
have 
own 
transportation. 
Apply 
bet. 8:30 a.m. 8, 3:30 p.m. Mon. 
thru Fri. or bet. 6 8, 7 p.m. Mon. 
thru Thurs. 610 E.17th St., Ste. 209, 
Santa Ana, 836-9043. 


JANI.TORIAL - women for perm. pt. 
time eve work. 4-6 hrs. nitely, 5 
day wk. in beach & other areas. 
Must 
be 
neat 
appearing. 
Apply 
fues.-Fri. 409 N. Harbor. S.A. 


KEYPUNCH OPERATOR 


Manufacturer of medical 
devices 
offers permanent position to candi- 
date having at least 1 year recent 
exper, operating machines 026, 029, 
or 
comparable. 
Experience 
on 
I.B.M. System — 3 Data Recorder- 
desirable. 
to job, must 
be able 
to type accurately. Excellent work- 
ing 
conditions? 


' EDWARDS LABORATORIES 


DIv. of American Hosp. Supply Corp 
17221 Red Hill Ave., Santa Ana 
An equal opportunity employer 


KEYPUNCH 
OPERATOR 


Minimum 3 years experience with 
IBM 029 and 059. Located in Irvine 
Industrial Complex. 
SYNERGISTIC PRODUCTS INC. 
1902 Mc Graw 
Santa Ana 


(714) 540-7755 
Equal Opportunitv Employer 


KEYPUNCH 
OPERATORS 


W E are seeking experienced key- 
punch operators for daytime 8-4:30 
swing 
shift, 4 pm - 12:30 a.m. 
Experience on 
the 
Unlvac 
1701- 
1710. We are willing to train on 
tab punch verifier 
Location of the 
future 
will 
be 
Fashion 
Island, 
Newport Beach. Excellent compa 
ny benefits. 


Please call Mrs. Rose 
for an appointment 
(714) 547-7571 


GREAT WESTERN 
SAVINGS 


1418 N. Main St. 
Satna Ana 


_ 
Egual Opportunity Employer 
K I T C H E N relief" cook, apply in per- 
son.i3392.Sp. Taft, G.G 


JOBS Or INTEREST - 
WOMEN 


(CONTINUED) 


2 1 


i 
r 
l v n 
i 
r 


11-7:30 SHIFT RELIEF 
Part Time Med. Surg. 
LINCOLN COMM. HOSP. 


6850 Lincoln Ave. 
Bu. Pk. 


827-1161 EXT 209 


KITCHEN help, nurses aide for conv. 


..hosp. 537^529. 
K I T C H E N 
supervisor 
for 
convales 
cent hosp. Must have recent train- 
ing. Full. Hy-land Home for Ex- 
ceptional 
Children, 
9861 W. 11th 
St., S.A. Call 531-8741 


K I T C H E N help—day shift full time. 
Apply 
in 
person. 
Royal 
Grove 
Conv. Hosp., 238 S. Flower, Org. 


K I T C H E N Worker, will train days, 
full time. Personnel 
Dept, Hoag 
Hospital, N.B. 


KEYPUNCH OPERATORS 


N E E D E D ! 
F U L L 
T I M E , 
PART 
T I M E , A L L S H I F T S 


772-2900 


•A-KEY PUNCH OPERATORS 
ORANGE COUNTY KEYPUNCH 
776-4531 


K E Y Punch opr. D O E 
Keypunch 
Opr 
trnee 


$475+ 
mos 
exp 
$475 start 
W E A L S O H A V E 
F E E 
F E E 
PAID, 
JOBS 


McKlnstry Employment Agency 
•206 W. 4th. Suite 218, Santa A n a * 
• 543-9364 O 


KEYPUNCH OPERATORS 


F U L L T I M E — S W I N G SHIFT 
E X P E R I E N C E D 
P R E F E R R E D 
S A L A R Y 
N E G O T I A B L E 


E X C E L L E N T CO. B E N E F I T S 


• PROFIT S H A R I N G 
• D I S A B I L I T Y 
P L A N 


• R E T I R E M E N T P L A N 
O M A J O R M E D I C A L 
P L A N 
OSICK P A Y 
• GROUP L I F E 
I N S U R A N C E 
© P A I D H O L I D A Y S 
• VACATION 


C A L L FOR A P P T . 
8 A M TO 11 A M 


Farmers Insurance Grp. 


SANTA A N A , CALIF. 
547-6531 Ext. 208 


KEYPUNCH OPERATORS 


Needed Immediately 
for 
day 
or 
swing shift. Monday thru Friday. 
One year experience reguired on 
IBM 029-059-129 or 5496 Data Re- 
corder. Long or short term iobs 
available. 


Moonliqhtere» earn extra money on 


weekends. 
All shifts available. 


Call Carol at 558-2862 


KEY TEMP 


T E M P O R A R Y H E I P S E R V I C E 
1651 E^Edinger^Ste. 103, S.A._ 
KITCHEN Help to prepare food for 
our 
Italian 
Restaurant. 
Christo- 
_Ph_er^s,_826:4739 
K Í T C H É N "supervisor, fabulous op- 
portunitv, 
full 
charae. 
cocktail 
lounge 8, restaurant, top pay, Or- 


_anae,_ 639-2360. 
L A U N D R Y 
workers, several depts. 
will train. Apply Home 
Laundry, 
200 N. Fairview, Santa Ana, 


LAB AIDE TRNE. 


Strong 
desire 
to 
learn 
medical 
tech. needed. Brite & eager indiv. 
will also handle messenger activi- 
ty. Call Marion Mann. 833-2700. 
Dennis & Dennis Personnel Agency 
of Irvine 
2082 Michelson Drive 


L A B 
Assist — 
full 
medical lab. Veni 
Call 639-4840 


time for local 
- puncture req. 


LAUNDRY WORK 


40 hours a week, rrfldnight to 8 a.m. 
No 
experience 
necessary. 
$2.15 
hour. Older woman preferred. Ap- 
ply in person. 


MAGIC CARPET MOTEL 


1016 A. Katella, Anah. 
772-9450 


* 
L V N 
* 


EMERGENCY ROOM 
3-11:30 SHIFT 
LINCOLN COMM. HOSP. 


6850 Lincoln Ave. 
Bu. Pk. 


827-1161 EXT. 209 


i r LVN'S NURSE'S AIDES 
i f 


A L L 
shifts. 
Buena 
Vista 
Conv. 
Hosp., 1440 S. Euclid, Anah. 535- 
7264, 


LVN's 
St Nurses Aides, all 
shifts. 


_ Conv. Hosp. 826-2330. 
LVN 
relief 
for 
PM 
shifts, 
tustin 
Convalescent 
Hosp., 165 N. 
Myr- 
tle, Tustin, 832-9200. 
TTVft, 3-11, charge nurse, full or pt 
time, Hunt. Bch. area. 842-5551 


i f i f L.V.N. * 
* 
. 


Full time 3-11 p.m. Capable person 
fo supervise shift. Modern 
conv. 
hosp. 
Friendly 
atmosphere, 
638- 
9470. 


MACHINE 0PRS. 


2ND 
shift only, 4-12 mldnite. 
To 
train on plastic ini. mach. 
Xlnt. 
working cond. Ins. 8. raise after 30 
days. Interviews 9-5 p.m. Bud-Wil, 
1170 Red Gum. Anah. 


MACHINE OPERATORS 


PLASTICS, openinqs on all 
shifts 
for exper. operators 8, trainees. 
Clean, light work In modern new 
bldg., 
shift 
bonus 
premium 
for 
nlsht work. 
Oppty. for 
advance- 
ment 8, xlnt. frinqe benefits Incl. 
profit sharing. Aopply In person, 
9-11 a.m., 2-4 p.m.. 


CALIF. INJECTION 
MOLDING 


Irvine Industrial complex 
200 Briqgs Ave.. Costa Mesa 
546-4460 


apply in person, 
933 So. 
Harbor 


M A I D 
W A N T E D 
Frontier 
Motel, 


. BJyd.j Anahoirri. 
M A I D S , motel exp. pref. Apply 
In 
person, Kona 
Kal Motel, 1820 S. 


_West_Stli Anah. 
• M A I D - Motel work. Good salary 
_ Anaheim_area. 821-3330. 
M A I D 
for club work, early 
shift, 
$2.50 hr. Applv Wed. or Thurs. 720 
W. Bay.Ave., Balboa. 


M A I D — M u s t 
have 
either hotel 
or 
motel exp. call 879-7510 for app't. 
Start at $2.05 an hr. 
M A I D S 
for 
lite mental 
sanitarium 
patients. 
Duties: 
clean 
patients' 
rooms, no bed to make, hrs 7-3:30, 
40 hr. wk., 4 days on, 2 off. rotat- 
ing, mature woman pref. 772-1353. 
MAID, part time. Call in person. 
Huntington 
Shores 
Motel 
21002 
Ocean, Huntington Beach. 


MAIDS, motel exp. pref., short hrs., 
must work wkends. Applv in per- 
son. Harbor Motel, 12812 Palm St., 
G.G, 


M A I D M O T E L PART TIME, 2409 N. 
MAIN., S.A. 


M A I D S - Motel. Some exper. Full or 
part time. Start $1.90 hr. No phone 
calls. Apply Sandman Motel, 1800 
E. Katella, at St. College, Anah. 


MAIDS 


$2.00 Hr. 


Full 
time 
days. 
Exlnt. 
benefits. 
Experience preferred. 


SHERATON ANAHEIM 
MOTOR HOTEL 


1015 W 
Ball Rd., Anaheim 
I N Q U I R E P E R S O N N E L O F F I C E 
__An Equal Opportunity Employer 
MAIDS, 
neat, 
average 
height 
8, 
weiqht, must have pride in work. 
Apply in person 9-11 wk days. Sad- 
dleback Inn, 1660 E. 1st, S.A. 
Mail order program, from home 
Xlnt. work 
558-1555 


Mgmt. Trainee 
Dynamic yng. mgr. needs 8 wom- 
en, 18-30 to assist him in newly 
opened ofc. $100-$150 wkly 
salary. 
Must be: 


Neat In appearance 
Poised 
Wlllinq to learn 
Start immed. 
No exper. nec. For Interv. 
call 
533-3980 


M A N A G E R 
T R A I N E E 
Xlnt. opportunity for a career mind- 
ed person with some supervisory 
training, 
retail 
sales St display 
backqrnd. Xlnt. pay 8, frna. bnfts. 
For appt. call Tues.-Sat. (714) 835- 
4033, Miyako Bazaar, Orange. 


L E G A L 
Secty to $550 plus bonus, 
every t 
mos. Fee pd, other fee 
j o b s . 
Fleischman 
Employment 
Aaency, 1400 N. Harbor, Fullerton 
Ste. 727, 870-8000 


L E G A L secretary, experienced, good 
skills. One girl office, Santa Ana, 
Salary 
commensurate. 
Send 
re. 
sume to Box K 907, The Register, 
S..A. 


CE'GAL 
sec'y 
trainee, 
personable, 
willing to learn, type 65 wpm. req. 


_ SH pref. Salary open. 558-8555. 
L E G A L secry. Several, to $650 up. 
fee pd.. other fee Iobs. Saturdays St 
Eves, by appt. Fleischman Employ- 
ment Agency, 1400 N. Harbor, Ful- 
lerton, Ste. 727, 870-8000 


LEGAL SECTY to $850 


E M P L O Y E R P A I D F E E ! Prestige 
Position with International Corpo- 
ration! Varied Work Day! Beauti- 
ful Offices! Excellent advancement 
Potential! Fee lobs also 


JASON B E S T A G E N C Y 
811 N._Broadwa y,_S .A. 
835-8212 


LEGAL SECRETARY $850 
FEE PAID 


Top skills, min. 10 years, mature, 
sharp 8< attractive, legal dlv. of 
Ige. corp. 


ALSO FEE JOBS 


Coronet Employment Aqency 
1621 East 17th Street 
Suite N, Upstairs 


Santa Ana 
._541-4171 


L E G A L 
seef'v, trainee 
pos., open 
July 1, req. sharp sect'y skills, oe 
is no barrier, salary bsed on exp. 
w-5433 mo min., work w-dynamic 
lawyer, some out of county court 
travel, send resume to Box T 908, 
The Register, S.A. An Equal Op- 
portunity Employer. 


L E G A L sect'y., min. 5 yrs..litigation 
exper. Salary commensurate w ex 
per. Beaut, new offices. Penthouse, 
Bank of America Tower, Orange. 
Call Mr. Canale, 835-3401. 
L E G A L S E C R E T A R Y 
T R A I N E E 
Strong typing, no SH, xlnt working 
conds. Prestige, S.A. loc. 835-6212, 
$450. 
_ 
_ 


• L E G A L R E C E P T T R N E E $500+ 
Llte SH, fee negotiable 
A.E A. Employment Agency 


(213)_424L0721 


L E G A L SEC. 


A JUST REWARD 


F E E PA ID 
SENSATIONAL 
law 
firm 
seeks 
friendly sec. to uphold their fine 
reputation. Call 
kirri Clark, 833- 
2700. ALSO F E E JOBS. 
Dennis St Dennis Personnel Agency 
of Irvine 
2082 Mlchelson Drive 


LIQUOR store clerk for very busy 
operation. Must be able to work 
holidays 8< some wknds. Contact 
Bill Paqe, Save Most Liquors. 841 
Baker 
St., CM. 
546-2131. 
Inter- 
views Tuesday thru_Friday. 


LVN CHARGE 


Central Supply 
. „ 
7-3 exp. req 
Call Personnel Department 
Betwn. 8:30 A.M. 8. 4:00 P.M. 


893-5051 


Stanton Community _Hospltal_ 


LVN—full time" P M nite shift. Bever- 
ly Manor 
Conv. Hosp., 3067 Or- 
ange, Anah. 827-2440 


L V N - Füll time, 7-3, Charge nurse, 
see Mrs. Taber, Huntington Beach 
Convalescent Hosp., 18811 Florida, 
H.B., 847-3515. 


M A N A G E R TRAINEE 


25-55 W I L L T R A I N , NIGHT S H I F T . 
A P P L Y A T A8.W D R I V E IN, 6732 
W E S T M I N S T E R , WMSTR. 


• M G M T 
T R N E E 
Retail fabric center needs intelligent 
eager person to train in all phases 
of 
retail 
operation 
to $600 
Mo. 
A P E X 
E M P L O Y M E N T 
A G E N C Y 
6631 
Beach 
Blvd., 
Buena 
Park, 
522-8346, 
1810 
C. 
Newport 
Blvd 
Costa Mesa. 645-4320. 


i c MANAGER 


WOMAN 
over 
30, 5 years 
expert 
enee 
in 
women's 
ready-to-wear. 
Openina new store in Oranae Coun- 
ty. Apply in person: 
WILSON'S HOUSE OF S U E D E 
9844 Wilshire Blvd. 


Beverly Hills 
(213)_553JI909 


"MANICURIST, Xlnt; for elegant sal 


on in Fullerton. 879-3932 


M A N I C U R I S T 
young, 
exp'd. 
top 
men's stvlino salon. Npt. Bch. 548-9174 


MARKET 
ANALYST 


E X P A N D I N G 
pharmaceutical 
com- 
pany in the Irvine Industrial com 
plex Is seeking an individual 
to 
work 
in 
our 
marketing 
depart 
ment. 


C O L L E G E 
degree preferred, with 
emphasis on report writing 8, e 
workinq 
knowledge 
of 
statistics 
Good business trainino with mar- 
keting emphasis is desirable. Must 
enloy a heavy work load, with the 
ability 
to plan St organize 
your 
activity. 


GOOD 
beginning 
salary 
with employee benefits. 


coupled 


Apply 9 
.AM. to 2 P.M., Mon. 
- 
Thurs. 


ALLERGAN 


2525 Dupont Dr., Irvine 
Equal Opportunity Employer 
M - F 


M A S S A G E TECHNICIAN 


WANTED 
EARN UP TO $8.00 HR. 


No Exp. Necs. Legitimate Operation 


535-4393 


_ 
909 S. Euclid, Anah. 


M A r s T Ü S E needed ages 23 to 35, if 


no experience, we will train. Leqlt 
546-2045, if no_answer, 847-91 ll._ 
MASSEUSE-wlll 
train interview 
10 
a.m.-6 
p.m., 
710 
W. 
Common 
wealth. Full. 525-9358. 


O MASSEUSE WANTED - 


E X P E R I E N C E D or Inexperienced 


Good Pay 
833-2100 


M A S S E U S E W A N T E D $600 MO. 
XLNT. OPPORTUNITY. W I L L 
TRAIN. 83918964, 535-5018 


i f MASSEUSES 
if 


Aqe 18 or over 
_ Guar._40% - 50% 642-0450 M-F 
M E D I C A L R E C O R D S T R A N S C R I B E R 
Exper. part time. Sat. & Sun. Tustin 


Community Hospital. 83B-9600 Ext. 
3 3 7 . 


"M'ÉDÏCAUTR "EC O RDS~C L t'R'K 
Exper. Full time. Xlnt. Benefits. 
TUSTIN C O M M U N I T Y 
HOSPITAL 
838-9600 Ext. 337 


JOBS OF INTEREST - 
WOMEN 


JOBS OF INTEREST - 
21 WOMEN 
21 


KEYPUNCH 


Day Shift 


6 MONTHS actual work experience 
on keypunch, keytape or key disc 
device. 


A P P L Y In the Personnel Depart- 
ment Monday 
through Friday, 9 
a.m. ' 12 noon. 


PACIFIC MUTUAL 


700 Newport Center Dr., Nwnt. Bch. 


An equal opportunity employer 
K E Y P U N C H operator, Univac, exper 
_only. Days, Call Linda^O-SOSS. _ 


KEYPUNCH OPERATOR 


Minimum 1 vr. experience on IBM 
029 • Part time eveninqs apply in 
person: Huntington Intercommuni- 
ty 
Hospital 
17772 
Beach 
Blvd; 
Huntington Beach 


M A N A G E R-Sales 


Immediate EMPLOYMENT FOR 


ASSISTANT S T O R E M A N A G E R 
EXPERIENCED SALES PEOPLE 
CASHIERS 
F U L L & P A R T T I M E 


You'll realty enjoy one of these positions. You want to 
know why? 
-5 day work week -Excellent company benefits -Profit 
sharing, stock purchase plan -Fres major medical 
insurance -Free hospitalization -Free life insurance 
-Liberal discount -Sick leave and paid vacations 


LANE BRYANT SO. COAST PLAZA 


Interviews 
June 4th & 5th, 10 a.m. to 5 p.m. 


An Equal Opportunity Employer 


» 
T 
V 
» 


DIO 
The REGISTER 
Monday, June 4, 1973 


JOBS OF INTEREST 
- 


WOMEN 


( C O N T I N U E D ) 


21 


i MEDICAL 
RECORDS 
TRANSCRIBER 


All shifts. Hospital expert 
ence required. Excellent sal 
ary 
benefits. 


PALM HARBOR 
GENERAL HOSPITAL 


« 12860 PALM ST. 
' 
G A R D E N 
G R O V E 


537-5160 


* 
* 


M E D I C A L 
s u r B I c a 1 Transcriber. 
Summer 
fill-in 
work, 
day 
shift. 
Exper. requlred,_842-0611 ext._231.. 
M E D I C A L Assistant wanted exper In 
lab. x-ray & E K G approx. 32 hrs. 
per wk. age 25-35 Sal. commensur- 
ate w-exper. Call 548-3742 


Medical 


BACK OFC. to $600 


Dandy Dr. desires Indlv. to dispel 
all patients doubts. The responsible 
person who lands this oreat 
pos. 
will 
love 
It. Call 
Bonnie 
Burke. 
778-3380. 
, 
„ 
Dennis & Dennis 
Personnel 
Agency! 
710 N. Euclid, Suite 121, Anah. 


Medical 
Transcriber 
Bkkpr; 
Frnt. Ofc. 
Ofc. M g r . 
Bck. Ofc. 
Lab. Asst. 


$600. 
$600. 
$500. up 
$550. up 
$500. up 
$500. 


G R O V E E M P L O Y M E N T 
A G E N C Y 
537-3189. 
9656 G.G. Blvd., G.G 


M E D I C A L 


SECTY. to $9600 


P R E S T I G I O U S pos. w very brilliant 
surgeon offered to high-class Indlv. 
seeking a career & not lust 
rou- 
tine, Beaut, ofc. Call Denlse Carr, 
835-1185. 
, . 


Dennis & Dennis Personnel 
Agency 
1600 N. Broadway, S.A 


• MED'L 
...$750 


F E E 
P A I D 
_ R N for convalescent hosp. Choice 
of shift. 
„ 
, 
. 
, 


• 
Front 
office 
«XD. 
required, for 
beach area. Doctor salary to $550. 
F E E , R E I M B U R S E D . 
A L S O 
F E E 
J O B S . 


• UNKEL AGENCY • 


1819_N. Broadway, S.A._ 
542-1102 


M E D I C A L 
Receptionist needed, min. 
1 
yr. 
exper. 
for 
busy 
medical 
group. Call Terry at 638-2450. 
M E D I C A L 
& 
D E N T A L 
exclusively 
since 1959. Call 525-1935 A S S U R E D 
E M P L O Y M E N T 
A G E N C Y 
240 W. 
W H I T T J E R _ B L . — L A _ H A B R A 
Mfcd. Ins. Secty to $600 


S P E A K Spanish exper'd. Medicare, 
medical & personal Insurance. Gd. 
typist, med reports 
Coronet Employment Agency 
1621 East 17th Street 
; 
Suite N, Upstairs 


Santa; Ana 
541-4171 


M E D i ' C A L 
records 
trans, full 
time 
days, Mon. - Fri. 
All 
phases 
of 
medical records. Xlnt. starting sal- 
ary , & benefits. Apply 
personnel. 
Doctors Hospital of Lakewood, 3700 
E . 
South 
St., 
Lakewood, 
213-531- 


2550 ext. 423. 


M E D t C A L 
receptionist. . M u s t 
know 
front & back ofc. Exp'd. only need 
_applX_544.-6810. 


JOBS OF INTEREST 
- 
WOMEN 


( C O N T I N U E D ) 


2 1 


JOBS OF INTEREST • 
WOMEN 


( C O N T I N U E D ) 


21 


JOBS OF INTEREST 
WOMEN 
21 


Nursing 


* 
R.N/S 
* 


R.N. 
-relief, 11 to 7:30 
R.N. - charge, 3 to 11:30 
L.V.N. - relief, 3 to 11:30 


* 
AIDES i c 


Mature, experienced 


Fountainbleau Nursing Center 
3415 W. Ball R d „ Anah. 
826-8950 


Nursing 


ST. JOSEPH HOSPITAL 


RN'S 


P M ' s 
& N I G H T • Med.-Sug.,, E.R., 
ICU, Concentrated Care. Full time 
or call needed all shifts. Excellent 
salary 
& 
personnel 
benefits. 
A P - 


P L Y P E R S O N N E L 
O F F I C E 
9 A M to 3 P M Weekdays 
ST. JOSEPH HOSPITAL 
1100 STEWART DR., ORANGE 


N U R S I N G Aides - All Shift J 
Relief L V N ' s 
. A-l working cond. 
_ 
„„„, 
contact Betty 
879-7301 


N U R S E S Ai3es, R.N.'s, orderlies for 
conv. hosp. 537-9529. 


M E D I C A L 
office 
receptionist, need- 


_ ed, exper_prefeired, 838-8151. 
M E D I C A L 
secty, 
must 
be able to 
type 
medical 
consults, 6. 
etters. 
Some phone work for alumni activ- 
ities, 
hrs 
dependent 
upon 
vital 
work, 838-4452. 


"3-11 -"11-7 lull 
time 


Med'l. Records Transept. 


' F O U N T A I N 
V A L L E Y 
C O M M U N I T Y 
H O S P I T A L 
C O N T A C T P E R S O N N E L 
O F F I C E 
1 
M O N - Thurs. 9 P M 
17100 Euclid at Warner 
979-1211 


, 
An Equal Opporlunity_Employer 


M E D I C A L 
A S S I S T A N T 
Front office". 
Hadley system. Heavy phones, ap- 
pointments, general duties. Intern- 
tet-C&rdioloslst, 
Fullerton 
area, 
ex- 
per preferred, 871-3566. 


M E D I C A L 
R E C O R D S 
C L E R K 
to 
$480J The responsible mature per- 
son with previous exoer. will enloy 
»his i! spot 
In xlnt. 
large 
facility- 
Must 
like to work 
alone. 
Hours 
8-4:30, 
no 
weekends. 
Outstanding 
benefits. 100% free to applicants, 
alsoifee lobs. 
Abigail Abbot Personnel Agency 
505 N. Euclid, Anah, 
533-2610 


230 W. Warner, S.A. 
557-6122 
¿OU V». 
IIVI , 


M E D I C A L 
T R A N S C R I B E R , 
P A T H - 
O L O G Y 
E X P . 
P R E F . 
P H O N E 


828-7556. 


M E D I C A L 
Secy challenging position 
In orthopedic office. Exper. neces- 
sary 
847-7614. 


M E S S f e N G E R - p t 
time, 
must 
have 
own car, ml allowance, call Jenni- 
fer. 833-1390, for appt. 


MESSENGER 


if 
vou 
are 
a 
dependable, 
eager 
person looking for a place to so, 
let an old line firm show vou the 
way & get paid $550 mo. Call Bob 
Dempsey 835-7503_ 
C O X E D W A R D S & A S S O C I A T E S 
A G E N C Y 
1200 N. Main,_Suite_224,_S.A. 
MICROELECTRONICS 


Openings In mfg. for exp. help or 
trainees as 


ASSEMBLERS 
PROCESSORS 
TESTERS 


$2.25 start as trainee. Med. Ins., 
pd. vac. Apply In person Mon. 6-4 
Statek 
Corp.. 
1233 Alvarez 
Ave., 
Org. (714) 639-7810. A n equal 
op- 
portunlty employer. 


O M O D E L I N G O P P O R T U N I T I E S 
© 
L O O K I N G for models, exper. not re- 
quired, 
fashion 
photo 
and 
T V 
comm'l. W y n n Studios, 836-0151. 


* 
MODELS 18-25* 


Topless magazines. $50. a day paid 
dally. No exp. Long 
Beach, Coll 
Collect (213) 865-5552 


M O D E L S — I f 
you are a prof, or if 
vou have the desire 8. potentla 
to 
become one, call for appt. 521-6401. 


M O T E L 
bed 
maker - over 18 
yrs 
old, 531-0084. 


MOTEL MAID 642-8252 


M O T E L 
Maid, expd., $2 an hr. El 
Don Motel, 538-3834, 11596 So. Ana 
helm Bjvd.. Orange 
M O T È L 
maids 
v/anted. Will 
train. 
Apply in person Costa Mesa 
Inn, 
3205 Harbor 
Blvd., CM. 
Nr. 
bus 
stop. 
M O T E L M A I D , 
E X P E R I E N C E D © 
T H E M E S A 
646-9681 


415 N 
Newport Blvd • Newpt. Bch 


M T S T 
Opr. - prefer 
S.Hi 
but 
not 
necessary. To $550 a mo. Fee paid. 
Other 
fee 
lobs. 
Fleischman 
E m - 
ployment Agency, 1400 N. Harbor, 
Fullerton, Ste. 727, 870-8000 


flCR 
Operator 
- 33; 
knowledge 
of 
accts rec. Liberal fringe benefits, 
pleasant 
office. 
Irvine. 
Call 
M r . 
Davrs. 546-9383. 


O NURSES AIDES • 


Experienced Apply Ir person 


BASLER SUNHAVEN 


Convalescent Hospital 
301 E. B A S T A N C H U R Y 
F U L L E R T O N 
879-6960 


NURSES AIDES 


D A Y S , Part time & ft, II time. Ex- 
perienced. Apply In person. 


BASLER CARE 


1015 N. Broadway 
Santa Ana 


Nurse 


• 
LVN 
* 


C H A R G E 
N U R S E , 3 to 11 shift 


* 
AIDES 
* 


Good wcrklnq conditions & benefits 


BASLER SUNHAVEN 


2222 N. Harbor 
Fulierton 


NURSES AIDES 


Full time. Experienced, apply 


CASA PACIFICA 


861 S. H A R B O R 
_ 
A N A H E I M 


O NURSE LVN 


D A Y S . Apply In person 


BASLER HOME 


1015 N. B R O A D W A Y 
S A N T A 
A N A 


Nursing Home 


* L V N ' S 
•¿•NURSES AIDES 
•^HOUSEKEEPERS 
Offers: 


© R E T I R E M E N T 
© P R O F I T 
S H A R I N G 
• C R E D I T 
U N I O N 
• P A I D 
V A C A T I O N 


SINGING SPRINGS 


12072 T R A S K 
G A R D E N 
G R O V E 


© N U R S E S 
A f D E S O 
Exper. all shifts. Apply in person 
Fountain Convalescent 
Hosp. 1835 
La Veta, Orange. 
^NURSES A I D E S ^ 


W E have Immediate full time open- 
ing for nurses aides with at least 1 
year 
general 
hospital 
experience 
on itie P.M. shift (3 p.m. to 11:30 


Apply In person: H U N T I N G T O N 
IN- 
T E R C O M M U N I T Y 
H O S P I T A L , 
17772 Beach Blvd., 
Huntington Beach 


N U R S E S aides for P M shifts, Tustln 
Convalescent Hosp.. 165 N. Myrtle, 
Tustln, 832-9200. 


N U R S I N G 
• N E W * 
MERCY 
GENERAL 
HOSPITAL 


2701 South Bristol St. 
Santa Ana, Calif. 92704 
Phone (714) 979-3500 


Full Time & Relief 
Applications Accepted 
9 AM to 4 PM 


RN'S 


® HOUSE SUPERVISORS 
3 to 11 


• ICU - CCU & LVN 
3 to 11 & 11 to 7 
®0B DEPT. 


3 to 11, 11 to 7 


• LABOR & DELIVERY 
• POST PARTUM 
• 
NURSERY 


•EMERGENCY 


• FULL TIME & RELIEF 


11 to 7 
ö ER TECH 


MED. 
1 SURG. 


© RN 


11 to 7 
® SURG RN 


3 to 11 


Excellent Benefits 
& work conditions 


An Equa1 Opportunity 
Employer 


N U R S E 


RN DAY SUPERVISOR 


Excellent fringe benefits. APPIV 


BASLER HOME 


1015_N. Broadway 
Santa Ana 


N u r s e s 
aids. 
RehaB. 
hosp. 
nds. 
aids. Immed. $1.85 + . All 
shifts. 
Apply 
3435 
W. 
Ball 
R d „ 
Anah. 
821-1440. 


N U R S E S ' aides. All shifts. Geriatrics 
& mentally retarded patients. W. 
Anah. area. Call 821-7310. 


Nurse 


LVN 


Immediate opening for new reha- 
bilitation unit. Emphasis on prov- 
iding 
emotional 
support. 
Prior 
work 
experience 
or 
educational 
background with emphasis in psy- 
chology very helpful. 
Please contact Personnel Office 
So. Coast Community Hospital 
499-1311 
So. Laguna 


A n equal opportunity employer 
N U R S E S 


Community 
Hospital 


27802 Puerta Real 


Mission Viejo 
(East of San Diego Frwy. 
Crown Valley Parkway) 


(714) 495-4400 
(714) 831-2300 


RN'S 


9 MED. SURG. 
3 to 11, 11 to 7 


© MED. SURG. AIDES 
3 to 11, 11 to 7 


• ICU - CCU 


3 to 11, 11 to 7 


® ER 


11 to 7 


© SURGERY RN-TECH 


7 to 3 


© PEDIATRICS 
11 to 7 


© 0B, RN & LVN 


11 to 7 


& WARD CLERK 
11 to 7 


Excellent Benefits 
& working conditions 


An Equal Opportunity 
Employer 


+ 
NURSES AIDES 
* 


Exper. & Mature. 3-11 Shift 
Fountainbleau Nursing Center 


3415 W. Ball Rd.j jAnah. 
826J950 


N U R S E S 
aid - Orderly, exper. not 
ncc. Openings on days 7-3, mldnlte 
11-7 Gd. bnfts. M a k e 
applications 
at 1445 Superior Ave., N.B. or call 
6^2-2410. 


N U R S E ' S 
Aides-all 
shifts. 
Beverly 
Manor 
Conv. 
Hosp., 3067 W. 
Or- 


_ange,_Anah. 827-2440 
N U R S E S ' 
aids, 
7-3:30"~sHWt, 99-bed 
convalescent 
center. 
Beaut. 
New- 
port 
Bch. setting, 7 pd 
holidays, 
vacation & sick leave. Park 
Lido 
Flag Ship convalescent Center, 466 
Flag Ship R d „ Newport_ B cii. 


NURSING SUPERVISOR 


3-11 Small acute hosp. Orange Co. 
Must have supv. exp. Sal commen- 
surate 
w-exper. 
Please 
send 
re- 
sume to: Box K, 905, The Regis- 
ter, S.A. 


N U R S I N G 


FOUNTAIN VALLEY 
COMMUNITY HOSPITAL 
OR Techs 
Fulltime 


OR R.N.'s 
7-3:30 


C O N T A C T P E R S O N N E L 
O F F I C E 
M O N . - T H U R S 9 P M 
17100 Euclid at Warner 
979-1211 
_ 
A n egual opportunity employer 
N U R S E 
aide, 
7;3 
Experience 
pre- 
ferred. 
Huntington 
Beach 
Conval- 
escent Hosp., 18811 Florida, N.B., 


_847-3515. 
N U R S E S A I D É , 11-7 SHTFT, IN S M . 
G U E S T H O M E . 839-4422. 


O F F I C E 


Permanent & Temporary 
ALL JOBS 


100% FREE 


OFFICE JOBS 


- k i r 


1 G I R L O F C . Buena Pk. 
.. to $563. 


P B X 
Recpt 
$525. up 


E X E C . S E C T Y 
to $700. 


P E R S N L . S E C T Y 
to $700. 


S T E N O . 
G E N . 
O F C 
to $650. 


A C C T S . R E C E I V A B L E 
$568. 


A C C T S . P A Y A B L E 
$568. 


B I L L I N G CLK., S. Fe Sp 
$500. 


O R D E R 
D E S K 
$510. 


G E N . OFC.. S„ Fe Sp 
to $475. 


C L K . T Y P I S T S 
$568. 


INS. T R A I N E E 
$500. 


PT. T I M E La Mlrada 
... to $3. hr. 


IDEAL 


PERSONNEL AGENCY 


15052 Rosecrans, Rm. 106, La Mlrada 
(La Mlrada Center, Prof. Bldg.) 


523-2223 
(213) 944-6157 


O F F I C E - O N E G I R L OF'C^TE. Ana- 
helm, exper., xlnt. oppor. & bene 
fits. Jim Osborn. 524-3934. 


O F F I C E 
G I R L , 
for bookkeeping 
& 
tax office. Receptionist, good typ- 
ing, light bkkpg. Experience 
req. 
Oper. 10-key adder. Work V2 days 
now 
with 
possibility 
increase 
to 
full time. Orange office. Call 538 
0172. 


O F F I C E 
mgr., 
medical 
l a b T ^ h v y 
bkkpg, apply In person, 202 Hospi- 
tal Circle, Suite B4, Wmstr. 


O F F I C E 


JOBS 
By 


ZENA 


©EXEC SECY 
$800 


Fee paid, some hospital experience 


©SECY 
$600 


No 
shorthand 
dental 
Insurance 
paid 


©GIRL FRIDAY ....to $600 
Excellent local co. w-benefits 
©PURCHASING 
T R A I N E E 
$433 


Good advancement 
©CUSTOMER SERVICE .$294 


Handle complaints, etc. 
©PURCHASING CLERK $475 


Some exp. preferred 


©COLLECT 
COORDINATOR 
$502 


Some collect, experience 
©GEN'L OFFICE 
$433 


Some typina, will train 


A L S O F E E 
L I S T I N G S 


714-956-1000 


905 N. Euclid, Suite " A " 
(Between La Palma 8, crescent) 
Anaheim, Calif. 
C A L - F A I R 
A G E N C Y 


O F F I C E 
mgr. 
or 
exec, 
secty 
for 
orthodontic office. Exp. pref. Must 
be 25-35. Tustin area, 832-5060. 


O F F I C E clerk, type LT, bkwk., pay- 


roll, misc. duties. 541-2080 
, 


O 
F 
F 
I 
C 
E 
Clcrk-qd 
m a t h 
backgrd, some office exoer essen- 
tial. Call M r . Sherman 8-9 a m or 
4-5 pm only 879-1770 Anah. 


OPERATORS EXPD. ONLY 


S T E A D Y 
work 
- good 
pay - 
pd. 
vac. Sportswear Mfgr. 


642-3472 
COSTA MESA 


O R D E R 
desF~& gen'l. office. M u s t 
have some office exp. Invoice typ- 
ing-order 
filling. 
Reg. 
gd. 
phone 
voice. 40 hrs. wk. Starting 
salary- 
$475 
mo. 
Apply 
In 
person. 
No 
phone Info.-Waish Enterprises. 1543 
Placentla, Anaheim. 
A n Egual Opportunity 
Employer 
O R D E R 
T A K E R S — d a y s 
or 
eves., 
sal. $1.80 hr. from our ofc. or your 
home._No exp^nec. CalJ_894-2750._ 
O R D E R 
Desk 
— Cust. 
rltnS 
lite 
sect'l. $563. Fee pd., other fee lobs. 
Fleischman 
Employment 
Agency, 
1400 N. Harbor, Fullerton, Ste. 727, 


_ 870-8000 
O R D E R 
Desk, H v y phone 8. Invoic- 
ing, for paint mfgr. 546-6660. 


P A C K E R , 
Inspector for plastic tub- 
Ing factory, no exp. nec. Steward 
Plastics Inc., 1607 W. Orangearove, 
Orange 538-8866 


NURSES AIDES 


M U S T 
be mature, 
on-the-lob-traln- 
Ing, call Mon. thru Fr. 8 a.m. - 2 
p.m. 
Farmdale Conv. Home. 828- 
8222. 


P A S T E U P 8, D E S I G N . Does a car- 
eer In Interior design Interest y o u ? 
In 
this 
flunky 
starting 
spot 
vou 
will do design boards, art layouts, 
location 8< diagram on room layov-| 
ers, etc. Great potential to go on 
up 
with 
young 
but 
established 
oompany. 100% free to applicant. 
Also fee lobs. 
Abigail Abbot Personnel Agency 
505 N. Euclid, Anah. 
533-2610 
230 W. Warner, S.A. 
557-6122 


PAYROLL CLERK 


Medical 
devices 
manufacturer 
lo- 
cated In the Irvine industrial com' 
plex Is offering a permanent posi- 
tion to candidate having at least 2 
years recent exper. In automated 
payroll system, report preparation 
& detailed functions related 


EDWARDS LABORATORIES 


Dlv. of American Hosp. Supply Corp. 
17221 Red Hill Ave., Santa Ana 
A n Equal Opportunity 
Employer 
P B X 
telenho'ne" answer 
serv. p~t to 
full time, swing, exper. start 
at 
* M L 
h b n f t s . 
635-6700. 


P B X 
O P E R A T O R 
- exp. pref. 
P I 
time. For appt. call bet. 10 p.m. - 
2 p m 830-7711 El Toro, 542-7225, S A 
P B X 
Answering service, Exp. pref. 
4-10 incl. wkends. S.A.. area. 542- 
1164. 


P B X operator full or pt time, morn- 
ing & swing shift, Mon-Frl, or wk 
ends, exp or will train. 639-2233 


PBX TRNEE. 


Talk the hrs. away & take home 
groat pay. This delightful co. seeks 
a very cheerful voice, call Debbie 
White, 778-3380. 
Dennis & Dennis Ptrsonnel Agency 
710 N. Euclid, Suite 121, Anah 


"PBX 


Weekdays 
6 a m 
to 2 Dm 
Exp. 
helpful but not nec. must type & 
have gd. appearance 20—25 pref 
call for appt. Mon., Wed., Thurs. 10 
A M — 4 P M 


S A D D L E B A C K 
I N N 
12500 & Firestone 
f a r w a l k 
(213) 868-0401 


PBX OPERATOR 
HOSPITAL EXP. REQUIRED 
APPLY 


CHAPMAN GENERAL HOSP. 
260J^ E. CHAPMANjORANGE 
P B X 
answering* 
service, 
eves. 
& 
wkends. 
Pt. 
time. 
Exper, 
pref. 


534-4444. 


P B X operator - relief work, must be 
exper. 
on a 
cord 
board. 
Please 
call 
btwn. 8:30-11 am. Only 
639- 
3900. 
... 


* P B X Trainee ....$1.85 hr 
NO exper. nec. Able to work some 
weekends. 
Must 
have 
transporta- 
tion. Earn while learning. 
E C H O 
J O B 
A G E N C Y 
893-5011 


_ 
6531 Westminster,_Weslminster 
P E R S O N N E L C L E R K to S650. Com- 
pany is moving into beautiful new 
corporate offices. You will 
assist 
good 
natured 
personnel 
director. 
Handle records, reviews & raises, 
absences 
etc. 
Prefer 
some 
expo- 
sure 
or 
exoer. 
personnel. 
100% 
free fo applicant. Also fee lobs. 
Abigail Abbot Personnel 
Agency 
505 N. Euclid, Anah. 
533-2610 


230 W. Warner, S.A. 
557-6122 


( C O N T I N U E D ) 
PERSONNEL 
RECRUITER 


TRAINEE 


School teachers, recent grads, re- 
tired service people, dads 
whose 
families are ralsod and are looking 
for a meaningful new career, col- 
lege students looking for summer 
work, we have a position for vou 
You'll 
be coordinating 
the actlvl- 
ties of this office with our clients 
needs 
in 
Interviewing, 
testing, 
evaluating, and dealing with 
peo- 
ple. 
Salary, 
bonus, 
sick 
leave, 
medical 
and 
other 
benefits. 
For 
app't. Call 
International 
Business 
Associates, 2700 N. M a i n , S.A. 835' 
9641. 
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JOBS OF INTEREST 
- 
WOMEN 


( C O N T I N U E D ) 


R E C E P T I O N I S T to work In hair cut- 
ting shop. Part or full time. 547. 
0079 ask for Lisa. 


RECEPTIONIST 


TRAINEE 
. 


Will 
be trained 
in 
all duties 
In 
office 
for 
consultant. 
Lite 
typing. 
Call 835-1661 I B A of Calif., 2700 N. 
M a i n Suite 325, S.A. 


PERSONNEL 
COUNSELOR 


Recent promotion has created an 
outstanding opportunity 
for some- 
one to become personnel counselor 
in our Garden Grove Office. If you 
are creative, energetic, and enlov 
dealing with people, then this post 
tion is worth your Investigation. 
Past personnel exposure Is helpful, 
however, other related office expe- 
rience will help you qualify. Task 
force Is a national Personnel serv- 
ice and one of the nation's oldest 
and largest. 
If vou 
are the self 
starter 
we 
are 
seeking 
pleas« 
phoae (213) 387-3212 collect & ask 
R.L. Owens, V P., for a confides 
tlal Interview, 


P H O N E sales. Work at home. Some 
handicap 
regulred. 
Exper. 
pre- 
ferred. Free training. $3. to $6. per 
hr. possible. Call collect 
Fontana 
(714) 823-3438. 


P I C K U P 
& 
delivery 
girl 
needed, 
xlnt. opportunity for 
advoncement 
21 or 
over, 5600 
E . 
L a 
Palma, 
Suite 5520j_Anahe!!5. 


P Ì C K - U P & delivery for type setting 
co. Mon. thru Fri. 314 W. Ball Rd., 
Anh. 


P L A S T f C 
Inlecflon 
mold 
machine, 
operators, day 8, night shift, open- 
ings, work 
wk 
Mon-Frl., 
Immed. 
openings, 
no 
exper 
nec. 
Apply 
Mon-Frl, 1846 Orangethorp» 
Park, 
Anah. 


P R E S S E R , 
expd, 
auto 
equipment, 
Norge Village, 1701 W. 
Chapman, 


Orange. 
• 


P R I C I N G 
Clerk - Tempo full or pt 
time. 838-1244 Betw 10 a m 8. 5 p m 
P R I N t E D 
C I R C U I T 
Board 
Inspec- 
tor. 
New 
P C B 
shop 
needs 
exp. 
Inspectors and touch up girl 
Apply 
1222 E. Pomona, Santa Ana, near 
Stanard_J._Edl.nger 


P R I N T E R , must be exp'd on ITË'fC, 
A B Dick or Multi. 836-0935, 
^PRODUCTION WORKERS 
T O $2.50 hr. Trainees okay In many 
different kinds of Industries. High- 
er salary for skilled with previous 
factory experience. 


E C H O J O B A G E N C Y , , , 
893-5011 
6531 Westminster, Westminster 


P R O O F 
O P E R A T O R — E x p e r . 
req. 
excellent benefits plus salary. For 
information 
call 
B a r c l a y ' s 
Bank, 
M i s s Blackburn, 778-3210. A n equal 
opportunity employer. 


PUBLIC RELATIONS 


M u s t be sharp & people oriented 
El Toro area. Type 50, figure apti 
tude. 
. 
, . 


Riviera Employment 
Agency 


Orange Co. Airport Area 
2082 Business Center, Ste. 290 
Irvine 
833-9410 


Public Relaffons! 
" 


SEA & SAND 


What could be more fun this sum- 
mer than this casual P.R. lob on 
the beach. Great $ potential. Free, 
also Fee. 
. . 


Riviera Employment Agency 


Orange Co. Airport Area 
2082 Business Center, Ste. 290 


Irvine 
l - 


P U R C H A S E 
Clerk-Heavy 
typing 
& 
phone work. Salary $500 a mo. 540- 
1609. 


RATE CLK BANK 


N E W 
branch 
ofc., 
malor 
bank 
seeks 
sharp 
indlv. for 
this 
Inpt. 
spot. Fabulous loc. & bnfts. Call 
Norma Sands, 833-2700. 
a 


Dennis , Dennis Personnel Agency 


of Irvine 
2082 Mlchelson Drive 


R A T I N G Clerk, trainee, no typing, to 
$455. 
Fleischman 
Employment 
Agency, 1400 N. Harbor, Fullerton, 
Ste. 727, 870-8000. 


R 7 E 7 ~ S A L E S — S U C C E S S 
C A R E E R 
N E W 
or 
experienced. 
Join 
the 
world's largest and fastest growing 
resale organization with a network 
of over 300 offices & become 
a 
member 
of our 
Millionaire 
Club. 
Multi-million d o l l a r 
advertls ng 
p r o q r a m. Guaranteed licensing 
school. 
Excellent 
sales 
training. 
Virginia Jones, 835-4811. 
< 


RED CARPET, REALTORS 


Real Estate Sales 


FREE 
LICENSE 
TRAINING 


F A M O U S license course now avail 
able thru Tarbell Co. applicant ful 
ly reimbursed 


©Full training program 
©Free placement service 
©Advanced Training 
©Management 
Opportunity 
©More Advertising 


Than any other realtor 


Call Al Sloan 
832-5440 
TARBELL 


REAL ESTATE 


New dept. Mfgr'q. firm, needs as 
ststant 
R.E. 
Director. 
Your 
boss 
will be out of town leasing 
shop- 
pin» 
centers. 
Your 
lob—be 
his 
right hand back here In corporate 
Irvine hdgtrs., previous P . E . exper 
preferred. Some typing, no short- 
hand 
Young 
aggressive 
company 
in the recreational field. 
I.B.A. of Calif. Agency 
Suite 325 
2700 N. M a i n ^ S . A . 
835-1661 


R E A L E S T A T E 
S A L E S 
See our Ad Class 20 


GOLD STAR REALTY 


R E C E P T I O N I S T - a o n l 
office 
duties, 
lite typing, filing 
& 
payroll, 
630- 
1730, 3121 E. La 
Palma, Sie. 
K 
Anaheim. 


R E C E P T I O N I S T 
to work 
In a new 
Co. 
In 
Irvine 
Ind'l 
Park. 
M u s t 
have 
ability 
to greet 
customers, 
have a pleasant phone voice & be 
an accurate tVPlst. for Interview & 
information, contact M e l 
Bowman, 
Ricoh Electronics, 
Inc. (714) 556- 


_8672. 
R E C E P T I O N I S T 


CIRCUIT 
ASSEMBLY 
CORP. 


HAS 
IMMEDIATE 
OPENINGS 


FOR 


RECEPTIONIST 


ASSEMBLER 


SHIPPING 
RECEIVING 


INSPECTOR 


PACKAGERS 


PAID HOLIDAYS 
PAID VACATION 
GROUP INSURANCE 
CIRCUIT ASSEMBLY 
3169 RED HILL AVE, 
COSTA MESA 
(714) 540-5490 


an equal opportunity employer 


* 


RECEPT.-TYPISTS 


B R I T E cheerful person w-good typ- 
ing 4 
mslli aptitude Is what we 
need on part time basis. 4 hours, 2 
days a week. Must be flexible on 
wide variety of duties & able to 
_ w o r k for a woman. 832^8388^ ext._9. 
R E C E P T I O N I S T pt. time, to work In 
orthodonltc ofc, morns, must have 
pleasant phone voice, neat & at- 
tractive past sec'tv exp desirable 
546-5170 
•• 


R E C E P T - for dental lab, must have 
2 vrs. exper. In the dental field. 
Please 
contact 
Treba 
439-0030. 
Betw, 9:30 & 11:00 a m & 3 & 4:30 
pm d N L Y ! 


RN'S 


Medical-Sura. 
11 p,m. - 7 ».m. 


F U L L & P A R T f I M E 
I C U 
11 p.m. - 7 a.m. 


F U L L & P A R T 
T I M E 
E . R . 
11 p.m. - 7 a.m. 


F U L L & P A R T 
T I M E 
Operating Room 
7 a.m. - 3:30 p.m. 
F U L L 
T I M E 


CHAPMAN GENERAL HOSP. 
2601 E. Chapman 
Orange 


RECEPTIONIST - PBX 


F E E 
R E I M B U R S E D ! 
Great Start- 
ing Salarvl Plush Office! Need av- 
erage 
typing, 
bright 
personality 
and well-groomed appearance! Fee 
lobs also 


J A S O N B E S T 
A G E N C Y 
811 N. Broadway, S.A. 
835-8?12 


Receptionist 


CLERK 
TYPIST 


2 
positions 
Typing 
50 
w.p.m., invoices, summary 
reports, posting to inventory 
cards. 


Apply 


MICROELECTRONICS 
TESTING LABORATORIES 


17312 Gillette, S.A. 


(714) 546-5551 


Receptionist 


PRIORITY 
RECEPTIONIST 


©RECEPT 
to $600© 


Excellent benefits. M o v e ahead 


©RECPT-Cshr 
$541© 


Lit typing only. Some Saturdays 


©RECEPTIONST .to $500© 


Lots of variety. Some bookkeeping 


• RECEPT. LEGAL . . . $ 5 5 0 » 


Co. will train In this position 


©RECEPT-TRAIN 
...$450© 


Advance to Sec. No exp. necessary 


• RECEPT 
to $400 • 


Public contact and 
variety 


• RECEPTIONIST $500 UP • 


Two-man office needs helping hand 


P R I O R I T Y 
P E R S O N N E L 
A G E N C Y 


1437 Palmyra, Orange 
639-6800 


9107 Boles, Westmr. 
894-1361 


230 E . 17th, Costa M e s a 
645-7750 


2664 W. Lincoln, Anah. 
821-7640 
Receptionist 


* 
PART TIME 


Attractive 
& 
personable, 
flexible 
hours, lite typing, filing, oleasant 
phone voice. Phone for interview, 
M r . Allgeier 547-7341 


RECEPTIONIST $475 


P R E S T I G E 
POS. for pretty 
person 
w prominent local firm. Pub con' 
tact 
& 
posh 
surroundings 
here, 
Call Dee Lyons, 835-7503. 
C O X E D W A R D S 8, A S S O C I A T E S 
A G E N C Y 
1200 N. Maln,_Sulte 224, S.A. 
RECEPTIONIST TRNEE. 


N O 
F E E 


Love public contact? Llk» to meet 
& greet all d a y ? A brtte sparkling 
Indlv. 
is 
sought 
by 
the 
fastest 
growing personnel agency In O.C 
Call Martha Smith, 778-3380. A L S O 
F E E 
J O B S . 
Dennis & Dennis Personnel 
Agency 
710 N. Euclid, Suite 121, Anah. 


JOBS OF INTEREST 
- 
WOMEN 


( C O N T I N U E D ) 
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RN - LVN 


F U L L 
or 
part time, 11-7:30 shift, 
sal. commensurate w education A 
exper. Xlnt. opptys. for continuing 
education. Call or write Director of 
Nurses. 


Fullerton Community Hospital 
P.O. Box 5126, Full. 92635, 871-1120 


RN 


Nit* 
Shift 
Pt. 
Time 
Frl. 
I 
Sat 


Nltos. 


CHARGE NURSE 


L.V.N, 
or 
Lie. Psych. Tech. 
pt. 
time & on call days & evenings. 
Hv-iond Home for Exceptional Child' 
ren, 9861 W. 11th St., S.A. Call L 
Russavage 
531:874] 


HOUSE RELIEF 


P A R T 


ply 
In 


time - days - weekends. 


R 
erjon: 
Huntington 
I 


y 
Hospital, 17772 
Beach 


.. 
Ap. 
Inter- 


Blvd., Huntington Beach. 


RN—full time, relief shift. APDIV In 
person. Royal Grove Conv. Hosp., 
238 S. Flower, Org. ' 


RN's-LVN's AIDES 


Nursing 


Temporary or full time, for staff 
relief in acute or convalescent hos- 
pitals thruout the county. Work the 
days & hours of your choice, paid 
weekly. 


HOMEMAKERS UPJOHN 


1505 N. Broadway, S.A. 
547-6681 


i r RN's & LVN's 
* 


O B 
11 to 7 
ICU - C C U 
3-11 & 11-7 
Part Time & Full T i m e 
West Anaheim Community Hospital 
3033 W. Orange 
ph. 827-3000 


* 
RN * 


MEDICAL SURGICAL 
PART TIME RELIEF 
7-3:30 & 3-11:30 Shifts 


LINCOLN COMM. HOSP 
6850 Lincoln Ave. 
Bu. Pk. 
827-1161 Ext. 209 


R N ' S & LVN'S, airshlfts, futi or part 
time. Top wages, & benefits, Care- 
house Conv 
Hosp., 1800 Old Tustln 
Rd., S.A. 835-4900 


R N , relief supervisor, nurses' 
aides 
& residential manor hostess aides. 
Apply 
In person, 13392 So. 
Taft, 
G.G. 


S A L E S 


i r AVON CALLING 
* 


For a wonderful earning opportunl' 
ty In your own territory. No expe- 
rience necessary. Call 


540-7041 
346-3341 


S A L E S L A D Y 
exp, over 35. Vi price 


J i o u s e . 12152_Brookhurst_G.G. 
SALES-flgure salon, expd. pref. must 
_ a p p I y, 2060 W. Li ncoln, Anah. 
S A L É S , 
Pt. or full flme, earn 
an 
average of $25 for every 3 hr«. of 
work.' rail 772-5191. 
s S T É S L A D I E S 
20-45 full time. Tus- 
tin, Costa 
Mesa, 
Orange, 
Beros; 
trom's Children's Stores, Apply at 
650 E l Camino Real, Tustin. 


S A L E S . 
Ladies, 19-65, to work 
part 
time or full time on new program 
for East Anaheim Pharmacy, flexi- 
ble working hr.s, use of car neces- 
sary. 
Call 
776-5310 for 
interview 
appointment. 


"SALES REP. 


* 
RECEPTIONIST i f 


PART-tlme 
eves., Tues. thru 
Frl' 
day. Sat. 8 to 5 
M u s t type. Apply 
402'/; N. Broadway, S.A 


RECEPTIONIST $500 


B U B B L Y 
personality 
w. knack 
for 
remembering names needed to an- 
swer 
phones 
& 
greet 
clients 
In 
newly 
decor, ofc. of 
nat'l. 
firm, 
Call, Denise Carr, 835-1185. 


Dennis & Dennis Personnel 
Agency 
1600 N. Broadway, S.A. 


R E C E P ' T . — V e t e r i n a r y 
hosp. 
Hvy. 
detail & telephone. Legible 
hand- 
writing. Able to work under pres- 
sure. M u s t 
type. 
Perm, 
position. 
30-40 hrs. per wk. Exp. pref. Apply 
9:30 am-5 pm. Tues. 6-5 & Wed. 
6-6, 2187 Orange-Olive Rd., Org 


RECEPTIONIST 


I N the middle of Orange 
County. 
Minutes 
from 
home, cut out the 
commute. Call 558-7373 Ext. No. 5. 
French 8< French Agency of 2100 N. 
M a i n St., Santa Ana. 


e RENTAL HOSTESS 
* 


Exciting new thing with good sate' 
ry lots of variety and P.R. work, 
oroovy hours, public contact, don't 
hesitate, call now 
P R I O R I T Y 
P E R S O N N E L 
A G E N C Y 


1437 Palmyra, Orange 
639-6800 


9107 Boise, Westmr 
894-1361 


230 E . 17th, Costa M e s a 
645-7750 


2664 W. Lincoln, Anah 
821-7640 


REPRO TYPIST 


If you type 65-70 w p m on I B M Exec- 
utive typewriter, we will train you 
In the specialized 
field of 
repro 
typing to prepare camera - ready 
copy 
for 
technical 
manuals, 
re- 
ports, etc. Lots of overtime 
pay. 
Apply In person. 


CANNON & SULLIVAN 


618 N. H A R B O R 
F U L L E R T O N , 
C A L I F 


Restaurants 


O W A I T R E S S E S 
• 
New restaurant; all shifts availa- 
ble. Apply In person; 9 a m — 4 pm, 
Wed - Sat. 


S A M B O ' S 
R E S T A U R A N T 


2810 E. Chapman A v e ,.0range.„„ 


R E T A I L 
Sales, 
managers 
8, 
asst. 
mgrs. for speciality shop. 646-4884. 


* 
RN'S 
* 


N I G H T 
opening. 
Immediate 
place' 
ment with Calif, license & satisfac 
tory qualifications. 
• M e d i c a l Surgery 


Salary range 5804 to S981. 
+ 
$60 per mo. shift 
differential 


Good fringe benefits 
Please Contact Personnel Offlco 
So. Coast Community Hospital 
499-1311 
So. Laguna 


A n equal opportunity employer 


x RN'S 
* 


• M E D - S u r g , P.T 
3-11:30 pm 


• 
Emergency, Rm. P.T. .11-7:30 a m 


• 
I.C.U-C.C.U.-F.T. 
11-7:30 am 


• 
Med-Surg.-F.T 
11-7:30 am 


Apply Personnel 
W E S T M I N S T E R 


C O M M U N I T Y 
H O S P I T A L 
200_Hospllal Cr., _Westm 
893-4541 


• 
RN MEDICATION CART 
* 


3-11, for 21 patients, surgical 
fir. 
E v e r y 
other wknd. off. Acute hosp. 
exper. Beach Community Hospital, 
Buena Paik. 521-4770. 


FOR RESULTS 
USE REGISTER 
CLASSIFIED 


R N Day shift, full time, gd benefits, 
call for appt. M r s . 
Gibbons, 772- 


7480eJ130_W. L a Palma, Org._; 


R N & L V N , 3-11 & 11-7 shifts Immed 
openings 
avail. 
Apply 
In 
person 
Hillhaven Convalescent Hosp., 2210 
E. 1st St.. S.A. 


R.N. 


GOOD SAMARITAN 
HOSPITAL 


O F O R A N G E 
C O U N T Y 
1025 S. Anaheim Blvd. 
Anaheim, Calif. 
I M M E D I A T E O P E N I N G S 
F O R 


• R N ' S & L V N ' S 3-11 & 11-7 shifts. 
• ICU-CCU Medical 8. Surslcal units 
• O R - R N ' S 
7-3 
8< 
3-11 
Shifts 


• O R Tech. 
7-3 
& 
3-11 
shifts. 


CALL 533-6220, EXT. 216 


A n equa I opportunity employer 


* 
R N * 


Weekends 
only, 
willing 
to 
work 
day 
or eve. 
Either 
pediatrics or 
clinic exp. req. Apply to 


CHILDRENS HOSP.' 
1109 W. LA VETA ORANGE 


RN SUPERVISOR 
ASST. DIR. OF NURSING 


F U L L 
• P A R T 
T I M E 
3:00 - 11:30 - 11 - 7:30 
Previous exper. necessary 
In acute gen'l. hospital 
C A L L F O R A P P T . 


633-0011 
CHAPMAN GENERAL HOSP. 
2601 E. CHAPMAN 
ORANGE 


R.N. - RELIEF 


Friday & Sat. 11 - 7:30 
Fountainbleau Nursing Center 
3415 W. Ball R d „ Anah. 
826-8950 
R N ' s 
full time & part time, emcr- 
gencv 
dept. 
11-7 & 3-11:30 
shift. 
Xlnt employee benefits. Contact D. 
Roache 
R.N, 
Emergency 
Dept., 
Costa Mesa M e m . Hosp. 301 victo- 
ria, C.M., 642-2734, an equal oppor. 
empi. 


Y o u n g Sales Rep. of leather Belt 
Mfg. Co. w-lg. territory will train 
a 
younn, neat ambitious, 
reliable 
person to work with existing cus- 
tomers 
& 
open 
new acct's. 
Xlnt 
oppor. to learn sales 
merchandis- 
ing, etc. No exper. nec. 
Liberal 
commissions. 
Please 
call 
for 
In- 
terv. appt. at 714-541-4733 Mon. & 
Tues. or send resume to Jana Pal- 
mer, c/o Douglas Leather Co., 1985 
S. RltcheV[_ S_A. 92705. 


S " S " A L E S G I R L , 
P A R T 
T I M E , 
W O R K 
S O M E 
M O R N S , 
S O M E 
E V E S , N R . D S N Y L N D , 956-7900. 
JC Penney Co. 


7777 EDINGER AVE. 
HUNTINGTON BEACH 


Via 
are 
accepting 
application» 
for short hour part time. 


• SALES PEOPLE 


Interested 
in 8 to 
T< h t i 
per 
week. 
Experience 
not 
required 
must 
be 
flexible 
and 
desire 
to 
work when people like to shop 
A P P L Y 
IN 
P E R S O N 
Tuesday thru Thrusday 


11 am-3 pm 
Friday eve. 6 to 7:30 p m 
A n equal opportunity employer M - F 
S A L E S 
- Luzler 
Inc. sister co. fo 
Clalrol needs ladles to demonstrate 
and sell cosmetics. We train. Not, 
door to door. M r s . Nance 521-1623« 


S A L E S 
M A T U R E 
woman 
to 
sell 
mobile 
homes. Must be sharp dresser 
& 
extrovert. 
W E S T E R N 
M O B I L E 
H O M E S , 
1213 No. Harbor, 
Santa 


SALES CLERK 


Sell contributed, clothing 
& 
furni- 
ture in large store. Varied hours, 
Some nlqht & weekend for pleas- 
ant outgoing person. SI .65 hr. 35 
hr. wk. See store manager. Good 
will store, 3242 W. Lincoln 
Ave. 
Anaheim. 


$ A L E S W 0 7 v A A R = S W i T Z E R i 5 
M A T C 
O F 
O R A N G E 
ladles 
R.T.W. 
ag- 
gressive, experienced 
Full time & 
parttlme. 
Perm. 
2260 
N. 
Orange 
M o 11 


S A L E S 
& manager, business-minded 
creative 
person 
who 
has 
owned 
their own retail shop, Interested in 
Fashion 
& creative selling for 
a 
fine specialty shop. 
Full 
or 
eart 
time. Salary open. Phone, 547-7733. 


S A L E S 


GALS 


O V E R IB part or full time. W o r k at 
home 12 to 35 hrs. wk. To S384 mo. 
+ . Call 10 A.M. 'til noon, 846-4253. 


S A L E S 
C L E R K 
mature, 
exp'd. 
In 
gifts. Apply 
in person to M a r v i n 
Levy, 
at 
South 
Coast 
Drug, 
So. 


_ Coast R a z a , C.M. 
S A V I N G S & L O A N 


POSITIONS OPEN 
FOR NEW BRANCHES 


T E L L E R S , new accounts, loan proc- 
essing 
sec'y., 
recpt. 
Savings 
& 
loan exper. pref. APPIV in person. 
Mariners 
Savings 
8. 
Loan, 
1515 
Westcllff Dr., Newport Beach. 


S E A M S T R E S S 
— 
S A I L 
M A K I N G . 
Eves. Exp. only. 642-1597. 


Secretary 


UNITED 
STATES 
NATIONAL 
BANK 


NEEDS 


SECRETARY 


For Bank Manager 


M I N I M U M 2 years secretarial expe- 
rience. Typing 65 wpm, shorthand 
80 wpm, previous bankina 
exper- 
inece helpful. 


ANAHEIM OFFICE 
533-4501 


The Friendly Bank Where 
Everything starts with 
" U " 
Equal Opportunity 
Employer 


JOBS OF INTEREST 
- 
WOMEN 


( C O N T I N U E D ) 


21 


S E C R E f A R i T l o r 
part time, 
work, 
Mon, Wed 
& 
Frl., from 
1 pm-5 
w»Vj Contact M r . 
Henderson/ 558-1 


S E C R E T A R Y - D O C T O R to MOO. Ac- 
complished specialist needs admin-, 
Istratlve asst. Type person to han- 
dle 
his 
office. 
Welcome 
patients 
graciously & make them feel com-; 
fortable, set appointments, 
sched- 
ule surgeries, pay bills, etc. Just 
lite S H or note hand OK. Interest-, 
Ing ft challenging for a keen, Intel-; 
lloent secretary. 100% free to ap- 
plicant. Also fee lobs. 
Abigail Abbot Personnel Agency 
505 
Euclid, Anah. 
533-561? 


230 ' 
Warner, S.A. 
557-6122 


SECRETARY - LEGAL 


So. O.e. area, exp only, 831-2080. 


S E C R E T A R Y 
B I - L I N G U A L 
to $600. 
must speak fluent English & Japa- 
nese. 
Assist 
dynamic 
Marketing 
Manager as he deals with televi- 
sion, 
film 
Si 
newspaper 
media. 
Lots of public contact work 
with 
tour guides, public relations 
per- 
sons, advertising, etc. Usual secre- 
tarial 
skills. 
Xlnt. benefits. 
100% 
free to applicant. Also fee lobs. 
Abigail Abbot Personnel 
Agency 
505 N. Euclid, Anah. 
533-2610 


230 W._Warner,_S.A. 
557-6122 


S E C Y . See our ad under 
Personnel 
21, Task Force (213) 387-3212 Cal. 


Secretary 


Diversified 
Responsible 
Challenging 


Secretarial position supporting dis- 
trict field service manager. Ap- 
plicants 
must 
have 
outstanding 
typing ability, shorthand 
experi- 
ence, pleasant telephone manner 
and ability to work In a pressure 
environment. 
Excellent 
starting 
salary and a complete health-life 
P l a n . 
For 
appointment, 
call 
Georao 
Newton 
(714 ) 
979-2464 
Monday through Friday. 


This position Is open for 
applltn 
tion to men and women regard- 
less of race, national origin, age, 
religion or creed. 


DIGITAL 


digita equipment 
corporation 


S E C R E T A R Y 
needed 
Immediately 
for Santa Ana area. Must be front 
office. 
Type 
60 + 
wpm, 
dictation 
8 5 + wpm. Long, long term lob In let 
set type environment. TSI, 3303 Har- 
bor. Sulte B2, Costa Mesa, 979-3660. 
S E C R E T A R Y 
with "good skills days. 


Full 
time. Personnel 
Dept. 
Hoag 


Hospital, N.B. 


S E C Y . 
to.$600. 
Type 
60 acc. 
fee 
relmb. 
Also 
fee 
lobs 
Sundowner 
Personnel 
Agency 
9774 
Katella, 


Anah. 776-1800 


S E C R E T A R Y - a 
challenging 
position 
exists for an expd secty for our 
Import-export 
co. 
Typing, 
dicta- 
phone, telex skills, a must. 
Xlnt 
fringe benefits, send resume & Sal- 
ary 
history 
to 
Box 
Z 
904, 
The; 


Reaister,_S.A. 


S E C R E T A R Y , 
nursery 
school, 
ma- 
ture, 
responsible 
adult, 
S350-S400 
mo., apply between 3-5 p.m. M o n 


Frl., 2515_W._Sunflower,J>.A. 


S E C R E T A R Y 
reqd. to work Mon-Frl 
9 am-1 pm, Contact M r . 
Hender- 
son, 558-1500. 


S E C R E T A R Y , 9-1. 
$2.00 hr. 
543-7561 


start 


S E W I N G 
Machine 
operators, 
pre- 
vious factory exper. ren., full 
or 
pt. flme, xlnt pay, steady work In 
p l e a s a n t 
surroundings. 
AppIv 
wkday, 10 am-12 noon, only, 2421 
SOj Birth, S.A. or ph. 540-0489 


S E C R E T A R Y , very accurate S< ener- 
getic for 1 girl office. Some knowl- 
edge of Escrow & Spanish helpful 
but not req'd. $525. 
542-5661 


Secretary 


ENGINEERING SETCY. 


Immediate 
opening 
for 
secty. 
to 
engineering mgr. Must be Sble to 
take shorthand, type & be familiar 
with 
engineering 
terminology 
& 
blueprints;. 


BORG WARNER 


CONTROLS 
3300 S. Standard 
Santa Ana 


Equal Opportunity Employer M - F 


SECRETARY $625 


Type 60 w p m , S H 100.WPM, engi- 
neering or marketing 
background, 
outgoing & sharp. 
Coronet Employment Agency 
1621 East 17th Street 
Sulte N, Upstairs 


Santa Ana 
541-4171 


S E C R E T A R ? trainee, learn business 
& grow quickly S$. Pierce Realty, 
,530-2033 


* 
SECRETARY 
^ 


Front office girl 
Friday, 
mature 
personality, sharp apearance, tvp- 
Ina, SH, lite bkkplng req., constr. 
firm (housing) exp. In same help- 
ful salary $450 per mo 
to start 
rapid advancement, ph. for appt. 


_071-46OO, dally Inc. Sat, 
Engineering Secty 
$502 


Accurate 
typlno, 
no 
shorthand 
needed here. 
Secretary 
. 
$500 


Lite 
shorthand 
for 
notes 
only, 
medical terminology helpful. 
Secretary 
$625 


Fullerton area. 


Secretary 
S585 


You only need shorthand of 80 to 
fill this spot 
.,„„ 


Engineering Secty 
, 
»693 


Secretary to chief engineer. 
Legal Secretary 
. . . . 
to $650 
Knowleibe 
of 
civil 
& 
corporate 


lBW' 
PREMIER 


P E R S O N N E L 
A G E N C Y 
1104 E . 17th St., S.A. 
547-9721 


JOBS OF INTEREST 
- 
WOMEN 


( C O N T I N U E D ) 


21 


SECRETARY'S 
More Priority 


«^SECRETARY JR ...$425® 


Good starter, act now, today 
• SEC MEDICAL .$475 UP© 


Medical Ins. at local hospital 


©SECRETARY 
$500© 


9 to 5 hours for district manager 


• SEC. CONST 
$500© 


construction exp. helps 


• SECRETARY .... $550 • 


type 65, S H 70, good With figures 
• SEC. RECEPT ... $550 • 


Law firm, will consider trainee 


• SECRETARY .. to $550 • 


No SH 
in escrow field, act now 


• SEC. RECEPT. to $550 O 


no S.H., lite bookkeeping, errands 


• SECRETARY ...to $575® 


type 60» sh 70, plush office 


• SEC SALES 
$585® 


Sec. to sales group, dynamic 
. 


• SEC. EXEC 
$600• 


work for advertising exec, now 


• SECRETARY .. .to $600® 


type 55 In new plush office 


• SEC Legal Trne ..$600® 


Co. will train qualified app. 


©SECRETARY 
$600© 


lots of public contact 


• SEC. EXEC ....to $650« 


see to pres., need good skills 


• SECRETARY ...to $650« 


admins. 1 gal office, type 65 


• SECRETARY 
$700« 


type 50, small co. needs help now 


• SEC. EXEC. ... to $700 • 


type 60, mature attitude, urgent 


• SEC Part-Time $4.00 Hr® 


good hours and benefits 
AND MANY MORE 


P R I O R I T Y 
P E R S O N N E L 
A G E N C Y 


1437 Palmyra, Orange 
639-6800 


9107 Bolsa, Westmr. 
894-1361 


230 E. 17th, Costa Mesa 
645-7750 


2664 W. Lincoln. Anah. 
821-7640 


SECRETRY 


E X P A N D I N G 
pharmaceutical 
, 
pany 
is 
seeking 
a 
secretary 
in 
their sales department. This posi- 
tion requires above average -typing 
skills & ability to use 10 key add- 
ing machine. Minimum of 2 years 
experience. Good beginning salary 
coupled 
with 
employee 
benefits 
apply 9 A . M . - 2 P.M., M o n . 
Thurs. 
ALLERGAN 


2525 Dupont Dr., Irvine 


Equal Opportunity Employer M - F 


S E C R E T A R Y 


C A R E E R 
O P P O R T U N I T Y 
Intntl. F i r m has position avail for 
sect'v. Girl Fri., 1-girl office. Good 
benefits, pleasant 
staff, nice 
sur- 
roundings. Tvplnq 60, S-H 80. Only 
exper. need apply. $550. to start. 
For appt. Call 544-0627, 9-5 
SECRETARIES 


Immediate position available 
for top skilled secretaries. 
Typing, shorthand + varie- 
ty of duties. Your choice of 
hours & location. Group in- 
surance available. 


S.I.S. T E M P O R A R Y 
S E R V I C E S 
1424 So. Grand. S. A. 
558-9021 
4301 W. Commonwealth 
Fullerton 
523-5101 


JOBS OF INTEREST 
- 


WOMEN 


( C O N T I N U E D ) 


2 1 


SECY $625 


Advertising dept. needs sharp aal 
Type 
60, shorthand 
100. 533-2510, 
O'Hay Employment Agency, 
1811 W. Katella, Anaheim 


S E C R E T A R Y , 1 girl office for quSSVi 
ty printing co., Irvine, must have 
experience, 546-2545. 


Secretary 


ADMIN. ASSISTANT 
$700 


T O P 
M A N 
T O P 
P A Y 
T O P 
S K I L L S 
Free, also Fee 
Riviera Employment Agency 


Orange Co. Airport Area 
2082 Business Center, Ste. 290 
Irvine 
833-9410 


SECRETARIES 


NEWPORT BEACH 


T H E 
Irvine company has open- 
ings for secretaries with mini- 
m u m 2-3 years related experi- 
ence. 


M A R K E T I N G S E C R E T A R I E S - Ex- 
perience 
with 
research 
organiza- 
tion desired, héavy statistical typ- 
ing, typing 70, shorthand 80, pleas- 
ant telephone personality 
required. 


S E C R E T A R Y 
with background 
In 
a 
land 
development 
company 
& 
experience 
In commercial 
leasing 
documentation or legal field. Typ 
ing 70, shorthand 80. M i n i m u m ! 
years college. 


A D M I N I S T R A T I V E 
S E C R E - 
T A R Y - with experience with a 
bank, 
savings 
8. 
loan, 
title 
c o m p a n y , 
escrow company, 
land 
developer 
or 
law 
office 
processing 
real 
estate 
docu- 
ments. Typing 70, dictaphone. 
Individual 
selected 
will 
be 
a 
self-starter 
willing 
to 
acc 
responsibility 8< work independ- 
ently. 
Excellent 
benefits 
& 
working conditions. 


644-3389- 
644-3317 


B E T W E E N 9 & 12 
A n equal opportunity employer 
SECRETARY 


The Irvine Company seeks secre- 
tary with minimum 2-5 years ex- 
perience. 
Background 
In 
com- 
munity 
relations 
desired. 
The 
person we seek must be able to 
relate 
well 
to 
all 
age 
groups 
with warmth 8. dignity. Accurate 
70 W P M 
typing, Shorthand 
90- 
100, and excellent g r a m m a r . E x - 
cellent 
working 
conditions 
fc 


company benefits. 


C A L L M R S . S M O O T 


644-3389 


B E T W E E N 9 A M - 4 P M 


S E C T Y . 
M A R K E T I N G 
F E E 
P A I D 


SHARP AS A TACK 


B E G I N 
on top planning 
& 
devel 
opmt. operations. Key pos. for at- 
trac, qo-qetter. Hone that tack 8> 
call Jan Mead, 835-1185. 


Dennis 8< Dennis Personnel 
Agency 
1600 N. Broadway, S.A. 


SECTY. LOAN 


F E E P A I D 
^ 
. 
, 
ilncera 
Indlv. 
sought 
bv 
lovelv 
bank for key pos. Fantastic bene- 
fits. 
Call 
Barbara 
Wac. 
833-2700 
A L S O F E E 
J O B S . 
Dennis & Dennis Personnel Agency 
of Irvine 
_ 
2082 Mlchelson Drive 


Sec. Exec. $650. 


EXQUISITE OFFICES 


F E E P A I D , 
, 
, 
You'll love the corporate structure 
here! Very fine co. seeks capable 
Indlv. 
for 
this 
imot. 
post. 
Call 
Lynn Marsh. 833-2700. 


A L S O F E E 
J O B S 
Dennis & Dennis 
Personnel 
Agency 


of Irvine 
2082 _Mlchelson_Drlve 


S E C Y 
Recept. 
xlnt 
typist to 
$600 
Lakewood (213) 531-7420. 


SECRETARY 


(LEGAL) 


Legal secretary (to,assist general 
counsel) needed for large company 
located In Orange County 
At least 
10 years experience, excellent sec- 
retarial skills, and heavy contract 
work. Please send resuma to: Box 
Y 906, The Register, S.A. 


Equal opportunity employer 


SEC.-LOAN ...to $550 


Experienced 
goal-ortenlcd 
person 
needed to assist 2 very aggressive 
high key Individuals, heavy typing, 


No'fee 
' 
Fee lobs also 


Call 833-8244 
Travel-Aide Employment Agency 
2172 Dupont Dr. 
Irvine 
" 


Secretary 


A very interesting & chal 
lenging position as secretary 
to our chief engineer. Appli- 
cants should have min. 2 
years experience as a secre- 
tary in addition to a min. of 
50 wpm. typing & 100 wpm 
shorthand. 


Call Personnel 
For Appointment 
(714) 529-2121 


FMC 
CORPORATION, 


F L U I D C O N T R O L 
O P E R A T I O N S 
( C H I C K S A N ) 


330 No. Brea Blvd., Brea 


North Orange County 
A n equal opportunity employer 
M - F 


SEC. TO PRES. $750 


Large Int'l. firm. Offers plush, pri- 
vate office, 4 day 
work 
wk., 
3 
weeks vac., and much more. For 
qualified exec, 
sec., 
stable back- 
around a prime oblecllve. 
No fee 
lee lobs also 


Call 833-8244 
Travel-AM Employment Agency 
2172 Dupont Dr. 


Irvine 


S f e t R E t A R Y 
- 
part 
time 
Tustin 
area. To begin work June 15th In 
perm. 1 girl office. 20-24 hrs. per 
wk. Hrlv. waqe. M u s t bo proficient 
In spelling 
& grammar. Type 
55 
wpm. No S.H. dictaphone. Exper, 
Call collect, 213-795-5968 to arrartqe 
Interview. General 
Products 
Dlvi 
_ sjon. 
E D O i C C n W E " S e c r e t a r y a division of 
national co. needs executive secre- 
tary to general manager 
This ma- 
ture 
individual 
must 
possess 
all 
the 
skills 
including 
shorthand. 
Good company 
benefits and 
high 
pay. Company moving soon to new 
auarters 
In 
Cerritos. 
Interested 
parties 
call 
Cahn 
Instruments. 
(213 ) 
634-7840 
Egual 
opportunity 
employer. 


SECRETARY-CONGENIAL 


• 
E M P L O Y E R 
P A Y S F E E 
• 
E A S Y oolng & personable manager 
of large dlv. needs assistant 
Expo 
Agency, 
2056 
W. 
Lincoln, 
Anah. 


F R E E J O B S , 955-06BO F E E 
J O B S _ 


SECRETARY 
$625 M0. 


H E R E ' S a chance to " l a n d " a car- 
eer with a top firm. If responslbil- 
|y 
is " Y o u r 
T h i n g " 
then this 
is 
it!! 
Call 
558-7373 
Ext. 
No. 
3. 
French & French Agency of 2100 
N. Main, Santa Ana. 


S E C R E T A R Y 
Part time, qen. olc.. typing rea. the 
Thorson 
Co. 
17461 
Irvine 
Blvd., 
Suite O, Tus. 544-5121. 


SECRETARY 


Requires 2-3 years secre- 
tarial experience with a 
minimum of 60 wpm typ- 
ing and 80 wpm short- 
hand. 
Candidats 
must 
have 
ability to 
handle 
varied assignments with a 
minimum of supervision. 
Previous activity in con- 
vention planning is highly 
d e ' s i r à b ' l é . Applicants 
should 
have 
excellent 
communiications skills. 


Excellent working condi- 
tions and fringe benefits 
. Aply in person or call: 


Dona Leverett 
(714) 540-5000, ext. 250 


HYLAND 
LABORATORIES 


3300 Hyland Ave. 
Costa Mesa, Calif. 92626 


A n egual opportunity employer 
Male-Female 


Secretaries 


• 
L O N G & S H O R T 
T E R M 


• 
L O C A L 
A R E A 


• 
T O P SS 


• 
$25 B O N U S 


• 
C A L L 
I M M E D I A T E L Y 
Pacific Personnel Service 


500 
So. 
Main, 
Oranqa 
24 C E N T R A L 
T O W E R 


(714 ) 547-6446 
500 Newport Center Dr. 
Suite 900, Newport Beach 
(714) 640-1970 
Fullerton 
870-1833 


•PPS 


Equal opportunity employer 


SECRETARY 


E M P L O Y E R 
P A I D 
F E E I 
Fantas- 
tic Starting salary! Excellent poten- 
tial! Beautiful Offices, all waiting 
for your good skills! Fee lobs also. 
J A S O N B E S T 
A G E N C Y 
$11 N. Braodway, S.A. 
835-8212 
S E W I N G " 


OPERATORS EXPD ONLY 


S P E C I A L machines - steady - good 
pay - pd. vac. - sportswear manu- 
facturer. 


642-3472 
COSTA MESA 


SHSfe S A L E S W O M A N 
Full flme women's better shoes. No 
nites or Sundays 
exp. 
preferred. 
Will consider training right person. 
Apply Roy-Step Shoes 6899 West- 
mlnster Blvd., Wmstr. 


S O L I C I T O R S 
wanted f o r , Photogra- 
phy studio,'part or full time. From 
$75 wk. Trainees ok, must 
have 
^ car. 543-4456. 


SECRETARY TO LEARN 


• 
E M P L O Y E R 
P A Y S F E E 
• 
L E A D I N G legal firm will train you 
on the M T S T . Start sal $600. 
Expo Agency, 2056 
Lincoln, Anah 
_ F R E E _ J O B S , _ 9 5 6 1 0 6 3 0 _ F E E _ J O B S _ 
S E C R E T A R Y - S a l e s 
girl 
Friday, 
for 
representative 
co. 
Xlnt 
working 
conditions, 
shorthand 
and 
typing 
rea. 
Apply 
In 
person. 
K ' S O N 
CORP., 250 E. Emerson Ave., (off 
Glassell), Org., 998-3300, ext. 43. 
S E C R E T A R Y 
reqd. for 2 underwrl 
ters, to handle t r a n s c r 
b i n g, 
phones, 
8> process 
administrative 
work flow. Contact M r . Henderson 
558-1500. 


^-SECRETARY 


P O S I T I O N open In sales department 
of rapidly 
growing 
manufacturing 
firm. Excellent working conditions 
and 
oreat 
future for 
responsible 
person. Apply In person. 
METROPOLITAN WEST 


1267 Logan Ave., Costa Mesa 


S E C T Y ? - f o r 
elee sales ofc. loc In 
S.A., recent elee or sales ofc exp 
req. 835-4822. 


S E C R E T A R Y - B K K P R . 
Xlnt oppor. w-growlng Còsta Mesa 
Co. for Gal Friday, w-strong typ- 
ing, S H & bkkpg. exp. Cole Instru- 
ment Corp , 2034 Placentla, C.M., 
642-8080, an equal oppor. employer. 
SECRETARY 


E X C E L L E N T 
S T A R T I N G 
S A L A 
R Y 
8, F R I N G E 
B E N E F I T 
PRO- 
G R A M F O R A C A R E E R 
M I N D E D 
P E R S O N 
W H O 
W I L L 
A S S U M E 
F R O N T 
O F F I C E 
S E C R E T A R I A L 
R E S P O N S I B I L I T I E S . 


T Y P I N G 
65 
W.P.M., 
S H O R T . 
H A N D , 
110 
W.P.M. 
R E Q U I R E S 
M I N . 2 Y R S . S E C R E T A R I A L 
E X - 
P E R . & T H E A B I L I T Y TO 
M E E T 
& C O N V E R S E W I T H 
P E O P L E . 


Apply at 


ANACONDA 
WIRE & CABLE CO. 


INTERVIEWS 1-3 PM 


303 W. Palm Ave., Org. 
Equal Opportunity Employer 


SECRETARY 


W e are a manufacturing facility 
located 
In 
Irvine 
Industrial 
Complex 
and we are 
seeking 
an 
enthusiastic 
individual 
to 
assume 
responsibility 
for 
sec- 
retarial support to engineering 
manager. 
Handle 
Inside 
con- 
tracts on field service and as- 
sist 
with 
documentation 
con- 
trol. 
Reauires 
good 
typing 
skill, ability to transcribe from 
tape. 
Excellent 
advancement 
potential. 
S Y N E R G I S T I C P R O D U C T S INC. 


1902 McGrow 
Santa 
Ana 
714-540-7755 
Equal opportunity employer 
" SECTY. to $700 


F E E 
P A I D 
Personality 
+ ? . Win over the de- 
sires & wishes of handsome boss 
of top rated co. for a top notch 
person todav. Call Bonnie 
Burke, 
778-3380.ALSO F E R 
JOBS. 


Dennis & Dennis Personnel 
Agency 
710 N. Euclid,_5uite 121. Anah. 


SECTY. TRAINEE 
~ 


B i g i n your career In beaut, ofc. 
w understanding boss. He seeks a 
pretty 
energetic 
Indlv. Call 
Toby 
T h r m a s 
778-3380. 


Dennis 8, Dennis 
Personnel 
Agency 
710 N. Euclid, Suite 121, Anah 


S P R A Y " P A I N T E R , 
E N A M E L 


Keco_lndustrleSj_i.nc.A_557;8545. 


S T O C K G I R L • C A S H I E R 
some exper. pref. on cash register 
but will train for stock work..This 
is a permanent full time position. 
40 hrs. per wk. at $1.80 Per hr., 
paid holidays, vacation 8t medical 
plan. Interview 9-12 only also eve 


"ÏÏ G H°T H o'u S E T H R I F T STOR!= 
600 W. 4th St. 
Santa Ana 


T E A C H E R S 
^ 
& 
college grads, S U A A M E R 
O P E N 
I N G . 
Exciting 
Idea 
oriented 
co, 
needs people to demonstrate .edu- 
cational 
aides. 
Complete 
training 
program. G u a r a n t e e d 
Income 
Plans Many 
Benefits, If you meet 
our requirements. Call 542-8101 for 
appt. 4^6 p.m, 


T E L E P H O N E 
girls, must 
be 
over| 
18, $2.50 per hr. Exp. or wHI train, 
Ph. 10 am to 9 cm 893-2790 


TELEPHONE 


S O L I C I T O R earn $5 per hr. In your, 
own home. We train. Call 544-4650 
© T E L E P H O N E S O L I C I T O R S 
• 
W e sell food. Salary + 
comm. 


AAR^_ M I C K E Y 
532-6561 


f E L E P H O N E solicitors to set dinner 
appts. Hrs. 4-9. 18 or over. $2 hr. 
¿ h n n i i - ; B3'i-0343 btwn. 3 & 9 p.m. 


T E L E P H O N E 
"From 
home, 
Nat'l 
healthy Agcy, 1.80 hr. 635-0900-. 


TELEPHONE SOLICITOR 


Need 2 cheerful women part time, 
exp. pref., but will train. Salary 
1 
bonus. Call 826-3810 for mtervle 


T E L E P H O N E 
Operator. 
Graveyard 
shift. Sat. & Sun, Mature woman, 
545-0487. 


" T E L E P H O N E from home, nat'l. 


Healths Aay. $1.80 h r - 
635-0900. 
T E L E P H O N E 
Work, 
no 
exp. 
nec, 
women, pt. time a m or pm, $2.00 
hr. work hi Anah. or C.M. ofes. for 
appt. Miss Telly. 646-5064; 


T E L E P H O N E 
Solicitors, 
g i r l s - f o r 
Newport 
Bch 
office 
S2.50 
hr 
+ 
bonus. Call 9-Noon 833-1124_._ 


TELEPHONE SOLICITORS 
* 
SUPERVISORS 
* 


Earn $5 hr + 
bonus 


Employee benefits 


Arrangt appts. for 
E N G I N E E R S 
From our office 
Call Joyce for appt. 
646-9608 


Telephone Solicitors 
TOP SALARY 


$2.00-$5.00 hr. 5 ladies over age 25, 
9 am-12 am or 6-9 pm. Will train, 
Tustin area,_838-4321 


TELEPHONE SURVEY 


R E P U T A B L E Calif. Co. needs 4 ex- 
per. women for telephone 
survey 
work. Hours flexible. Work 
from 
our office. Call between 12:00 noon 
fo 1:00 p.m., 543-3477. 


T E L E P H O N E 
Solicitor 
pt. 
time 
eves., exper. desirable but not nec. 
547-9207 


T E L E P H O N E 
w o r f T - G a r d e n 
Grove 
office Sal + bonus. P.T. eves. Call 
_bet 9:30 A M & 4 P M 636-3405 


TELLER TRAINEE $400 


F E E 
R E I M B U R S E D 
Y o u r future Is in the bank! 
A n d 
this I s where you will meet new 
people everyday, while learning a 
variety of valuable skills Call Dee 
Lyons, 835-7503, A L S O F E E 
J O B S 
C O X E D W A R D S & A S S O C I A T E S 


A G E N C Y 
1200 N. Main, Suite 224, 5.A. 


TELLER 


L E A D I N G 
financial 
Institution 
wi 
xlnt. 
fringe 
benefits 
has 
attrac. 
opening 
for exp. savings 
& 
loan 
window 
teller. 
For 
appt. 
phone 
673 3130. A n equal opportunity em- 
ployer. 


Te'jUSVfUlF0R SAFEKEEPING 


Bank will train brlle indiv. Beaut, 
new branch needs now. Call 
K i m 
Clark. 833-2700. 
« n „ „ r u 
Dennis -i. Dennis Personnel Agency 
of Irvine 
2082 Michelson Drive 


TELLER-PART TIME 


26 hrs 
a wk, every Sat., exper 
pref. Citizens 
Sav., 
Buena 
Park, 
714-639-3983, equal opportunity 
em- 
ployer. 


traine 


THE RIGHT INGREDIENTS 


T R N E E 
- 
G E N L . 
O F F I C E . . TO 
find the right lob or bake a gd. 
cake. You must have them. Happy 
ofc., 
advancement 
o p p t y., 
gd. 
training w loc. co. who wants neat 
Indiv. Call 
Carol 
Cable, 
835-1185. 
Dennis & Dennis Personnel Agency 
1600 No. Broadway,_S.A 
TRNEE.-BANK $400 


You'll be where the money Is in 
this qrnd. fir. oppty. Person w- a 
desire 
to 
advance 
will 
loin 
the 
grp. at this friendly Co. Call 
P a m 
Angel. 778-3380. 
Dennis i 
Dennis 
Personnel 
Agency 
710 N. Euclid, Suite 121, Anah. 


t 
I 
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JOBS OF INTEREST 
- 
WOMEN 


(CONTINUED) 
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* 
TRAINEES it 


Will train dependable vomen to 
become plastic 
Inlectloi 
moldlnq 
operators. Must have iwn car & 
be able to stand entre 
shift 
if 
necessary. Openings ai 3rd shift, 
$2.23 to starr, raise In 30 days. 
Apply 9-llam or 1-3 pn. 
Oranoe Coast Plastics 
850 W. 18th S'reet 
• Costa Me» 


• 
TRAVEL AGENT $433 
• 


Plush new office nieds sal to loin 
the group. Call todiv 
PRIORITY 
PERSOt>NEL 
AGENCY 


1437 Palmyra, Oranffe 
639-6800 


9107 Bolsa, Westrnr 
894-1361 


230 E. 17th, Costa M'esa 
645-7750 


2664 W. Lincoln,.Arah,_.....^821-7640 
TRAVELING SUPERVISOR 
wanted" 
to train personnel & set up pro- 
grams on the w/st coast. Work for 
an 
intervlewlru 
corp. Bkgrd. In 
telephone interviewing helpful. Call 
(213) 4.20-2411. : 


TYPIST - Pt. tithe, for motel "reser- 
vations. 
Wantid days. 
For 
appt. 
534-5911. 
. 
' 


29 
SIT. WANTED FEMALE 
. 
„(CONTINUED) 


CillLD care, done anytime, any age 
have 2 yr. old, also housecleanlng, 
997-3085. 


XLNT. 
HOUSECLEANING 
DONE, 
MRS. SHARKEY, 522-3276. 


WILL clean 
vour 
week, 836-6282. 


home, 1 day a 


CHILD CARE."DAY, NITE, BOARD. 
SI7. WK. ANAHEIM 774-6337. 


B O O K K E E P E R Asst , thru trial bal, 
gen office exp. Lite type, 546-6486. 
MOTHER wants to babysit, Roosev- 
elt Sch Dlst. E. Anah. 535-5740,. 
BABYSIT-Mother "will, Ball & Walk- 
er area, Cypress 826-8279. 
^ 


GENL Hswk, 2 women for 4 hrs, 
_$18,_fa_sI.& rel. 546-2987. 


TYPIST 


The 
Irvine Company seeks auto- 
matic typewriter trainee operator 
(Itel)-flle cle/k with 2-3 years typ- 
ina legal docliments St experienced 
with 
flllng-ritrleval 
systems 
re- 
quired. Must be detail conscious 8> 
meticulous, accurate 60 WPM typ- 
ing. Excellent working 
conditions 
& company benefits. 


644-3389 
or 
644-3317 


Between 9 & 5 
An equal opportunity employer 


1 OR 2 children day or night (hot) 
meals, baths, laundry TLC Magno- 
lia • Orangewood. 539-2441. 


EXP. babysitting - my homo, day or 
n^ht. 
Infants, 
up. 
Cypress, 826- 


BABYSITTING, mv home. Anaheim 


area. 774-8695 


GUITAR lessons, Anah. area, for In- 
_formatlon, call 827-3452. 
EXEC. Secy?, F.C. Bkkpr., thru fin. 
state., corrésp, shthnd., extensive 
varied exper. 837-8606. 


PITS & SUPPLIES 


(CONTINUED) 
3T 


AKCTrisiTSet. PUPS dk red, 997-32®; 


195 N . P a r k e r . O r g . 


REG. Germ. Shep. puppies, males, 
m 
females $35. 1954 Placentla, 


Costa Mesa 


FREE lo good home. German Stiep- 


herd. 1 yr. oltJ.Jia^a?. 


GERMAN" 
Shepherd 
7 
wks 
old, 


beautiful rare white, 635:6360. 


• 
OULUUM R E f H I E V t R 
H J P 4 J 


A K C , _ 6 . WKS. 
R — I ^ M 
POM Sable male. Well trained. AKC 


$75. 539-1282. 
__ 


~ 
~PERSIAN KITTEN $>S 


LIVESTOCK 
33 


(CONTINUED) 


MONEY TO LOAN 
Real Estate 
49 


639-4671 


„ „ S J L I f f TERRIER PUPS AKC 
REGISTERED 
531-7214 


GERMAN shorf~hair, female "8 mo 
AKC 
papers, champ 
line, 
shots, 
544-3662 eves, wkends. 


AKC Boxer female, all shots. Beautl. 
ful marks. 539-9482. 


POMS., 6 WKS. S45. 
839-1397 


CUTE puppies, free. 17291 San Luis, 
__Fountaln_Valley. 


CHILD CARE very oxp'd., hot lunch- 
_es, fcd._yd._lrvlne._55K6262. 
COMPANION 
to 
lady 
alone. 
Non- 
smoker, drinker. 
Drive. Ref. ox- 
changed. 839-2349. 


TYPISTS 


• 
PART TIM^ EVENING WORK 


• 
VACATION 1 RELIEF 


• 
SANTA ANA AREA 


• 
IMMEDIATE OPENINGS 


• 
TOP $$ 


• 
$25 BONUS 
. . 
, 
Pacific Personnel Services 


500 So. Main, Orange 
24 Central Tower 
(714) 547-6446 
500 Newport Center Dr. 
Suite 900,1 Newport Beach 
(714) 640-1970 
Fullerton 
170-1833 


•PPS 


Equal opportunity employer 


TYPIST - IBM - MUST KNOW 
Mill 
Specs., 
GBL, DD250, gov't, 
con- 
tract 
pkg. coding. 956-3882 
Mrs. 
Wilson. 


TYPIST — Pharmacy, medicare, or 
medl-cal exp. helpful. 
Full 
time. 
Palm 
Pharmacy. 
774-2597 
Mrs. 


Stein. 


Typist part time — Paclflca Transp. 
956-1410 ask for Virginia. 


O TYPIST O 
Must be able to type 55-60 wpm. Will 
train Individual for technical typ-. 
1st. Duties will also Include some| 
clerical 8. administrative functions. 
Please 
apply 
in 
person. 
Martin 
Decker Co., 1928 S. Grand, S.A. An 
equal opportunity employer. 


t H I L D Care. Good home. Inf. to 5 


vrs. B.P. 52J29965. 


• TTOUE KEEPERS 
COMPANIONS 
SITTERS, Employer pays fee. 


• UNKEL AGENCY • 


1819 N. Broadway. S A. 
541-3323 


SECRETARY wants position. Recep- 
tionist, 
neat 
typist, 
file, 
heavy 
phone. Formerly assistant to Dean 
In successful Art School for 13 yrs. 
Would like to work from noon 'til 
8, or 
any 
afternoon 
hours. 
NO 
shorthand, 
NO 
figures. 
Live 
In 
F.V 
(714) 968-8539, 


* 
DOMESTICS Available 


• 
American lady 
age 55 


Grandma type, sd with children 


• 
American 
lady 
.. 
.. 
age 58 


Companion to elderly, own car 


• 
American lady 
age 60 


Child care or companion 


• 
American lady 
age 51 


Wants part time companion to 


elderly 


• 
American lady 
age 60 


Excellent w-children, own car 


• 
Japanese ladies 
.. ages 25 St 25 


Good experience, xlnt. rets. 


Day workers avail 
25 to 55 


Own car or transportation 


MARGO KING 
PERSONNEL AGENCY 
2139 E. Ball Rd„ Anah. 
774-3891 


Corner of St. College 


Cf-IILD care" wkdys. 
my 
hm. 
nr. 
Trask 8. Falrvlew, 530-5188. 


GREAT Dane pups, fawn, 4 M 4 fe. 


$100 ea. AKC_show_dogs, 89A9413. 
GERM. 
Sliep 
pups, 
6 
w k „ 
$25 
846-5131 
AKC. 
4 
GERM. 
SHEP. 
puppies 


_ m a l e , 4_fem^557-0620. 
GERMAN 
shorthalr 
pointer fem. 9 


_ m o . $30, 638-5114. 
IRISH Setter, M, 6 mo. shots, lie., 
$50,. 531-2369. 


ENGLISH Springer Spaniel puppies! 
_ A K C , ch-llnes,_$50, 830-6819. _ 
WEIMÄRANER, 
PUPS, 
AKC, 
9 
WKS. OLD, 635-0771 


SPIRITED 10 yr. old Bay gelding, 
w-tack to xlnt. home. Roas. 838 
7641 aft._6. 


PUREBRED Arabians, colts, fillies, 
2 yr, old stallion, mare ,in foal for 
_June._687-4176. 
BEAUT 
well 
liver 
chestnut 
7 
yr 


trained gentle. $275. 838-2539. 


REG.. Arab-Morgan, dapple gray, - 
yr filly, ch. sired, started In train 


\_lng, beaut. 8< loving, 842-5945. 
PIPEiTCorral Special, $99. O.K. COR' 
RALS (213) 362-1014 or (714) 639- 
5341, Inst, credit. 


WESTERN 
saddle newly 
new. 15' 


seat, sllv. trim $200. 526-6144. 


BLACK IS BEAUTIFULI 
'65 A.Q.H.A. geldinq, he has done 
everything, we must sell him fast. 
540-9148. 


WANTED 8' camper or slate pool 
_table,_wlll trade horse, 538-8766 


DISPERSAL SALE 
6 yr. old 3 bar + Poco Buena Geld- 
ing. 8 yr. old AQHA geldinq. Hack- 
ney mare w-Vi Arab. colt. 10 yr 
old. Blue Roan Geidlng St others, 


_ 1.-735-J 481, 
I -735-837«. 


BLACK 8. White APPV 4 yr. gelding, 
good 
natured. 
Exper. 
rider. 
Los 


_ Nobles 637-2624 
APPALOOSA 
MARE 
FOR 
SALE 
_CALL MON.-FRI.. 5-9, 532-5615.^ 
NICE Buckskin mare, for sale. In 
ioal,_828il539.. 


30 


Situations Wanted 
Mais & Female 


W A m ^ S s H l o n a s m a n a g e r ^ n a n v 
Il Y mobile home park. Have double 
wide coach. 714-337-2634, or P.O. 
Box 434, Lake Arrowhead, 92352 


PETS & SUPPLIES 
31 


DALMATIAN puppies? 
proven 


champion stock, 6 wks, 649-2604. 
P 'OOLES 
$35 
up. 
stud 
service, 
females, for lease. 639-3661. 


i 
T 
w 
r 
Must type 55 wpm on electric. Work 
In 
Anah 
5400 mo. APEX 
EM- 
PLOYMENT AGENCY 6631 Beach 
Blvd., Buena Park. 522-8346. 1810 C. 
Newport 
Blvd., Costa Mesa. 645- 
4320. 


• 
T Y P I S T * 


SOME filing 
Lite telephone, work 
In Long Beach area for CPA off- 
Ice. Mostly figure typing on elec- 
tric typewriter. Interesting perma- 
nent work for someone with ma- 
ture attitude. Immed. 
hire. 
Echo Job Agency 
893-5011 
6531 Westminster, Westmlsnter 
TYPIST - GEN'L OFFICE 


Sleep late on this lob. hrs. 9-5:30 
must 
be good typist & 
accurate 
w-fiijures. 3 girl office, start 
at 
$450 per mo. 
+all fringes. Harley 
Davidson 
Golf 
Cars. 
1020 
So. 


Grand,_Santa Ana^see. Linda. 


TYPIST needed to transcribe from 
dictaphone, accurate only, 
apply, 
835-0253, 9-12, Tues.-Fri 


ST. Bernard PUPS, AKC, also Ig 
_adlt fem, reas, trms, 539-3308. 
_ 
• 
WHITE TOY POODLES, ARC 
832-7850 


IRISH Setter pups, AKC, champion 
sired, champion 
stock 
$75 (213) 
697-6179. 
Puppies Wanted 6-10 wks. 


WILL, BUY 714-535-6B41 


• 
BURMESE KITTENS 
• 
Ch. Pedigree S50 up. 537-4744 


AKC OLD ENGLISH SHEEPDOG, 7 
mo.old, $100,_w-papers, 649-2561. 
i 


P U P P I E S , 
SAMOYED 
PURE 


BRED, FEMALES, TOY 
COLLIE 
MIX. C O N I J O N S, BOARDING 


. GROOMING, 531-1766. 


11 MALE "DOBERMAtJ 
Looks 
8, lines 
8< Temperament, 


_AKC,_show 8. pet,.714-639-9767. 
GERM. Short Pointers, twin males 


A KC, shots,_$65_ech._526:6454. 
DARLIN' pupplesi part shepherd 


$3.00 
531-0553 


WE ARE BUYING BIRDS NOW 
.548-9270 


STUD Service, Yorkle, AKC ph. 871 
6408 aft. 6 or (213) 963-1064. 


•BABY RACCOON'S* 


$49.95. 534-4787 


AKC German Slieps, fem, pups, Bik 
_&_sllvrt_shots,_reasi_993-5881. 
GR. Dane AKC, 11 mo., "fawn M, 
, Reas. terms avail. 539-3450. 


AFGHAN FEM. 828-0211 


3-BEAGLES, 1 male, 2-fem. Also ca 
narles, German 
Roller 
American 
Singer, Red Factor. 221S So. Rose- 
wood, S.A. after 5:30. 


_ »ST. Bernard Stud service, AKC, 
$60. call 646-6157. 


GREAT Danes black. AKC. $75-5150, 


557-0864 


„ A K C SAINt BERNARD PUPS 
Xraved parents, guar., terms. Also 
O.F.A. Stud service. 537-1357. 


GERMAN 
Shepherd 
wks., nice pets, 
pups. 
AKC, 
$35, 842-&04. 


* 
THE PUPPY HOUSE* 


PUPPIES as low as $10 with 
Ht 
distemper shot. 
WE BUY & SELL PUPPIES 
Ball Euclid Plaza, Anaheim 


Open 7 Days 
(714) 635-8573 


FREE to home with sma'll qlrls 8. 
yard. 
l'/j 
vr. 
old 
white 
& 
grey 
Terrier & „neep mix. Lovely, ac- 
_tive.female_dog,_ 5364512 bef. 6. 
GREAT 
Dane 
pups 
AKC. 
champ 
sired, Ig. black, 893-6843, 893-4254, 


AKC German Shepherd pup. w-pedi 
gree & shots. Female. Xlnt. qual 
..Black 8. gold, 5 mo. 642-5767. 
MUST 
sell, 
St. 
Bernard 
puppies 
AKC 778-0566. 


p R l l " 
ÏÏÏÏ 
.-•¡- To od. home ? yr. old 
Lab, field trained call »79-3767 aft, 


Open Eveninas 100 Mixed Pup* 


* 
PUPPY WORLD 
* 


Doberman 
550, 
Cup 
poodles, pit 
bulls, lab, Spitz .Chihuahua, Cocka- 
poos, Irish Setter, Ger. Shepherds, 
Huskey, Fox terriers. Buy or sell 
pups. Stud service. 531-5027. 


DOG obedience, sponsored by Park 
8, Recreation._541-3914, 532-0455 
STUD Service, Tiny Poodle, Chi., 
St. Bernard, Pom., Keeshound, Pit 
Bull, Spitz. 531-5027 O 


• FÜLL 
GERMAN 
SHEPHERD O 
M 8. Fem. w_ PAP E RS 
836-0160 


WAITRESS, exper., short hours. Lin- 
del's, 1783 W. Lincoln Ave., Anah. 
WAITRESS 
wanted, 
lunches 
only, 
M-F. Apply Warner House North, 
1005 N. Batavla, Org. 538-0039. 


WAITRESS - eve. work In fine res- 
taurant. Over 21, Call 956-3931 


WAITRESS, EXPERIENCED 


MUST have 5 years or more ex- 
per., over 24 yrs old. Contact Mr. 
McDonald after 5:30 p.m. 220 E 
_Katella, Org.. 639-1950. 
WAITRESS, 
exper'd. 
Dav 
& 
nlte 
shift. 
Apply 
Jerry'« 
Bar-B-Que, 
2120 W. 17th, S.A. 


WAITRESS, day shift, Mon-Sat. 
So. Euclid, Anah, 


1736 


* 
WAITRESSES 
* 


Exper., over 21, all shifts open. 
Apply In person. Jolly Roger Res- 
taurant, 620 W. Katella, Anaheim 
after 3 p.m 


WAITRESSES 
food & cocktails, pt. 
time for nlte & days. Exp. Cafe 
Orleans, 650 N. Tustln, Org. &39< 
5420. 


WAITRESS 
WANTED. 
OVER 21. 544-9751. 


MUST 
BE 


WAITRESSES 
EXPER. nec. Dental & Ins. bene- 
fits; The Parasol Restaurant, 998' 
1440, 
. ITRESSES 
wanted, 
all 
shifts, 
xlnt working cond, gd tips, 230 W. 
Warner, Ask for Jim from 9-2, no 
phone calls please. 
• WAITRESS 


Part & Full Time 


•CARL'S JR. 


RESTAURANT 


Apply In person betwn 2-4 at 


CARLS 


Ask for Sue 


10042 Westminster GG 


WAITRESSES 
exp'd. 
afternoon 
& 
graveyard shift. Apply In person. 
Colony 
K i t c h e n , 
27142 Ortega 
Hwy., San_Juan Capistrano, 


WAITRESS . ^ 3 or over, 2 yrs 
exp. 
10 p.m. to 6 a.m., must be clean & 
fast, apply bet. 2 p.m. 8. 6 p.m. 
Vance's 
Restaurant, 11241 Beach 


_Blvd., Stantoru 
WAITRESSES 
COFFEE SHOP Waitresses, for the 
d i n n e r 
shift, 
also 
part 
time 
wkends. Golden Bull, El Tore, 830- 
2142, ask for Eunice. 


WAITRESS, graveyard shift 


Apply In person 
MANNY'S RESTAURANT 
3330 W. Lincoln Anaheim 


* 
WAITRESSES 
* 


Graveyard, dinner house, trainees 
RAYA EMPLOYMENT AGENCY 


12530 Westmlnster._S.A. 
531-5610 


WAITRESSES (Desert i 
Resorts). 
Good restaurant furnished room & 
board & sd. tips plus scale & up. 
Our 28th Year 
No deposit required, low fee 
GWINN'S EMPLOYMENT AGENCY 


437-2885 
E. 
Nut- 


316 Elm Ave., Long Beach 
WAITRESSES, exper 2500 


wood Ave., Fullerton. 


WAITRESS, exper. only, 
breakfast 
shift, 4 days, closed Sun. & Hoi. 
Apply in person, Loo's Rest., 1451 
W. 17th St., S.A._JHoner's_Plaxa.)_. 
WAITRESSES expd. apply In Person, 
904 
W. 
Orangethorpe, 
Fullerton, 
after 5 pm. 


ST. BERNARD PUPS 
_Stud._serv^ trms. avail 636-4592 
AKC Great Danes. Stûd service & 


puppies. 
532-2767, 
527-0095. 


MALE DACHSHUND, 9~WKS., ARC 
535-8832. 


LABRADOR PUPS • 


(714) 
649-2501 


ST. Bernard Pups, beaut, markings 
$100 
554-0364 


AKC 
Irish 
Setter 
pups, 
champ blood 
lines, 
pet 
slock, 968-2971, aft. 6 pm. 


wks., 
«how 


FREE 4 kittens 8. mother TO GD 


HOME ONLY, 538-7136. 


BY 
Owner, call 
894-3174, Chicken 
COOPS; rabbit 
COOPS, & 
frames, 
make offer, 


TlNY balls of fluff, AKC, Wht. Toyi 
_Poodles,_8_wJ«I_old,_557^4]83 
GREAT DANE AKC. REG. PAPERS 


CALL. 639-9821. 


GUARANTEED, happiness In every 
home. 5 puppies avail. In assorted 
shapes & sizes. Free to gd. home. 
549-3183 


SIAMESE KITTENS 
Shots;, papers,.962^4551 


GËTSÂSAN 
SRËPHÉRDS 
MALË, 7 
WKS, 
WITH 
PAPERS, 
REAS, 
827-2621. 


ADORABLE AKC Beagle pups 3 M, 
3 fem, 894-7657. 


LABRADOR retriever pups, AKC, S 
_wks,_reas._ 524:3549. 
GERM Shep's, AKC, 7 wks, sable 
also. 1 yr. old blk & tan. Lorlen 
_Kenls.,_54W273, 536-1314. 
AYSSINIAN 
KITTENS 
CFA 
REQ. 
538-2249. 
GERM. Shep. pups, 7 wks old pu- 
n3.bte_d,_no_paDers,_S25,_893J237i 


IRISH Setter, puppies, 11 wks old. 2 
male, 1 fem., AKC. reg. 637-4629 
Mrs. Wolter. 


AMERICAN ESKIMO PUPS, PURE 


WHITE, REG. 635-1278. 


ST. Bernard 
10 linos. ,M. 
BEAUT. 
Weil mannered chp. sired. 646-9149 


FREE Male. Vi Germ. shep. VJ Ma 
lemute, 7 mos old, loves children, 
633-2068. 


IRISH Setter pup, male, AKC, shots, 
_wormed_$85,J4y598. _ 
• 
BOARDING-GROOMING Home away 
.from.Home^.546-2848 
LABRADORS, pure bred, black $25, 


557:8076. 


• T E A C U P 
p o o d l e s 
8. 
mâltese, 
Studs. Pups 8. adults. 545-2100. 


COLLIE 
pups, AKC, 8 wks. 
Eye 


chk., shots, pvt._pty_772-99|7._ 


AKC St. Bernard, 11 wk 
M 8< fem". 
rougn. 
Quality 
speaks 
for 
Itself, 


. SI50 & up. (213) 331-6924. 
GERMAN Shep. pups purebred, sll 
ver 8* blk., tan 8. blk., 8 wks. $30, 
830-3495 


SMALL MIN. MALE POODLE. NO 
PAPERS. $25. 636-3552 
• 
2 YR OLD MALE BOXER 
AKC REAS. 
826-2557 


FREE KITTENS 826-1891 


AKC DACHSHUNDS 


CHAMP, 
lines. 
Wkdys. 
aft. 
3:30 
p.m. 968-9332. 


* 
PARROT SALE 
* 


DARLING half moons, $29.95, Beel 
Bee's, $25, supplies 8, cages. 
_Anlm_als_^R^_UsJ_839-8520 
AKC PEKINESE PUPPIES 
842-1128 ' 


AKC Collie pups. S8.W champ lines, 


Reas. 633-7818. 


BASSET Hound puppies AKC ferns, 


575; Male 5100, 639-7889 


GERMAN Shep. Pups AKC 14 Wks. 
Champ, ped. bkgrnd. MStF. Shots 
528-9890 


AFGHAN hound pups AKC res. sire 
champion 
sanallah's, 
madrigal, 
show 
homes, brlndles, 
blonds 8> 
reds 893-2655 


GERMAN Shepherd kennel reducing 
stock, dogs, all ages, xlnt 
blood 


lines, sa]e^or_lease,_89M655 


BASSET T 
Hound, 
free 
to 
loving 
homo 
Fem, 10 mo. no 
papers. 


_ 892-8835 
MIN. 
Dachshund. 
AKC, 
rea. 
. 
males 
1 blk. 8. tan, 1 brown 555. 


.525-6180 
AKC Irish Setter, fem, 20 mo. $75, 
_ca 11528-6012,. betw e e n J — 2 p m. 
AFGHAN pups, AKC, champ, lines, 


terms avallable_551-2242 


FRl=E kittens to gd. home. Approx, 
_8_wkS._oId.J93-570?. 
DO-you need a lot 'of love? I have 
AKC 
Irish Setter 
pups, male 8< 
/em that need loving families. 550, 
$75 S, up. 979-8367. 


YORKSHIRE Terrier Puppies 
Champ, line, very tiny, 530-6455 
' • 
PUREBRED "BEAGLE PUPS 


MO PAPERS, $20 ea. 
847-9454 


MIN. Schnauzer puppies, 2 fem., 10 
' wks., AKC 532-1326. 


MINIATURE 
male 
Doxle 17 wks, 


old. 826-3049. 
- 


AKC Boxer, M., 2 vr, trade or selli 
AKC St. Bernard, F, 1 yr, 544-75<0_. 
COCKER Span., AKC, M's, buff, pvt. 
ptv.Aft, 534-06?6._ 


FREE KITTENS, 8 WKS OLD 
842-8156 AFT 1 
I 


WEIMARANER A.K.C. PUPS MUST 
SELL DUE TO ILLNESS IN FAM- 
ILY. 586-1513. 


SILKY Terrier, AKC female, 14 wks, 
$150, 636-1187. 
/ 


AKC German Shepherd pups sired 
by champion. Ph. Iphis $1?5. 539 
6497. 
1 .„ 


AFGHAN 
AKC 
PUPS 
MAtES7"12 
WKS. SHOW QUALITY $i50, 837- 
3737. 


SERMAN 
Shepherd 
AKC, reg 
mo., male $60, 586-6065. "I 


3</j 


BOXER puppies AKC champ sired. 8 
wks old^ SSO & yp_847-07/8._ 


AKC Toy poodle, fem, '2 frs old, $35 


to gd home, 637-5391 


2 - 26 GAL. all nlass- aquariums. 
Fluor, liles, filters, etc. $125. 521- 
3665. 
, 
„ 


ST." BERNARDS £KC, 8 wks. old. 
Only 2 left. Price dropped from 
$250 to $100 ea. 776-8385^ 


WAITRESS-Cholce Coffee Shop. 7035 
_Ljncoln 8. Knott, Buena Pk. 
WAITRESS 
- exp,, over 
21. Mexr 
Cass, 1750 W. Lincoln, Anh. apply 
10-2 or 4:30 - 6. 


• 
» WAITRESSES • 
• 
Days, 
Mon-Sat, 10-5, 
dependable, 
mature, 
willing 
to 
work 
nltes, 
cocktail, exper, attractive call for 
appt. 846-3177 


O O WAITRESS 
expd. 
for 
grave- 
yard shift, apply Craig's 
Retaur- 
ant, 
11220 Garden 
Grove 
Blvd., 
G.G 


WIG Stylist, exp $2-2.50 hr sal. 
+ 


Chi 


WIRING 
GIRLS 
- 
exp'd^ 
Circuit 
boards, 
soldering 
C, 
hand-wire 
wrapping. 
Apply 
at 
Communica- 
tions Components Corp.. 3000 Air- 
way Ave., C. Mesa. E.O.E. 


Situations Wanted Male 27 


MATURE 
man 
54! Dart 
time 
or 
perm. EXP. in oen'l. office work, 
mgmt.. inside sales. 637-8900. 


MANAGER—vnq 
man," 
30, 
wants 
posit w-growth exper creative, call 
956-7968. 


CONSTRUCTION Superintendent ex 
per, dependable, refs, resldentla' 
commercial, industrial, 533-4710. 


LAB. PUPS, $25. 635-4193 male 8i fem- 
ale. 


GERMAN SHEPHERD PUPS $20 
6 WKS., NO PAPERS,_539-5064 


SCHNAUZER Dips, shots, stud serv- 
I c e , t e rms52':8366 


SAMOYED pubpies AKC pedigree, 6 


wks old. Cat aft. 5, 639-8895. 


GERM shrt nr pointer pups, pure 
bred, born May 22. Call now for 
1st choice. 528-1323.. 


12' INDIAN Python; 5' boa. Call att 
6p,m.64!-83_95. 


BOXER, 2"Flashy Fawn ml. puppies, 
6 wks. o'd. TOP bloodlines. 847-0540 
LABRADOR 
pup. 
Beautiful 
form. 
AKC, S'5^_Terms_oc lease. 538-J449. 
• SAITIT BERNARD - MALE 
• 


AKC, 51.*0 
956-9725 


LHASA "Apso AKC, 12 wks., $100. 
684-1710 ext. 384. 686-5659 eye._ 


GERM Shep. pups mate. AKC, 2'/: 


mos. 539-5843. 


MUST sacrifice old English sheep- 


doq. l'/j vr. 
fem. 
3501 


w-papers, 646- 


AKC Afghan pups. Very reas. to gd. 
hone. Show qual. 8i pet, 645-6067, 
523-5130 


CH'HUAHOA -puppies., Adorable 
5; 
vks. AKC male 
8. female. $100 
fach. 638-3492. 


ACC St. Bernard puppies M8.F Ig. 
boned, all shov/ qual lor sale or 
trade 842-2194_ 


LAB 
puppies, 
papers 
on 
mother, 
curses on father $10. 542-5956. 


SIT. WANTED FEMALE 
!9 


BAB7sffTTNGT?uTTearnlngT!<?lnq 
care. Magnolia t. Hazard 531-1614 
" 
NEED HELP AT HOME? 
• 
Nurses 
• 
Aides 
• 
Stters 
• 
companions 
• 
Housekcipers 
Hourly, dally or monthly ratis. 
HOMEMAKER-UP JOHN 
1805 N. Broadway. S.A. 
517-6681 


Orange Co. Domestic Ajency 
Call 7 days,_anvjiour 
# 
997-0500 


* 
AIRCRAFT WASHERS 


(2) 
Fast 
advancement 
10 
crev/ 
managers. No 
exper. 
lec. 
will 
train someone not afraid of height 
All outdoor work compaiy seeking 
individuals interested In :areer. 
ECHO JOB AGENCY 
893-5011 


6531 _Wedslminste_r 
Westminster 


BABYSIT, my home, 3 rieals dally. 
Palmyra 8. Tustln, Org 532-3280. 


WILL babysit, mv home, nltes only. 
Knott 8. Ball area, 8264741 


BABYSIT, ref. room i<r 1 child 3-5 


I 
vr.. MiF, Tustin. 544-1465. 


I BABYSITTING, my tome anytime, 
.» Jackson school area. 545-3395. 


MUST find gd. home for adult M8.F 
cockapoo, gd. w-chlld. Free, 541- 
6482. 
• 
PERSIAN KITTENS N.C.F.A. 


637-4977_Betw. 6-9 p.m. 


POODLE PUPS AKC, 1 male, 1 fem- 
_ale. Call S31^23i)3 aft. S:3Q. 
LHASA 
Apso 
AKC 
reg. 
Lovable 
pups, 14 wks. w-all shots. 544-9314 
AFGHAN — HUZZAH 
EQUULEUS" 
b-m red male 9 mos. 
642-9899 


• 
AFGHAN PUPS AKC 
• 
_ Ch. sired, shots, terms. 633-1582 
AKC Germ. Shep. PUPS, 11 wks.,* pe}| 
8, show. Int'l. Champ., U.S. G.V. 
Lines. Lge. bone. Priced to sell. 
M..& F. $50. 531-4936. 


AKC St. Bernard pups, excel. marlT- 
jngs1_Shots,_$100._552-0200,_846-4864. 
IRISH Setter Male, 10 wks, AKC, 
shots^SlOO, 638-8915. 
_ 
_ _ _ 
45 GAL. Aquarium w-f[sh, 5100, pr of 


tiger oscars, $25, 523-4157. 


• ' • M I N I A T U R E , 
Schnauzers 
AKC reg. 8 wks, shots, 892-1788. 


AKC OLD ENG. SHEEPDOGS 
PUPS $100 8. up • 
836-4476, 893-0293 


• POODLE PUPPIES 
Black, male 830-7730 aft._6. 


WHITE F poodles, reg., 10 wks., $75, 


or exch. tor labor. 540-1681. 
POMERANIAN 
3 
MÒS^ 
AKC 
1 
MALE ONLY, $125. 833-2539. 


ÄKC St. Cernard, 7 mos., fem.. S255 
or make ofr. 213-437-1921 bef. 2 
p.m. 


LAB, PUPPIES. AKC, $50 
„ 894-9994, AFT 5 


• 
ENG. S P R I N G E R 
SPANIEL, 
AKC, ch. sired, xlnt bkgrd, fid or 
show,_1 l_wks, w-shots, 522-5504. 


RED Tall Colombian Boa, 5', 3 vrs. 
+ 
cage. $35. 558-7750. 


EXOTIC fish ¿ access, for sale. 142 
gal. cust. bit tank. 1-26 gal. show 
tank comp. 2-20 gal. 1115 commer- 
clal 8. 1 5 gal. 1-735-1486. 


POODLE PUPPIES. AKC, sassafras, 
housebroken, shots. 666-3214. 


A . K C COLLIE PUPS 
550 up shots 
525-1388 


GERM, 
short 
hair 
pointer, 
AKC, 
fem., 
4 
mo„ 
PUPPV shots, 
$40. 
526-3270. 


AKC champ sired Great Dane black 


M „ 9 mo., 575 . 637-3406. 


COCKER pups, buff color AKC, 10 
. wks., M:F, ch, lmes, roas. 536-5914. 
PUPPIES. Germ. Shep". short 
hair 
pointers. $20. 847-7838 


DACHSHUND min 2 yrs. M. black 8, 
tan 
w-papers. 
affectionate. 
575. 
545-0531. 


REGISTERED AUSTRALIAN SHEP- 
HERD PUPS. (714) 735-8156. 


• W I R E Fox terrier pups AKC M 8. 


F. shots. Reas. 638-2543. 
OLD Eng. sheepdog 14 mos. old fem, 
papers. 5150. 847-5386. 


LGE. German Shep. puppies, 8 wks. 
520. Ph. 871-8163. 


P E R S I A N 
Kittens, 
M8.F, 
blck, 


smoke, AKC, 550 up, 830-4008. 


DALMATIANS, .((2 
Bros.), sell to 
aether, 541-5413.- 
' 
' 


AKC, Doberman puppies, make offer 
or trade,_892-4975. 


SHEPHERD Puppies, for sale, $5.00 
each, 774-4255, after 5. 


VIZSLAS-HUNGARIAN 


POINTERS. CH. SIRE 8. DAME 
Field Lines 
526-6416 


OLD Eng. Sheepdog, F, 1 v r , 545, 
962-5771. 


MIN Schnauzer AKC, reg. all shots, 
cropped 7 mo. 558-1473 


ST, Bernard Father's Day special M, 
ÀKC, 8 wks. 5200. 998j)J24 
J 


LIVESTOCK 
33 


^ Á D D ^ s n r í s E D T M n Ü ^ ^ 


$39.50 to 5750. 
English 8, West. 


Mon.-Sat. 
Fri Nltes 
714-687-6271 


4x4x10 52.50 EACH 


714-633-8483 


geld. 
A.Q.H.A. geld. 4 yrs. 5450, Small 
regimare,_2 yrs, S375. 53B-8766. 
MUSt"seîi, thoroughbred qeldtng, 17| 
hands, can lump, call aft. 5, 545- 
3420,. 


PASTURE 
horses 
secluded 
ranch 
area to_rlde._$25i_58610„489. 
REGISTERED ARABIAN HORSES 
Terms JWailable^ 
_ 
(714) 737-1497 
APPY. 
Geld., 
Western 
Pleasure, 
spirited-well behaved. 5350. Compl. 


_tack. $150. 544-2119. Aft. 6 
LOVABLE, gentle but spirited quart- 
er type mare. Real nice. $275. 545- 


_ 2846; 979-2615. _ 
MUST sell reg. '/? Arab, mare, 9 yrs 
& reg. Arab, gelding, 17 mos. Will 
consider 
reas ofr. 
838-4389, 540- 


4926. 
YR, old mare, $275 w-saddle 8, 
tack. 536-1618. 
- 


' 
• 
HORSEMAN WANTED 
• 
MUST 
be top hand, sober, 
male, 
over 30, hard worker. 
(714 
) 633- 


8483. 
__ 


" R I D E ME, I'M TEDDY BEAR 
Sharon's No. 1 lesson horse at 
MORNING STAR RANCH, ORANGE 
(714) 633-8483 
PROFESSIONAL lessons In English 
8. Western. Horsemanship for be- 
_glnner's and advanced students. 
4 YR. old reg.'T.B. grn. broke, 5500. 
West.-Enq._544-3065_aft. 6. 
_ 
PLEASURE 
Horses, 
thorobreds 
8. 
auarter horse. $200 up. Call 979- 
9490, ask for Mvrlene. 
4 RENT pipe stalls, riv. 
ac. 
Horse for sale, S300, 531-0683. 


2 WELL bred Arabian mares, also 
2-yn_old filly. 538-123?. 


3 YR. REG." APPY GELD, 
MUST 
SELL,t637-1325. 
_ 


OPEN June 1, 10A of facilities, for 
boarding,: 200 horses, pipe 
stalls, 
box stalls, runs for mares 8< foals, 
near Anaheim Stadium 8< S.A. Riv- 
er. acceding reservations now An- 
aco Ranch Co., 14242 Winston Rd„ 


_Anahelm,.533-2531 
5 PVT. 
Lessons free w-box 
stall, 
feed 8. clean. S75.Total 979-9411 
962-8679. aft 6. 
, 


LLOYD McAVOY. Riding 8< training 
Western show horses. Now at AN- 
ACO RANCH CO., 14242 Winston 


_Road, Anaheim, 533-2531 
OBDEIENCE 
Classes 
starting 
In 
.Tustln. 
546:4928. 


4 YR. A] 
tie.. $3' 


uy. 8. Quarter Mare. Gen-| 
I. 7 Yr. Tho-bred 
mixed. 
Both very gentle 
$200. 6 Yr. Ara- 
bian gelding. Spirited. $350. Also 4 
type stalls. 12x24 ea. New $400. 
821-6871 


HORSES HAULED 
737-2651 


"SELLING OUT CHEAP" 


kid's horse. Appaloosa Leopard, palo- 
mino mare. Several saddles 8> brld- 
les._Horses_hauled._l-714;737-2651. 
WANTED cash price for 5 white or 
black 
face beef 8 wks or 
older 


543-6577. 


BLACK MARE, 8 YRS, $325 
NICE 
• 
. 
530-5963 


AQHA 4 yr. old geld. Xlnt breeding, 
spirited, gd. stock or game horse. 


_$500^842-1152. 
REG. Quarter horse mare In foaT, 
Palomino, xlnt conformation, well 
trained, 6 yrs. 51200 or ofr. 962- 
1652. or (213 ) 531-9038. 


QUARTER bay geld. Prof, train for: 
show. Winner in West Pleas, trail 
Eng. 
hunter 
hack. Youth 
horse, 
best offer 842-6215. 


REG. Vi Arab yearling flllv 
Excel, 
conformation. 
Show 
quality 
639- 
7527 


.KEG. one half Arabian mare; 3 vrs, 
grn broke, gd dlsp, smooth rider. 
5750 terms avail. 531-7071. 


PALOMINO 
mare, 
aentle, 
anyone 
can ride. 5300. 997-0562. 


Poultry-Rabbits-Supplies 
35 


s o s s s r a r w a n r T B i a s i 
Coops-rabbit 
coops, 
8< 
frames, 
make-offer. 


MONEY TO; LOAN 
49 


Real Estate— 


* 2ND TRUST DEEDS 
* 


UP TO 510,000 


*CREDIT NOT IMPORTANT* 


Very easy terms. 


675-4494 bkr. 


•For 1st or 2nd loans 
Trust Deed Center, Brks. 
1323 N. Broadway, S.A. 
543-8381 anvlime. 


PRIVATE 
funds available for 
2nd 
trust deed loans. Any amount, any- 
time 
Malestlc Mortgage Co., 714- 
638-5013. 
., 


CASH 


ONE DAY 


In emergoncy with 
oood title 8< equity 


NO BALLOON 


(CONTINUED) 


* 
MONEY PROBLEMS? 
* 


LOCAL broker has investor» readyl 
to loan vou money for any reason 
on your nome or otner Real Es- 
tate. Credit 
not 
Important. 
CHI 
_53018ifl0 or 832-6168 for Info. 


RETIRED COUPLE 


HAS MONEY TO LEND OR 1ST 8. 
2ND MORTGAGE PHONE BKR. 


772-6230 
1st oc 2nd 
REAL ESTATE LOANS 
$2500 to $50,000 


AVAILABLE FOR 


IMMEDIATE LOANS 


Serving Oranoe Co. for 23 year». 
Present 
and 
new 
clients 
are 
Asking us to place funds for them 
Ask your Banker or Realtor about 
L.J. KELLY MORTGAGE CO. 
Member Santa Ana-Orenge-Tuslln 
Board of Realtors 
2036 N. Main, S.A. 


547-4186 


^PRIVATE F U N D S * 


* 
FOR 2NDS 
* 


Behind In Payments? 
Turned Down Elsewhere 
For No Credit Or No Equity?? 


ATLAS 
HELPS YOU 
QUALIFY FAST! 
NO CREDIT NEEDED 
Loans $1,000 to 510,000 


AÜ Areas! Fast Escrows! 
Atlas Home Loan Bkr. 


539-8944 


12522 Brookhur5t St. 
G.G. 


NEED CASH? $1,000 or up to $3,000, 
510,000 and more. Remember Avco 
Thrift for a real estate loan. Upon 
approval, use the money however 
you like. Also ask about our unse- 
cured p e r s o n a l 
loans. AVCO 
THRIFT. 711 N. Main St., Santa 
Ana, 835-2151, 252 S. Euclid Ave., 
Anaheim. 535-2247. 


Store, Office, Mkfs., Ber 57 


NEW DESKS 
"" 
Walnut Nevamar Tops 


60" desk 7 drawer 
562.95 


40" desk. 3 drawer 
531.75 


File cabinets 
519.95 


REDFIELDS 
533-7500 


J251JWESTl_BALLJRp_ ANAHEIM 
DEVELOPMENT Co. sells used "exec 
desks, 
clerical 
8. 
typist 
desks, 
chairs, 
tables, 
files. 
McMahon 
Desk Inc., 1830 S. Anaheim Blvd., 
772-8450. (Alongside S.A. Frwy. 
at 
Katella) 
1800 
Newport 
Ave., 
CM. 
642-8450. 


50,000 USED ITEMS 


Orange Co's. largest supply 
FILES, desks, chairs, lockers, army 
8, 
hosp. 
beds, 
reflnlshed 
desk. 
Tons 
misc. cheap. 
Bailey's Sur- 
plus, 3043 So. Oak, S.A. 540-9482. 
CENTURY OFFICE FURNITURE! 


Exec swivel choirs, wal 
539.95 


Exec hi-back chairs, wal 
....559.95 


Steno Chairs, steel 
519.95 


30x60 Exec desks, wal 
$99.95 


36x72 Conference desk, wal ...5129.95 
WE HAVE A SELECTION OF 


OVER 200 STEEL CASE 
DESKS, TABLES 8. CHAIRS 
WE HAVE A BARGAIN 
FOR EVERY BUDGET 
CENTURY OFFICE FURNITURE 
1518 N. Harbor Blvd., S.A. 
531-4660 
MISC., shelving, cabinets, 
counters 


.8, benches, etc. 835-7833 


NEW 8t used showcases 8< store fix- 
tures. 
Wilson Showcase 
Fixtures. 


3126 S^KIIson^J.A. 55712630._ 


OFFICE 
desk, 
34x60, 
$65. 
Add. 


rnach., Inte.model $50. 645-5200 


CLOSING EXEC. OFFICES 
3 SEC. desks 8c chrs., 2 exec, desks, 
credenzas 
t, 
files. 
Typewriters: 
IBM Selectrlc, 2 model C's, Royal, 
550, Olympia. manual, Paymaster, 
Frlden 
8, Victor print calc.. ad- 
_dersI_8< mjs. 543_-3124_or_532-2026. 
POOL Tbls.,luke box 8< bar equip. 
_545-1686_orj646-6395 
CASH register, od.l cond., $200 
5490; eve, 870-5317. 
870- 


PORTABLE 
beer 
bar. Xlnt. 
cond. 
.. Aft..5_:30p.m.. 522-4872. 
EXEC. Swiv. chr. 515-535, see'l. chr. 
58-530, exec. dsk. stationary tbls., 
stools. Work bnch. 530-550. Pierce 
867. W. 19th, CM. 
642-3408. 


NAT'L. Cash Registers, model 1544 


(4-1B) 5450. Xlnt. cond. 538-6646. 
ADCER 
1214 P., cost $475, sell for 
$350. 998-2114. 


$1000-$50,000 


Loans are available everyday, at 
Capitol Home 
Loon. -710 N. Eu 
did, Anaheim, 778-3450. 


_ START-UP CAPITAL For capable 
Entrepreneur 
879-9433 


CASH tor existing 2nd T.D.'s", prì- 
TOte money bkr. 894-2987. 


' 
REQUIRED 
•"'• 


Hómeowners, 
even 
if 
you're behind in pay- 
ments 
and 
between 
jobs, Aames may be 
able to arrange a loan 
for you. You may con- 
solidate your bills, re- 
duce your monthly pay- 
ments and have cash 
left over. 
AAMES 


HOME LOAN C.O 
772-3636 


471 So. Brookhurst 
Anaheim 
Bkr 


BELIEVE IT 
OR NOT! 


SOMETHING new Is happening at 
Capitol Home Loan! 1st, 2nd and 
3rd home loans are now being ar- 
ranged to qualified borrowers. 


THE equity In your home or other 
real estate, paid for or not is the 
key to vour borrowing power 
at 
Capitol 
Loans 
from 
51,000 
to 
$50,000 or more are available ever- 
yday at Capitol with no balloon 
payments required. 


This time call the 
1 c o m p a n y that's 
doing things a new 
way!! 


CAPITOL 


HOME LOAN CO. 
THE CREATIVE LOAN 
BOKERAGE FIRM 


710 N. EUCLID, ANAHEIM 
778-3450 


24 HOUR PHONE SERVICE 


NO points, no pre-payment penalties, 
no appraisal fees fast service, lo 
rates, call 
Investors Thrift, 
639 
6411. 


HOME OWNERS 
YOU CAN BORROW 


$1,000 TO 


$10,000 NOW 


ON THE EQUITY 
IN YOUR PROPERTY 
PAIO FOR OR NOT 


LOW PAYMENTS 
LOW INTEREST 


COMPARE OUR COSTS 
THEY'RE LOWER 
THAN MOST 
FINANCE AND 
THRIFT 8. LOAN CO.'» 


IMMEDIATE 
SERVICEl 


COSTS S, TERMS 
QUOTED ON THE PHONE 
NO OBLIGATION-CALL 
636-4100 


HOME LOAN CO. 
NATIONAL 


A leading loan brokerage 
Garden Grove 
12192 Brookhurst 


NEW FROM ATLAS! 


A LOAN THAT 
USES PRIVATE FUNDS 
EXCLUSIVELY 
AND ELIMINATES 
MOST LOAN FEES! 


• NO CREDIT PEES 


• NO ESGROW FEE 


• NO APPRAISAL FEE 


ATLAS 
GUARANTEES , 


THAT YOU GET 
MORE MONEY 
AT LOWER COST 
WITH SMALLER PYMTS. 


We Help You Qualify 
For This Loan 
Even If You Are 


In Default 
or in or been 
Rejected Elsewhere 
For Poor Credit 
Or Low Equity! 


LOAN'S $1,000 to $10,000 
ALL AREAS! FAST ESCROW 


ATLAS 


539-8944 


CONSOLIDATE 
YOUR BILLS 


LET YOUR HOME PUT 


CASH 


IN YOUR POCKET 


$1,000 to $50,000 


On your home or Income property 
Interest only plans available 


No Balloon Payment Nec. 


Answer In One Day 


LOW MONTHLY PAYMENTS 


ARRANGED IN THE 
PRIVACY OF YOUR HOME 


OWA 


MORTGAGECO. 


542-5661 
24 HRS. 


LICENSED BROKER 


2 CHECK out counters 8, 1 gondola, 
$15 pc., 7949 Main St., 
Stanton, 


826^720. 


VARITYPER, 
897-0241. 


630, 17 fonts. 
$800. 


STORE 
Fixtures from 
larde 
men's 
stor? 
available 
at 
fraction 
of 
original 
cost. Must 
sell! 
GOOD- 


_WILLI_4040_N. Falrvlew. S.A. 
3 OFFICE Suite, carpeted 8< drapes. 
Corner 
Beach 
Blvd., & 
Cerrltos 
$195 mo. 537-7393. 


GARAGE SALE 


(CONTINUED) 


711 MISCELLANEOUS 
73 


(CONTINUED) 


GAR. Sale, baby furn. Í, clothing, fld 
cond, up to 4 vrs, 5380 Burlln 
qame, BUj_Pk,_521-3337. 
GAR. sale. 
_ ._. Everything aoes. Corri' 
píete household furnishings, swing 
set, ' 
322 


jungle aym, Amana 
freezer, 
E. Lil Veta,.Orange,.639-8596. 
GAR. Sale. 2 houses of furn., moving 
cut of state. Come anytime 
this 
week. 10349 Miranda, B.P. 
GAR sale—mlsc furn, paneling, air 
cond, crpt'g 6, old clothing, '61 PU 
truck, 
'61 sta wgn. 5380 
Burlln 


_ game, B.P^ 521-3337. 
GAR. Sale, beds, chesis, 3. misc. 
11661 Stuart Dr., Apt 4, G.G, 537' 
0367. 


Coins, Stamps & Access. 72 


SILVER, GOHdT^WWpS? COLLEG 
TIONS: 


We pay top dollar, 835-9246 


BUY 
COINS 
SEL! 


$170 
U.S. 20 gold 
S175 


$162 
Mex 50 peso gold 
S169 


$14 
1970-D Mint sets 
Call 


30% 
Silver Coins 
89% 


Call 
BU rolls Morgan 
$100 


$3.25 
Sliver Dollars 
$3.39 


JOEL D. RETTEW-Rare Coins 


7843 E 
Florence Ave., Downey 


(213) 927-1313 


We pay more ^JWhy take Jess 


We 
~ pay 
too 
dollar 
for 
all 
"Gold" and Sliver cotns. 
Come see the largest selection of 
"Gold" coins In Orange County. 
"Deal direct with the wholesaler 


COMMONWEALTH COINS 


515 W. Commonwealth 
Fullerton 


714-870-0944 


Mon. thru Sat. noon 'til 8 
Call for Market Fluctuation 


WILL pay top $ for silver coins 8, 


bars, 640-8185. 


BUY 
8, SELL 
SILVÈR, GOLD 
& 
SILVER 
DOLLARS, ABC 
COINS, 
1024 S MAIN,_SJA.,_PH._542-2442. 
SELLING silver bars .999 fine, T or, 
bar $3.40, 100 oz. bar. $300. 778-3132 
after 1 pm. 


MISCELLANEOUS 


OFFICE desk 60 In white naugahvde 
2 pc sectional.,.mlsc .tbls, 828-2665 


Cafe Equîpmnt & Fixture 59 


TÉ?" machines, 1 Frigidaire mini cub- 
er 200 lbs. 1 crystal tip. Mini or 
Ige 
cube. 400 lb. 542-2000, 1100 S 
Grand, S.A. 


ELEC. cash register 
5275, _63B-89261_ 


gd. 
cond.; 


MUG & "pitcher chiller, 30 


for beer bars. 879-5644. 
REFRIGERATED 
less steel sink 


hi. Ideal 


Dell case, stain' 
w-dlsp, 675-0869. 


MACHINERY & TOOLS 
01 


AMMCO drum & disc lathe w-truck 
_adaptros._539-6497. 
AMERICAN 
Chain 
mod. 
223, Car 
brundum cutoff saw with coolant 
tank, 220 or 440 volt, 776-3691 91 


_oft_S_7742871. 
CIRCLE Cutting to 48" & 12 ga. Bob 
Reed, sht. mtl, 835-0554. 


1 BRADFORD lathe 15"x48" 
Days 


213-722-7151, eves. 
714-521-8311 
CUMMINS diesel eng., lo time, Slnt 
cond.. 130 H.P. 543-6353 aft. 5. 


30 IN. American laundry 
extractor 
$150. Shread-O-Matic paper shreader. 
$150. 893-1114. 
AIR HOSE REELS WANTED 


We wish to purchase 3 or 4 used 
overhead air hose reels w-or w-out 
air hose. Call Blllv Wilson, 714- 
835-1501. 


1 CL.ARKAT tow motor, xlnt. cond., 
1 
Kohler 
12 H.P. 
motor 
compl. 
with starter gen.; 1 Kohler 12 H.P. 
short block recond., 1 Sioux No. 
<45 valve refacer - wet good; 1 
Sioux hard seat qrinder, nr 
new. 


772-9427 aft._5 p.m. _Anahelm. 
_ 


ALIGNMENT rack, air tlre'mach., 
balancer, 
bearing packer, 
IV2 T 
_ a i r Iack,_O.H. loop gun, 772^6876. 
BRAKE 
DRUM" 
LATHE, ""$175. 
529-1887 


. 
„ • P O R T R A f i ? P A i N i I [ H » 
In oil from photos. Exact likeness, 


Reasonable. Phone. 530-0851. 
^™PHOLSTER~NOW"~C"AXL~F"OR 
FREE j|S_TJMATES._530-0135. 


STEREO quadrasonlc 200 watt re- 
ceiver Garrard Model systemized 
turntable, tape deck, 4 speakers. 
New 8. g u a r a n t e e d . 
(Slightly 
scratched) 
Was $399. Now $190 
Terms. 535-7288. 


REBUILT KIRBYS 


R E G U L AN rO^ 6ON 5°LY m o d e l s 


$49,50 


_ 
WHILE THEY LAST 
Guarantee« by Orange CounVv'i 
f a c t o r v franchise distributor 
543-9289 
1254 So, Main, S.A. 


Pool 
AUTO 
. . 
available 
S79. 
CredTt 
sweeper 


„ „ 
pool 
side. $75,, heater, 


$50, pump & motor $50, filter $50, 
diving board $30, pool vac. $10, 342 
E. 3rd St., L.A. (213) MA 5-2648 
W E , ^ . . P ? 1 ; ' 
T V ' S ' stereos, tools 


misc. Working or not. 892-1333. 
FOR Sale 24x40x10'. All steel bldgT 
_never erected $1850, 640-0312 


T S85°f2^782Be'.Cy"C^ H " " y 
m ° V l n g ' 
SERVICE Station equip & vending 
_machlnes, 536-6047. 
G.E. 
Dishwasners, $50, stove, $25, 
good cond, 530-2675 aft 6, 636-4718. 
UTILITY Trailers. Priced tor quick 
sale. Crissman Rentals, 1954 Plo- 
centla, Costa Mesa 


ALIGNMENT 
rack 8. snuff 
gauge, 
comp. w-gauses. $300 839-3481 or 
893-4833. 


SIOUX value Seat Grinder. AMMCÓ 


brake shoe grinder^.846-2059 


—A-C WELDER 225 amps, w-acces"- 


sorles, $98. 
—VICTOR weldinn outflt-SKII.-WELD 


w-cyllnders, (full) 8. cart, $99.95 
301 E. 1st St. : 
_ 
Santa Ana 
LATHE Southbend, 15"x48 " 38.4 law 
chucks, etc. $695. Craftsman, Vj" 
drill press, floor model, $75, com- 
pressor 2 HP, 3 phase, 80 gal, 


_ t a n k , $250, 821-2003, aft_6_pm. 
• 1 MILLING 
MACH. 
1 "LATHE", 
PVT. PTY. 828-3632. aft. 5 


WANTED 
500-600 degree 
F. 
oven. 
Min 
I.D. 
24"x24"x24". 
540-1142, 
548-8618. 


WANTED, woodworking equip, band- 


saw, will pay fair price, 646-513?- 
HOT Point 8. Philco Washers. Akal 


Tape recorder. 897-4063, 


bUOJTHERM 
10M BTU 
roof 
AC, 
Mr., mtr. hme. $225._a3BJ9m eves. 
C H A B A S C O " 
LAND 
SAILOR^ 
._S EATE R_S450. 968-6857. 
RENT $6 mo. New color TV, v/ash- 
! r s ' 
?„r„v?„r= 
& 
refrlo. 
Option 
to 


_buy. 529-4878. 
DINING room "suite, modern, w-4 up- 
holstered chairs 8, 4-600 x 14 tires 8. 
- rjms. .827-0459. 
FRONT throw mowers ¿> mowers of 
ail 
types. 
Edgers, 
lawn 
vac's. 
Trade 8, also buy. Sharpen & re-i 


.pair done at my_home. 827-3386. 
BLK. Naugh. sofa & loveseat. Like 
new. Reas. 968-9202. 


CRAFTSMAN table saw 8< 450 Hon- 
_ da touring bike. $850. 826i9285. 
USED cpt.,"llke new, blu-grn. nylon, 
hi lo, approx. 41 yds.. Also 16 yds. 
^gold. 776-7877 aft. 12. 


WATER softner, 1 yr. old $800 Serv- 
l-Soft. Sell for $400 or make ofr. 
..962-5566 or 839-5609. Gay or Lucy. 
FURNITURE, 
bookcases, 
exercise 
bike, sun lamp, T.V. stand, 835- 
0333. 


VAN NORMAN KWIK-WAY 
BORING BARS 
846-2059 
12" 8,t20" MT. 1 cut band saws $175 
8. $295. 16" 8. 21" P. hack saws, 
$75. 8t $25. Hand surface grinder, 
$275. 
8" 
table 
saw, 
$70, 
S.M. 
Notcher, 
$75. Rollaway, 
$10. 
IT 
Chain fall. <15. H S. drill press, $30, 
etc. 551-5167. 


MONEY WANTED 
51 


$20. 


TALLY Ho Farms, now open until 9 
PM, IV2 acre llahted arena, access 
to river bed, pipe stalls w-shadp 
$55, box stalls $65, new 12x12 box 
stalls $85. We feed 8, clean, free 
pickup wltiiln 25 miles, 17262 Ne- 
whope. Fountain Valley, 979-9475. 


MONEY 
TROUBLES? 
GET CASH FAST! 


Clear 
up bills. Hens, taxes, 
loans 
due. Your equity In home, income 
property 
or 
acreage Is 
all 
you 
need. Payments tailored to 
vour 
budget. 
Arrange 
for 
$1,000 
to 
$25,000 without disturbing vour cur- 
rent 1st T.D. Full disclosure. No 
surprises. Also collateral loans ar- 
ranqed on 1st, 2nd, and 3rd T.D.'s 
which you own. Don't sell at a 
discount. Keep vour T.D. equities. 
NO BALLOON PAYMENTS 
REQUIRED 


UNION HOME LOANS 


Calif's. Leading Home Loan 
Brokerage Firm 
19 Fully Staffed Offices 
In Orange County call 
539-9534 


• 
ANVIL 145 LB. $60 • 


_ 
846-5724 
EARN 
10%" 
iNTEREST 
ON YOUR SAVINGS 
CALL 


FIRST AMERICAN MORTGAGE 


52N2400 


•A RETURN 3 yr. season 1st T.D. 
$750 due 1976 balance $60,000 less 
than 50% sales price.. Choice Or- 
ange Co. details T.D.C. 543-8381 


W| LLING to pay 16% on small $2000 
loan for short period. Secured by 
bonafide business proposition. Xlnt 
ref^.556-0468j_^Aft,_9 p.m 
,",11. 7 H«' 
11. 


$10,000 needed 
urgently, 
prl. 
pty. 
secured loan. ed. terms, Write to 


_Box A-907, The Register, S.A. 
EARN 10% Interest on high equity 
trtJst 
deeds. Will 
furnish 
refer- 
ences. 530-4322. 


I need $9000. Will nay high Interest, 
UP to $1200 per 
vr. for 2 yrs, 
213-697-9987. 


TRUST DEEDS, MORTGAGE 53 


K ^ i t T T ^ e l H i ^ i a C e T S s P i o e c I s 


any 
smount. 
Anytime. 
Maiestic 
_ Morloage Co., 714-638-5015. _ _ _ _ _ 
PVT. pty will purchase 1st or 2nd 
trust deed 8< properties, local or 
statewide. 879-1096. 


2 trust deeds for sale 
$4.000, 3071 disc. 
638-4000 


WILL 
BUY 
2ND TRUST 
DEEDS. 


PH. 639-9319 ANYTIME. 


10% DISCOUNT on" $35,000 1st T^T. 
on San Clemcnte ocean view, ho- 
tel-apt site, $350 mo. ind, 8}'<% 


_ Due 5 yrs, 714-493-1154. 
SELLING 
8i 
Buying 
? 
Purchase. 
FORECLOSURE TD's see class 9?. 


DON'T D I S C O U N T " * " 


Borrow 
against 
vour 
t r u s t 
deed Instead. The payment vou re- 
ceive on the Trust 
Deed exactly 
pays the payment, on your loan 
No discounts necessary. 


YOU'LL 
SAVE 
MONEY 


772-6230 
Broker 
892-5548 


QUICK cash for existing 2nd (-deeds. 
No fee, pvt. pty. 772-9342. 


CRACKER BARRELL SPECIAL 
Steel tapes, 10 ft. 99c 


301 E. 1st ST, 
SANTA ANA 


"SANTA 
_ 
_ 
ANA 


NEW 
Insulated oven, panels, 4 In 
thick, 600 degrees F 
Construction 


$1.15 sq. ft., 521-2626, or 999-1313. 


NEW Tools, FI & Hyd. lacks, "hvv. 
duty vices, tap 8, die sets, air 8, 
power tool, drill press. S.S. bits. 
Hand tools etc. All priced to sell, 
638-1832. 


PACIFIC FREIGHT 
10654 Westminster 
Garden Grove 
AIRLESS 
Spray Gun, Graco Mod. 


350 75 ft of hose 892-3206. 


SAWS; 
new 
abrasive 
cut-off's 
8" 
thru 26" from $197, W-Motor; Hor- 
Iz 
8, 
Vertical 
Metal 
b a n ^ a ^ s ; 
new 8c used hacksaws. NEW 
W 
drill press $195. 8< up. 811 E 1st. 


Material Handling Equip. 62 


ANTIQUES & furn. access, pictures, 


clothes, jewelry, etc. 558-1473. 


MUSt sell Ig. desk, typewriter, hl-fl 
equip., toys, vacuum, elec. fence 
charger, 
etc. 
406 
Brower 
Ave. 


Placentla, 524-9438. 


40 WT. oil, 15c ea., 25 gal. aquarium, 
$15, wheel barrow, $2, camp stove, 
$2, 524-3804. 


LIC. cement mixer gas pwr'd. $100. 
Sm. roto-tlller 
$50. Westlnghouse 
gas dryer 
$35. Schwlnn 10 spd. 
_needs work $25, 531-8734. 
GRAPE 
stake 
fencing", 
W , 
plus 
.posts near nu, cheap. 842-6746. 
AIR cond. 10,000 BTU's $75, 14,000, 
BTU's $125, 18,000 BTU'S $150 or 
all 3 for $325. Refrlg. w-lce maker 
$150. Optlsan organ, books 8< seat 


_lncl,.$300 or.best ofr._828-7676; 
CHOIR" robes 32 maroon,"with qold 
S< white stole, assorted sizes, reas, 
wkdays,_526-2265 


POOL Tbl. $75, poker tbl. 
25, both 
for $90. $350. child's accordion for 
$75. 968-3868 


BEGINNER surf boards $20 8. $25. 
12 chord magnus organ $12 assort- 
ed games 8< puzzles 50 cents to 


_$1. .535-4069. 
5 DRAWER steel desk $35. 549-3133! 
a.m. 


CASH paid refrigs, freezers, working 
or not, 835-0887 


50 GAL. aquarium; wtr. cond.; gas 
dryer; 
wheelchair.; 
scuba 
dive 
equip., Ig. swing set, apt. size re 
frlq.; misc. 11582 Yana Dr., G.G. 
539-4289. 


STEfcEO quadrasonlc 200 watt re- 
ceiver. Garrard model systemized 
turntable, tape deck, 4 speakers. 
New, and 
guaranteed. 
(Slightly 
scratched). Was $399. Now $190. 


JTerms, 535-7288. 
EXQU SITE: Lady's diamond watch 
8t diamond ring. Please call 539- 


_.3003 aft. 12 noon 
A-,B-DiCK Mimeograph 416. Immacu- 


lata $100 828-6048_ 
_ 


SALE WAREHQUSE: 
JAM PACKED 
w . ^ y i W BETTER FURNITURE 
VARIATION OF STYLES 8, SIZES 
AT TREMENDOUS 
S A V I N G S , 
FULL 
SIZE 
BOX 
SPRINGS 
OR 


fifflEJW 
i 
« 
® 
, 


MATTR1SSE $ M F f ! , N L G 0 S V E & 
SEAT 
$139, 
KING 
SIZE 
BED- 
ROOM SET $139, DINETTE 
TA- 
BLE 
4 
CHAIRS 
$39.00, 
GAS 
S T O V E $59 & REFRIGERATOR 
«59, 
GUARANTEED 
WASHERS, 
P A Y E R S , 
$5» 
EACH; 
SOFA- 
CHAIR, 
3 
TABLES, 
2 
LAMPS, 
ALL $99, SOFA & LOVESEAT, 3 
TABLES, 2 LAMPS, $149. B OF A, 
CARD OR FINANCE AVAILABLE.I 
REPOSSESSION CENTER 
619 E 4th Street, Santa Ana 
... Open. 9:00-7:00, Sun. 11:00-5:00 
BEAT 
INFLATIONI 
Toastmosters 
improves vour ability to think on 
your 
feet-organize 
vour 
thoughts 
f:?,^,, 9*^? 5! yourself more effec- 
tively. All thee mean greater rec- 
ognition in your work and lead to 
higher pay. The sure way to "beat 
inflation" 
f 
you 
can't 
Inherit 
wealth, learn to earn It. Santa Ana 
Toastmasters Club 15—Short work- 
shop on listening as part of the 
speaking program, June 7, 14, 21. 
6.'M 
p.m 
at 
the 
"CHIL 
PEP- 
PER," 167 So. Main S t , Orange, 
for reservations, phone, 542-6362, 6 
_ t o 9 p.m. Mon through Wed. 
HOTPOINT 
refrlg "$75._Cherrywood 
din. rm set ind china cabinet $450 
. + misc. .524-2484 aft. 5:30. 
POOL, 12' wide, 24' long, 4' deep, 
complete package 
Includes filter, 
pump 8, cleaning accessories. $479. 
Mr. 
Pool, 
10602 
Garden 
Grove 


_B!yd.,__Garden_Grove. 
ANSAPHONE r e c O r"d s customer's 
messages. 
Remote 
control. 
545' 


HOME FURNISHINGS 
75 


(CONTINUED) 


KINGSIZE box springs it mattress, 
$79. 
REPOSSESSION 
CENTER, 
619 E. 4th St., Santa Ana. 547-5721 
SACRIFICE 
fine quilted sofa, love 
seat, 
l 
hexagon table, 1 square 
and 1 coffee.table, 2 lamps all for 
a low $249, Cash or Finance. 


REPOSSESSION CENTER 
619 E 4TH ST., SANTA ANA 
.OP6N. 9:00-7:00, Sun. 11-5 


KING SIZE mattress 8. box spring, 


15 yr. guar. New $165. 642-5819. 


HOUSEFUL 
of 
furnl 
King 
M«T 
bdrm., loveseat & sofa, end tbles., 
Jamps, fur, spreads. Reas. 642-5819, 
GOLD 
18 crnr. sec. Must sac. by 
602..C3II aft, noon. 633-3255. 


CHOICE china, sllv., linen, mirrors,! 
Imps., chest., hldeabed, antiques. 
410 W. Bishop, S.A, 


2 MARBLE coffee tbls. $80. 2 bikes 
1-B, l-G $10 ea. Prov. bdrm. set 
$75. Also misc. hsehold Items, 636- 
1477, 


KI^GSlZE water bed, pedestal, Ve- 
lour cov. frame, 543-9916. 


GOLF cart, '62 W. '73 registration. 
Come see. Must 
selll 
Best offer 
over 
$150, 
GOODWILL, 
404 
N. 


JFalrylew,. S.AJ 
FOLDING bed 8. pad, table radio, 
dishes, books & bookshelves, record 
cabinet, odd glasses, chlnawore & 
_sllverplaje,. 847-3405. 
S.C.M. 44 electro-static copier. Good 
cond. 633-0302. 


1 12V. 23 Channel CB Karr Skyhawk 
transclever 1 110 V-12V Johnson 
323, 1 110V Collins CB. All like nu. 
543-6577. 


DOUGHBOY 
Pool 
$100, Like 
new 
Ooel $2.100, '67 Cad $1300 '62 Scout 
$250 - 537-3311. 


COUCH Blk naug. $50. Camper shell 
fiberglass fits 55-57 '/it. Chev nu. 
$100. - WANTED outside fountain, 
586-4956. 


WATER 
Softeners, 
fiberglass, 
iim^guari_$156._821-5838.. 
life 


GUNS CB 8c electronic "equip, tools & 


HOME FURNISHINGS 
75 


Twin Mattress Sets 
$38 


Full Mattress Sets 
$48 


9 Pc. Corner Group 
$99 


» Pc. Cor. Group Am-FM and 
Digital Alarm Clork 
$199 


Studio 
Bed 
$199 


Full Here. Sofa Sleepers 
$1191 


Queen Here. Sofa Sleepers 
$1491 


" P C Spanish or Med. BR Set with 
king mattress, box springs 
$299 


;/2 Price Headbs St Quilted Bedprds 
U-Haul Prices-bring truck or trail- 
er. Serta Slumber Shop, 5948 Westm., 
Ave., Westmr., 893-9624. 
3 PC Colonial set, couch, loveseat & 


_chr._ Brand nu. $199. 639-9542. 
» SOFA & loveseat never used _ 
Both $155. 968-7910 Usually home 


QUITS 
SMITH-SNYDER 
QUITS 


BALANCE 
I N V E N T O R Y 
MOVED TO 
. 426 W. 4TH ST. 
FOR QUICK SALE 
KING SIZE BDRM. SETS 
• 
$200 
* 
ENGLANDER QUEEN BOX 
& MATTRESS 


• 
$ 9 9 * 
THOMASVILLE BDRM. SET 


• 
$480 
* 
COMMODE OCCASIONAL 


TABLES 
* $ 2 9 * 
DINING SETS CHOICE 


• 
$ 8 9 * 
Thousands of items 


to choose from 
CASH OR CREDIT 


GRAY'S DISCOUNTS 


MONDAY TO SAT. 10 A.M.-7 P.M. 
426 W. 4th St., Santa Ana 


ENTIRE house full of lovely furni- 
ture. Reasonable. 642-8090. 


SAC. 
Massive 
Med. 
king 
bdrm. 
couch 8, loveseat, din., Ige. lamps, 
end 
tbles., occ. chairs, all 
llki 
new. Prlv. Utv. 548-0994. 


REFRIG., unused chlrva, dinette set 
8. more, 837-7503. 


ORIENTAL RUGS 


HANDMADE 
IMPORTED 
NEW 
& 
OLD 


Akhavl Oriental Ruqs 
814 No. La Clenega Blvd., L.A. 
„ , 
. 
. 213-659-4480 
_We_also buy used Oriental rugs 
WASHER, dryer, refriq., game ta- 
ble, 
velvet 
couch 
8< love 
seat, 
lamps, bar 
+ 
much more. 962- 
8184. 


SPAN 
couch 
8t 
loveseat, 
tbls 
lamps, near new. 897-6160, 


2 DBL. beds. $30 each. sql. bed. $20, 
dresser w-mlrror. $40. 879-9369. 


SAVE $$$$$$ 


NEW 8. USED 
, 
FURNITURE OUTLET 
for Worlds largest furniture rental 
corp. 


_Mon-F.rl._9=6,_Sat._10=4,_SunJL2rr4 
BOX Springs or" mattress full size, 
$9 -each. 
REPOSSESSION 
CEN- 
TER,_619_E._4th. S.A. 547-5722. 
CLOSING OUT ENTIRE STOCK« 
MAPLE—MODERN—SPANISH 
SOFAS-LOVE SEATS-CHAIRS 
BEDROOM SETS-DINETTES 
FLOOR SAMPLES-AS IS 
• COST OR BELOW • 


RICE BROS. FURN. CO. 
1947 SO. MAIN 
SANTA ANA 


426 W. 4th St., Santa Ana 
• APT. SUPPLY DEPT. • 
COUCH & CHAIR 


• 
$ 7 0 * 
DINETTE SET 
• 
$ 3 5 * 
BDRM. SET COMPL. 8 PC. 


* $ 1 1 9 * 
NEW REFRIG. 
• 
$130 
* 
GAS STOVE 30" 


• 
$130 
* 


E-Z CREDIT 
GRAY'S DISCOUNTS 


FREE GIFTS + FREE DELIVERY 
MONDAY TO SAT. 10 A.M.-7 P.M. 
426 W. 4th St., Santa Ana 


CRUSHED velvet sofa, 2 arm angle, 
bar stools, 4 dr. entrance console, 
Hammond Spinet Orqan 
w-LeslIe 
speaker, 
B-flat tenor 
saxophone. 
_Mlsc. furniture. 871-4380. 
COUCH $95, chr. $45, xlnt cond. Iron 
hanging lamp, oletures, clothes, 7- 
11 ,_mlsc._537-8652 


SLATE TOP POOLTABLES REGU. 
LATION SIZE, IN EXCEL. CON' 
DITION. SACR. FOR $395. 
REPOSSESSION CENTER 
610 E. 4th St., Santa Ana 
Open 9:00-7:00; Sun. 11-5 


LIKE nu, twin bed, 2'/J' refrlg, sips 
bags 8. recllner, 531-6024 


DUAL kino bed. frame, headboard 
& 
matching 
7-drawer dresser 
& 
mirror. Solid birch. $150. 542-9537 


SACRIFICE EXQUISITE 
complete houseful of furniture. In> 
eludes 
beautiful 
quilted 
sofa 
g, 
love seat, beautiful tables, lamps, 
pictures, 
kinqslze 
bedroom 
set, 
beautiful dining set with 6 chairs, 
buffet, frost tree refrigerator, paid 
over $3000. Must sell Immediately, 
for a small balance left. 


WILL SEPARATE 
CASH OR FINANCING 
REPOSSESSION CENTER 
619 E. 4TH ST., SANTA ANA 
OPEN 9:00-7:00 SUN. 11-5 


5 RM. OF FURN. + AP'PL 
FULL PRICE $298.85 


INCLUDES 9 PC. living room set 
with tables S, lamps, 6 pc. bdrm. 
set, dresser, commode, full or king 
bed, 6 pc. dinette set, second Witt) 
bed + stove 8. refrigerator. 


W I L L SEPARATE 
CASH OR FINANCE AVAILABLE 
REPOSSESSION 
• CENTER • 


at 619 EAST 4th ST. 
SANTA ANA OPEN 9:00-7:00 
_OPEN.SUNDAY_ll-5_ 


USED RUBS, cleaned, gd cond. All 
__slzes $1 yd. Alexander,.772-7930 
FACTORY SALE—Bunk beds~w-stor- 
age $29.95. 1-5 Space Saver Units, 
15022 Moran Westm. 894-9076, 


LEASE-BUY 


NEW 
5,000 
LB. 
DATSUN 
FORK- 
LIFT, $179.48 PER MO. FIRST 8, 
LAST 5% BUY OUT, $383.25. 714—1 
539-1166. 


SWAPS OR TRADES 
63 


VAN or '73 Cad. tor chopper, proper- 
ty or ?? 
531 -5027 


TRADE carpenter work for antique 
furn, cut glass, depression glass, 
or dune bugqy, 997-1467. 


WILL do commercial art 8, set type 
for ?? or whatever, 870-5268. 


CARPET steamcleanlng - shampoo- 
.Ing 8. upholstery for ???? 776-5170 
FULL 
sized freezer over refrlg. 8 
vrs. 
old. 
RCA 
Whirlpool. 
$65. 
Camper sized 1 yr old. Like new. 
$110. Trade for ? 897-7238, 


FISHING boat alum. 14 ft. Merc, V.„ 
like new for pool table, req.-slate. 
897^2298. 
' 


T5°/„ DISCOUNT on $35,000 1st TD. 
on San Clemente ocean view ho- 
tel-apt. site. $350 mo. Incl. 8Vi'A 


_Due 5 yrs. 714-493-1154. 
12 GA. Ithlca pump gun. SB5-or trade 
for car, or? 537-4338. 


BUILDING MATERIAL 
65 


4x4x10 $2.50 EACH 


_ 
714-633-8483 


5,000 SHEETS" brpiywood, Vs fo 
$1.50 to $10.50 60,000 ft. used lumber 
1,000 
fenced 
post. $1.35 ea. 
3,4' 
Birch 4x8 $13.75 1x6 solid walnut 
$1.00 ft. 995-3581, 4942 Lincoln, Cy 
press. Closed Sun. - Mon. 


CHAIN LINK FENCE Galv. 35 cents 
running ft. Gates reduced. Atlas. 
Free estimates, 213-639-4011. 


SPORTING EQUIPMENT 
For Sale or Rent 
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WIN 
Mdl. 
70, 
375, 
H8.H 
with 
scope 
8. 
ammo. 
SKS 
rifle 
- 
Brownlnp 380 auto pistol. Ruger 41 
mag pistol cartridge belt & hols- 
ter, 535-7280, 630-3092. 


V/2 X 7 SLATE pool taBle-with ac- 
_cess, $350. Call after_5 544-2420. 
OLD quns for sale 8< gun "cabinet 
_82115B38. 
WIN. mdl 70, 375" H8.H with scope 8, 
ammo. SKS rifle - Browning 380 
auto pistol. Ruger. 41 maq pistol 
cartlridge belt & holster. 535-7280 
630-3092. 


USED 
Fishing 
gear, 
salt 
wtr 
8. 
fresh, 
rods, 
reels, 
lures, 
tacklo 
box. All priced very reas., 3625 W. 
5th, S.A., 10-7 Dm. 
SURF Board $30, regular" 4x8 pool 
table $75. 846-1694. 


WANTED HÜMMELS 
.543-7227. or 542-7005. 


3'A X 7 SLATE pool table with ac 
_cess. $350._Call_after_5,_544-2420. 
BUMPER pool table, od. cond., $50. 
Call aft. 7 p.m. 979-0897. 


INDUSTRIAL Buffer, 22" $150. 774- 
5437 or 637-9968. 


HI back swivel seats for vans. 547- 
4109. 


SOFA 
9' 
red 
velvet, 
xlnt. 
cond., 
$120; utll. trlr. 4x4x6 $125; boat 11' 
fiberglass 
& 
wood $100. Sell 
or 


trade. Call 837-7632. 


RlTCH cabinets, formica top 8Tslnk. 


Refrig. 8. stove. 545-4294. 


LANE cedar chest, $50, walnut utlll 
ty 
cabinets, 
$60, 
headboard 
8. 
frame for a full bed, $30, Frlgl- 
dalre 
air 
cond. 6,000 BTU, $90. 
979-0186. 


STEREO 
unclaimed 
layawav 
Gar- 
rard model, systemized 
changer, 
stereo receiver, air speakers, tape 
deck lacks. Still In box. Originally 
_$189^_Balace.$85_ or_terms._535-72_88. 
LIKE nu antique ash pool table, all 
access, must sell moving 524-5036. 


26" LADIES Bicycle Xlnt. cond. $35, 


24" girls bike, $20. 995-6454 
STTY, must sclTTexecutlve desk, ere 
denza, sectional sofa, 2 dictation 
machines, rec-o-phone, law books, 
misc. 536-3229. 


HOSP. BEDS-SPEC $20 


OVER 50,000 USED ITEMS 
Desks, files, chairs, lockers, stands, 
shelves, 
carts, 
reflnlshed 
desks. 
Much more - Cheap, Baileys Sur- 
plus, 3043 So. Oak, S.A.. 540-9482. 


CAMERAS, EQUIP., ETC. 69 


135"MM'TelepEoliHJIkoi^B^Taulo! 


2x teleconverter, $140. 547-5449^ 


WE Buy used equipment 
BAC Photo Equipment 
2843 VJ. Lincoln. Anah. 821-1550 
YASHICA Movie camera, with elec 
in zoom lens, $60, prolector 
$60, 
together, $100, access., 544-5618. 
MINOLTA 
101, Stk brrl, 1.7 w-Rok- 
kor 28 mm 2.5 also 200 mrn 3.5, 
Suede bag, lltes, tripod, $500. 842- 
8055. 


GARAGE SALE 
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GAR. Sale, cut qlass, Havlland, RC 
Derby, Royal Doullon dinner set 8, 
silver, Victorian Marble top tables, 
settees, cvl top desk, parlor chairs 
and old clock. Fine old paintings, 
framed portraits on porcelain. Ori- 
ental rugs, Indian ruq, vintage clo- 
thing 8. buttons, 225 N. Caludina, 
Anah. N 
of Lincoln, 1 blk. E. of 
Anah. Blvd., 9-3 p.m. 


LINCOLN 225 amp. arc weldeF $95. 
Oxygen acetylene welding St cut- 
tinq outfit. $79.95. 827-3040, 


CARPETS, hl-lo shags, $3.99 Instl. 
_JJv._rm„ $139, BR, $53. 533-1740. 
BOTTLE Venders, late model, $125, 


_up, cigarette, $85, 538:8364. 


JO GAll gas tank. 11hx28wx42L, $40, 
979-0632 or_(213) 596-4261. 
ROACHES, fleas, etc. $22~Termlte 


work also. Vint Pest, 534-9657. 


PURE 
water 
making unit 
(house- 
hold), retail $189, sell $75; never 
_ used. 826-6685. 
KlRBYS, Hoovers, Canisters, cheap, 
_1327_S. Bristol,_543-1087;_546_-7672. 
LEON Franks painting 16" x 20'T 


Best ofr. 213-383-5353. 


GARAGE 
door 
openers, 
powerful 
screw drive. 5 Yr. warr. $179 In 
stalled. Bob's 530-1021 


POOL fABLES WHOLESALEI 
B U ? 


AT THE FACTORY. 541-3338 


LADIES diamond solitare Vj K. w-14 


K. wedding band $250._993-3815 
_ 


UNUSUAL S, Interesting golf vending 
games. Ideal for use on vending 
locations 
or 
great 
as a 
family 
game. Also new 8, used cigar ma- 
chines, call 531-6684, 12 noon till 9 
pm. _ 
_ 
_ 


GAS 8, Kettle BBQ's, director chrs, 
patio umbrella, all new, 537:2926^_ 
ADDING mach., Sprint bus type, 10 
digit., 
credit 
balance, cost $239, 
sac. $85. Air conditioner, i i T win- 
dow-type, used 2 yrs., $100. 830- 
5571 


O TRIANGLE POOL TABLES 
FACTORY direct, 4x8 Slate, $345 w 


access. 639-8623. 


DRAPERY 
Fabrics, 
remnants, 
.25 


yd, 954 N. Holly St., Anah. 
_ 
MOVING "sale"- Misc. furn., washer, 
br. set,_542-0225. 


CARPET 
Shampoo vour container, 
$1.95 gal., 25-1 cone. 635-8337, 911 
W. Lincoln, Anah. 


VAN truck or" big "car wanted for 
carpet 
cleaning 
once In 
awhile. 


.776-5170. 
_ 


4'x6' UTILITY TRAILER, $125 
_ 
893-3791 
_ 
_ 
WASHER $35' dryer elec, $35, xlnt 


cond, 836-1912. 


HOOVER Upriqht vacuum, portable 


typewriter, (must sell), 557-2434. 
NU Flandrla 
10 spds, reduce 
for 
quick sell. $10 over dealer cost, 
Peddlepower, Orange, 998-3535. 


BEAUTIFUL queen size hlde-a-bed 


In herculpn,jpnly_ S158.25_i39-9542. 
SACR Comp. bedroom set. Springs & 
Mattress $89 Cash or finance. 


REPOSSESSION CENTER 
619 E. 4th St., SANTA ANA 
OPEN 9:00-7:00 P.M., Sun. 11-5 
SACf£ 
Kingsize bedroom set 
with 
Box spring 8< mattress for $189. 
REPOSSESSION CENTER, 619 E. 
_4th_St,._ SANTA ANAi_547-57221_ 
DAY Bed, davenport, rocker, over- 
stuffed chair, reading lamp, chest 
of drawers, breakfast tbl 4 chairs, 
maple din. table, 4 chairs, office 


_chalr. phone 542-1686, for appt. 
LEAVING state. Nr. nu coppertone 
_range,_$75. _LamR_8t_rplsc,_543-4264;. 
FURNITURE for sale. 1425 S. Flow- 


er S.A. 549-2777. 


STOVE, $20. Babv 
Line 
Crib, no 


matt. Daisy pattern. 543-9050. 


IMPORTED from. Germany, cherry 
wood bedroom set, dresser w-mir- 
ror, 
armoire, 
2 
nlte 
stands, 2 
chairs, mattress Included. 524-3777. 


Safe Eastern BEDROOMS 


KINGSIZE 
QUEENS 
FULL 
$399 
$299 
$199 


Incl. Large Dresser, Commodes, 
panel, bed, chest. 


FREE DELIVERY 
CASH OR FINANCE AVAILABLE 


* 
REPOSSESSION CENTER 
619 E. 4TH ST. 
* 


SANTA ANlA OPEN 9-7 
OPEN SUNDAY 11-5 


FRENCH 
Provincial 
white 
canopy 
bed, w-lavender bed somad & <-an- 
opy top, $50, 2 queen velvet swivel 
chairs, like nu, 3100 o- sr0 ca., 
Roval plush blue 
crpt, 
like nu, 
approx. 20 sq. vrds. nice to cover 
Inside of van. 534-8306. 


OFFICE de*k 60 in white naunahvde 
_2 pc..sectional, j n l s c tbls, 828:2665 
8' COUCH, gold St greeii velvet, cost 
$550, sell for $125. 2 llv. rm chairs 
S 
old, green 8. blue, $40 or $75 for 
oth. Smith Corona standard size 
typewriter, $40. Whirlpool 
dryer, 
like nu, $75, gas stove, $50. 633- 
7193 


MISC. Furniture qold naugh. divan, 
black 
love 
seats, 
chow 
tables, 
matching 
king b e d s p r e a d 
& 
drapes, divan St love seat floral 
879-8869 


MAGNIFICENT "KING SIZE" 


MASTER 
bedroom beautifully de-i 
tailed and intricately carved to ln-| 
elude huge triple dresser, magnlfi' 
cent framed 
mirror 
and 
elegant 
king 
size 
headboard 
with 
large 
chest, unbelievable low price. 


FREE 
DELIVERY 
WILL SEPARATE 
CASH OR FINANCE AVAILABLE 


©REPOSSESSION CENTER 


AT 619 EAST 4th ST. 
SANTA ANA OPEN 9:30—7:00 


_ 
. 
_OPEN_S_UN. Jl—5_ 


GRN Medlt sofa St "loveseat, $75, gd 
_con_d,.842-6196. 
LIV. 
rm. 
sale, stripe velvet 
sofa 
with 2 matching chairs, 2 green 8. 
gold 
floral 
velvet 
occasional 
chairs, 8 mo. old cust. furn, sofa 
S3Q0, chairs S150 each, call 639-6076 
FOR sale queen bed or trade for 
_ dble bed 8<_dresser. 552-7579. 
SOFA St' loveseat (plaid" or naugh.. 
with matching chairs, queen bed, 
chest, coffee tables, mirror, game 
set, 530-3685. 


M O V I N G 


Complete houseful of furniture like 
new. Medlt. king Bdrm. set. mod. 
dbl bedrm. set, velvet sofa 8. love- 
seat. Matching pair of velvet chairs, 
print 
sofa 8. matching 
naugahyde 
chairs. Dinette set, game set. Pe- 
can med.. end 8. coffee tables, $40 
each,.lamps, mirrors, etc. 
635-4861 


YOU WILL BE PROUD TO OWN 
THIS EXQUISITE HOUSEFUL 
Including 
Spanish 
kingsize 
bed- 
room, 
large dresser, 
bed, com- 
mode, kingsize box springs, mat- 
tress, full or twin. Beaut quilted ,8' 
sofa 
St love 
seat, 
hexagon 
1 
square, 1 coffee tnble, i lamps. 1 
picture, 7 pc. dlnclto set, frost free 
refrigerator guaranteed. 
FULL PRICE FOR A LOW $589 


WILL SEPARATE 
CASH OR B OF A CARD OR FIN 


REPOSSESSION 
CENTER 


SALE WAREHOUSE 
^ 6 1 9 EAST 4TH ST. 
* 


SAN.TA_ANA.Open 9:30-6:30 8. Sun. 
HELP! Must selT7ny nr. new queen 
hldeabed, worth 
$550. Sac. $250; 
also 
Herculon 
Sofa 
St 
loveseat. 


675-0869 
_ 


CARPET at real bargain prices. Try 
us before you make your final de- 
cision 
Let us save 
vou money. 
Quality carpet at low prices. Call 
for 
appt. 997-1032 Days, 630-5725 


NHes. 
^ 


PIA N O Kimball console, elect dryer, 
21' deep freeze, mahogany din rm 
set w-brake front, mlsc items. 525- 
5356. 


WANTED, HOME FURN. 
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CASH for refrigerators & freezers, 
Kenmore washers St dryers, work-, 


_Jng or_not. 9560352. 
• 
CASH 
PAiD 
FOR GOOD 
USED 
FURNITURE, 
ANTIQUES 
8, AP- 
_PL!ANCES, 772-4087, ANYTIME^ 
3 PERSIAN rugs 9'-9" 
3'10"x6'7", 892-4875. 
X 13' two - 


WANTED 


FURNITURE & APPLIANCES 


TOP CASH IN 30 MINUTES 
1 PIECE OR A HOUSEFUL 
FAST, 
COURTEOUS 
SERVICE 


WE PAY 10% MORE 


ASK YOUR FRIENDS ABOUT US 
CALL—DAY OR NIGHT 
547-5721 


NEED GOOD USED FURN, working 
appl., color TV's, pianos, antiques, 
tool?, office furn. Top prices paid 
776-5074 or 772J600. 


WILL pay 5-10% more cash "than top 
$ pavers 
for used oriental 
rugs. 
545-5070 eves, please. 


HOME APPLIANCES 
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SOFA HIDEABEb. LIKE NEW, $115. 


638-0553 


ANTIQUE LOVESEAT 8, SOFA, oak 
dresser, tables, kinq size bed, Im- 
ported carved 
headboards, 
banlo 


clock.8, misc. 830-6499. 


10'xl2' SOFA, herculon, 
cost $950, 
asking $550. Martinsville bedroom 
set. Cost $1300, asking $700. 979-, 
7959. _ 


* 
FURNITURE SALE 
* 


Custom sofas, love seats, chairs, 
some swivel — from $69 — Lovely 
fabrics 8. styles. Pecan tbls $40. Also 
plas stbls, Irn decorator 
Imps $15. 
Many bdrm sets w-armolrs (chest) 
1 , . 
. ~ 7. . 
, ~ 
- ^ 
-IÍV'ÜIIV 
UUI Ml Mili W-är IIIUIT5 lUlCMJ 
HAMMOND Spinet Organ, & Everestlfrom $200. Rechners — $75. Mirrors, 
.8, Jennings, wheelchair, 532-5971. 
FOR RESULTS 
USE REGISTER 
CLASSIFIED 


..etasers - $49. Much more 
all new. 
i Discount prices, decorator 
surplus, 
dally 8, Sun, 11-5 PM 1904 E. Edln- 
'ger, S.A. 836-4353; Eves, 544-8742 


Got an eye for a Buy? 
G.E. FLOOR SAMPLE SALE 
IVASHER-Dryors 
Refrigerators. 
All 
are brand new G.E.'s, and all are 
feature packed to save you work 
and time. Some units are slightly 
scratched 
All are priced to sell. 
See them nowl 


TUSTIN TV 
544-4270 


399 El Camlno Real, Tustln 


STOVES, 
washers, 
ref. 
S25, 
used 


app. parts, cheep, 636-3372^ 
WASHER 
& 
Dryer Sets $100 w-12 
mo. guar. Washers $35. Late model 
refrigerators. Ray's, 540-1095. 
RENT $6 mo. New color TV, wash, 
ers, 
dryers 
St refrlg. 
Option 
to 


_ buv. 529-1878. 
WES+INGHÓUSE 
frost free 
refriq. 
15 cu. ft. Avocado, 3 yrs. old. $150 
or best offer. 846-5690 aft. 5. 
WASHERS; 
dryers, completely 
re- 
built 
St 
reflnished, 
fully 
guar. 
Refrigerators - freezers, free deliv- 
ery. All machines look and operate 
like new 
Appliance Mart, 410 N 
State College, Anah., 533-683K 


WASH Eft-Dryer late model both de- 
luxe 
multi-cycle. 
Xlnt. 
like 
new 


cond. 979-3139. $85. ea _ 


DISHWASHER, 
guar? 
O'Keefe 
& 


_Merritt . S160. 
97947(6. 


WHIRLPOOL gas dryer, l'A yrs old. 
pert. cond. $75 O'Keefe St Merrltt 
gas stove._gd. $50. 633-7193 


STOVE 8. REFRIGERATOR 
Call 534-5232 


1 PÖRTABLE 
Hoover washer Si 1 
portable Speedqueen dryer $75 ea. 
No spec, plumbing or elect, wiring 
req'd. 635-1568. 


• 
RENT 
* 


Washers - dryers $2.00 week 


Full malntenance1.639-1502 Dir. 
WASHERS 8, dryers $45 ea. aTTre- 
cond. w-90 day guar. Cash or Mas- 
956-0731. 
ter Charge 


\ 
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HOME APPLIANCES 


{ C O N T I N U E D ) 
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CASH FOR REFRIG'S 


F R E E Z E R S , 
ranges, 
washers 
& 
dryers, working or not. 774-0989. 


W A S H E R 
& 
D r y e r , 
gas, 
like 
new, 
dlx^ mdl. 
Xlnt. 
$75 Da. 897-6538. 


RENT REFRIG. & AIR COND. 
CALL AAMES 543-8444 


Television 


( C O N T I N U E D ) 
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H O N E S T L Y ! 
U p to $75. or more for 


Color T . V . ' s . Broken ok._968-8072 _ 
H O N E S T Christian 'expert electronics 
teacher repairs color T V ' s 
fraction 


cost. 642-6276, free est. 


19" P O R T A B L E 
T V . Good condition, 


S35, 526-7881. 


W A N T E D 
to buy color T V ' s , 
working 
or not. 522-6341, 523-5604. 


PIANOS, ORGANS 


( C O N T I N U E D ) 
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« 
R E N T A L 
P I A N O S 
O 
N o obligation to buv 
A N K R U M ' S , 
I N C . 


1232 So. M a i n , S.A. 
541-8338 


T . O . P . L o w r e y 
Holiday deluxe 
organ 
'72 
model. 
F r e e 
equity. 
L i k e 
new 
cond. 539-6039. 


50 
R E F R I G E R A T O R S , 
tesled 
and 
ouar. $39 & up, delivered. 
1742 S 
^uclld_off_Katena,_Anah i_956-7830. 
O 
M A Y T A G 
R E P A I R 
" M A N 
H A S " O 
Washers-dryers 
$50-$100. 
Sets $100 
U p , 1 v r . guar. <36-2840; 839-1778. 
W È 
need some 
flood 
used 
réfrigéra 
tors & 
stoves, 
priced 
around 
$30, 
Call 870-6500. __ 
k È N M O R E D I . X . ' W A S H E R , $50. 


544-8714 
__ 


W H I R L P O O L 
oas 
d r y e r , 
like 
new, 


$75, 776-2046. 


A V O C A D O 
grn, dbl oven, 
gas, 
Ken 
more stove, 
like nu, $250-best 
ofr, 


638-5095. 


© R E F R I G ; 
(2), 
Ï 
copper; -washer"; 
excellent cond. 547-8664. 


REFRIG. $50 557-1565 
SALE REFRIGERATORS 
WASHERS & DRYERS 


G U A R A N T E E D 
f r o m 
579, $99 each. 
Cash or financing. 


R E P O S S E S S I O N 
C E N T E R 
619 E . 
41 h St., Santa A n a 


O P E N 
9-7_ _ _ 
S U N 
11-5 


N U Whirlpool trash compactor, 
nev- 
er used, cost $210, sell for $150 or 
bst ofr. 839-2412 


S E A R S 
Coldspot 
good 
shape, . 963- 


5277, aft 6 p m . 
_ _ 


" C O M P A C T 
Refrig. 
E m e r s o n . 
3 
m o . 
old. Ideal for store, office, c a m p e r , 
etc. Sac 
$75. 530-3960. 


A D M I R A L 
Dbl. 
dr. 
gd. 
cond. 
636-5259. 


$65, 


feE 
Dbie. oven. TOP of the line. Per- 
f e c t ^ 2J^S86j5479. 


S I D E 
by 
side 
refrigerator-freezer, 
avocado, $150, 493-1619. 


C O L D S P O T 
refrig. 
frost 
free 
dbl. 
door $120. ph. 533-3094. 


fr REFRIGERATORS 
* 


L o w 
as 
S15. 
Freezers, 
stoves, 
washers, 
dryers, 
guar. 
Del 
avail, 
2650 N . M a i n , S . A . , 835-0887. 


W H I R L P O O L — K E N M O R E 
Recond.. washers, d r v , dishw., refrig. 
guaranteed 
T e r m s . $39.95 up 


G A R D E N 
G R O V E 
A P P L I A N C E S 
13191 H a r b o r 
Blvd., G . G . 
537-6919 


R E F R I G E R A T O R , 
2 
d r , 
auto, 
de- 
• frost, 5 vrs. old, like nu, 893-9060. 
A P T . 
Size 
Wedgewood 
stove, 
brand 


new, white si 00, bef. 6, 536-0512. 


K E N M O R E 
rge, hi o v , pullout 
brns, 
xlnt cond, S150 
847-3833 


W A S H E R S , 
dryers, 
d'wshrs, 
reblt, 
guar, delivered 839-7620 ; 546-5218. 


O 
O 
K E N M O R E - w a s h e r s 
& 
dryers. 
$25 to $60. Also repair work 
guar- 
anteed. 544-6488 ; 545-8304, Alex. 
t ) V E R 
200 
wasFfers, 
dryers, 
refrla 


F r o m 
$39.95 
® 545-0780 i» 


K E N M O R E 
washer, 2 spd, 3 cycle, 
xlnt. cond, S45 
547-4345. 


K E N M O R E 
S T O V E 
F O R 
S A L E . 
$75. 
530-0488. 


72 
G I B S O N 
Upriqht 
freezer, 
gold 
S275-t r ade J o r_? 532:5682, aft 6. 


C O N S O L E 
color 
t v , 
$95, sharp 
pic- 
ture. 522-6341. 523-5604, 


1973 
M O D E L 
Clearance 
on 
R C A 
& 
Zenith 
T V ' s 
& 
stereos. 
Lowest 
prices of the year at Orange Coun- 
ty's 
largest 
dealer. 
Zenith 
19" 
Chromacolor $349, 25" 
console 
re- 
mote 
$598, 
R C A 
25" 
solid 
state 
consoles from $525, 19" solid state 
$389. 3 year 
picture 
tube, 
1 
year 
parts & service. Cash 90 or terms 
A B C 
color T V , 
9021 A t l a n t a , 
H . B . , 
963-5559 & 
19046 
Brookhurst, 
H . B . 


968-3329._ 


2 1 " C O L O R f V , $125. 23" B & W , S3JU 
port T V , 
B & W , 
$35, gd sets, 956- 
7477. 


RENT TO OWN 


T V ' S & 
S T E R E O 


$10 


N o Credit Check, N o 
Deposit 
F r e e 
Delivery — F r e e 
Repair 
Military & Welfare 
Welcome 


OPEN EVES 
543-4444 


M U S T 
Sacrifice $185. '70 R C A 
color 


STEREO, HI-FI RECORDERS, 
RADIOS, COMPONENTS 
86 


$6 mo. N e w color T V , 
wshrs, 
d r i e r s & refrig. Option to buv 529- 


A N T Q . 
G r a n d , E b o n y w-siiver "Inlay. 


__xlnt_cond._ best_ofr._542 :2116. 
D E A L 
direct with owner, save sales, 
man's 
commission 
and 
more 
on 
C O N N , 
T H O M A S , 
L O W R E Y , 
A N D 
H A M M O N D . 
M r . 
D a v i d , 
Brea 
Mu, 
sic Center, 
2910 Brea 
B l v d . , 
Full. 
529-617L_for appt. O£0_n eves._'til_9. 
O 
F R E E 
F U N 
O R G A N 
C L A S S E S . 
A T T E N D 
our free M o n . nlte class 8. 
find 
out 
how 
to qet 
m o r e 
out 
of 
your o r g a n ! ! ! 
Bob Rellly, who 
pi- 
oneered fun organ plavina 
classcs 
In O . C . 
teaches 
both 
beginners 
& 
advanced. 
Startinq 
at 
7:30 
p . m 
Materials furnished. E v e r y o n e w e t 
come. 
Absolutely 
no 
obligation, 
Rental organs available!! 
G O U L D 
M U S I C 
Since 1911 


2045 N . M a i n 
, 
547-0681 


P L A Y E R 
pianos new - "used 8. rolls. 


F I E L D S * * ! ' 
_ 
_ _ 714-638-2770 
F E N D E R 
Rhodes 
elec. 
piano, 
Xlnt, 
cond. Must sac, 995-0557. 


Contractor Equipment 
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J . D . 
5010 & 
2500 Gal 
wtr 
truck 
for 
sale, 847-1430, 847-3620. 


72 S A N S U I 
5000 receiver. 
Dual 
1219 
turn table, 2 pioneer CS 7 7 A 
spkrs. 
$600. 879-9369. 


P A N A S O N I C 
4 
channels 
stereo-4 
speakers, 40 watt tuner. B S R chan- 
aer, 
Like_new,_$170._833-3342, 


M A R A N T Z 
Tuner 
$110. 
A D C 
spkrs. 
$110. 
Walnut 
equip, 
cab. 
$120. 
979- 
0548. 


S T E R E O 
from 
an 
underdog. 
We 
meet 
or 
beat 
a n y 
bonafide 
deal. 
T r y 
us last. 
Kustom 
House 
Elec- 


tronlc, 893-5550. 


A 
quad 
system 
to fit 
your 
pocket- 
book. Call between 7 a . m . - 1 p.m. 


_636-2120. 
WU 
Stereo 8 track tape 
player 
for 
car 
or 
boat 
& 
2 speakers, 
5 % " , 
534-0369, bef, 3 p.m. 


G R A N D 
Opening 
special 
. 
stereo 
needles-diamond, 40% off - bring In 
y o u r old needle for a free 
exami- 
nation. U S A Stereo, 3721 S. 
Bristol, 
2 blks. 
No. of South Coast 
Plaza. 


556-0420. 


J E N S E N 
¿rushed velvet 8. wet look, 
sound chairs, stereo & quad, 
"only 
dealer In area". 
List from $599.93. 
Sell 
Va off. 
U S A 
Stereo, 
3721 
S. 
Bristol, 2 blks. No. of South 
Coast 


Plaza. 556-0420. 
^ 
^ 


N E E D L E S , 
cartridges, 
Styll, 
Stereo- 
.mono, 40% off. U S A Stereo, 179 E . 
17th St., 645-2442. 


M c C O Y 
F O R D 
T R A C T O R 


N e w & 
Used 
T R A C T O R S 
& 
B A C K H O E S 
401_N. A n a h e i m BlvcL, A n a h . 774-4103 
801 
F O R D 
"tractor, 
skip 
loader 
& 
scraper, 
reblt 
eng, 
nu 
fires. 
776- 
6037. 
'60 M O D E L 
Diesel F o r d tractor, qd 


tires, xlnt_shape J_776 ;6037. 


W A G N E R 
Skiploader. 
X l n t 
shape. 


2103 E . V e r m o n t , A n h . 776-6037. 


G A S 2 sack cement m i x e r , $250. Hot, 
sy 
steam 
tfeaner, 
$200. 
4014 
E . 


P a l m y r a , Orange. 538^9755. 


3 P O I N T 
L I F T 
D I S C 
776-6037 


W A T E R 
p u m p , 
4 " 
centrifuqal 
type, 
trlr 
mounted. 6 cvl. oas ena. $375. 


WANTED TO BUY MISC. 
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á T S F T p v T T P Y T r needs several used 
Oriental rugs, 644-5326. 


U S E D 
O R I E N T A L 
R U G S 
W A N T E D 
P V T . 
P T Y . 
(213) 387-3030 


U T I L I T Y 
trailer 5x9 or longer. Reas. 
539-6810. 


W A N T E D 
old 
newspapers 
& 
card- 
board boxes, call Heck's 
G y m n a s - 


_ t l c Center,_998-3160. 


W A N T E D : 
Used 
Cement 
M i x e r 
998-2374 


Buildings To Be Moved 
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J O H N S O N 
223 Base Station 2 mics & 
antennae, 
A r c o 
715 & 
other 
elec- 
tronic equip 821-5838. 


K E N M O R E 
S U D S A V E R 
W A S H E R 
$35 
534-5353 


W A N T E D 
R E F R I G . , 
working or not, 


Inst, cash, will pick up_956-7830. 


'69 K E N M O R E 
w a s h e r " & 
d r y e r g o o d 
cond. 
$60 
for 
both. 
N e w 
kitchen 


tabi e_$l 0. 536-1958. 
. 


C A S H paid refrlas.,~freezers, worklnq 


or not, 835-0887. 


72 
W H ' l R L P " 0 O L 
m u l t i c y c l e 
matched 
pr., 
avocado 
washer 
& 
dryer 
(gas). 
G d . 
working 
cond. 
Scratched 
f r o m 
moving. 
$400. 
O r 
best_offer._557-8.153. 
squeeky 
S T O V E 
squeeky 
clean, 
$50. 
7130 


Westminster A v e . , 
Westminster. 


W A S H E R 
& 
gas 
d r y e r , 
Hotpolnt, 
matchinq 
set, 
harvest 
gold, 
super 
dlx. 
models 
w-all 
possible 
cycles, 
only 
l'/2 vrs. 
old, 
cost 
over 
$600 
nu, now $350. 649-2559. 


T A P P A N 
G A S 
R A N G E 
$100. 


548-6863 


S T O V E — 3 9 " 
qas, 
w h t , 
all 
chrome 


top grill hood $75. 539-9694 


W A S H E R 
& 
D r y e r 
like 
new. 
dlx 
multi cycle. _Xlnt__set. $U0, 836-8835 
S T O V E S - E X C E L L E N T 
C O N D . 


R E A S O N A B L E ^ 
53K3502 


W A S H E R 
& 
dryer. 
X l n t . 
cond 
$35 


. ^ a c h , j44;3295. 
S I D E 
X 
side 
Westlnghbuse 
refrig. 
$400. 
L a d y 
Kenmore 
washer 
& 
dryer $350 gas range $50, 636-1477. 


fr- REFRIGERATORS fr- 


L O W 
as 
$15. 
Freezers, 
s t o v e s , 
washers, 
dryers 
,guar. 
Del 
avail., 
2650 N . M a i n , S A . 835-0887. 


SEWING MACHINES 
79 


fr-frUSED 
S I N G E R S * 


Slant 
needle, 
z'rg 
zaq 
F e a t h e r 
weight, 
etc. 
Nice 
selection 
of 
Touch ' N Sew Machines. $39. 


WHEELERS 
fr- 
547-0743 


316 W . 4th 
34 vrs. in Santa 
A n a 
Open D a l l y 'HI 5:30 ( F r i d a y 'til 9) 


© 


STRICTLY 
CONFIDENTIAL 


If you w a n t the lowest price on any 


make sewing machine. 
C A L L . 
O R A N G E 
532-6331 
G D N . G R O V E 
. 
530-0441 
H U N T . 
B E A C H 
842-4567 
E L T O R O 
586-0030 


'65 S T E R E O 
M a q n a v o x 
A m - F m 
ra- 
dio, record player, service to date, 
$200 or offer. Jrtoylng._998JL0_655. 


G A R R A R D 
A M - F M 
stereo 
8 
track 
w-2 walnut cabinet, spkrs. 
& 
turn 
table. P a y off bal. $158. $7 monthly 
U S A Stereo, 3721 S. Bristol, 2 blks. 
N o . 
of South Coast 
P i a z a , 
179 
E . 
17th St., 
C.M._556-0420,_645-2442, 
2 30 W A T T Maclosh, 
a m p s 


963-5277 aft 6 


4 C H A N N E L 
stereo, 
$150. 
Call 
633- 
3726 after 4:30 for details. 


S A C R I F I C E 
sale. 1973. H a r m a n 
Kar- 
don 
receiver, 
2-15 
inch 
4 
w a y 
speakers, 
P E 
(dual) 
turntable 
Originally 
$668., 
now 
$3B9. 
N e v e r 


_ used. Terms. 535-7288._ 
A K A I 
video 
recorder, 
recorder, 
tu- 
ner, monitor, c a m e r a , tripod. 
Best 


•¿i«?" 2' 1j'.l 
I iriMHin.ili».-» 


MUSICAL INSTRUMENTS 
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L E S 5 . 0 N S ^ u i t a r T b i i n I o , 
dlsc. 1""""!"- 
struments. Ron's Music 537-5870. 


RENT FOR ONLY $3 


O R 
B U Y 
W I T H 
N O T H I N G 
D O W N . 
D R U M S , 
P . A . S . , M I K E S 
G U I T A R S 
A N D 
A M P S . 
Complete A m p 
repair 
facilities. Roc-organs & pianos, all 
brands. 
N o 
age 
limit- 
no 
parent 
needed. 
O P E N 
N I G H T S 
T I L 
9 
S A T . T I L 5:30 S U N 
12-5. 


FULLERT0N MUSIC CO. 


122 
N . 
Harbor, 
Fullerton 
871-1805 


F E N D E R 
music 
m'as'fer 
guitar 
8, 
.. Plush case, S75. Call 
305i_.53015479, 
U S E D 
amplifier 
prices, 
new 
P r o 
p w r . 
big sound 
at 
starter 
prices, 
T o m ' s 
Music, 
1515 E . 
L a 
P a l m a , 
A n a h . 


F L U T E 
$85, 
sax 
$95, 
t r u m p . , 
$65, 
_ c I a r,_ $65, accord, SI 35. 525-8685. 
G U I T A R 
pro-model 
closèout, 3 
left. 


T o m ' s , 1515 E . L a P a l m a , 
A n a h . 
F E N D E R 
Stratocaster 
7 
mo's. 
old 
like new. Best offer over $225, 544- 
8300. 


F L U T E 
& B U N D Y C L A R I N E T , 
F O R 


S A L E , call 892-3426. 


O L D S 
Trumpet w-case 8, V W 
radio, 


$17, both xlnt cond L$60^993-5133. 
M U S T 
sac. 
Beaut 
antique 
Bprighf, 
piano, 
xlnt 
cond. 
Michaels, 
776- 
5769. 


ANTIQUES 
83 


BRASS BED 893-3421 


F U R N I T U R E 
strippinq. 
P r o f , 
quali- 
ty. 
L o 
prices. 
Antique 
Strlpplnn 
_Center,_?-6. 
Call 
826-9200. 
1880 O A K 
B d r m set, 6Vi' 
headboard) 
dresser, wash stand 
& 
Ig. 
carved 
mirror. 
$450, 
997-2767 


N O W open Suns. 10-4 Lynch's 
T o w n e 
Shoppe, 210 S. L e m o n , 
Anah. 


•ANTIQUES* 


- W H O L E S A L E - 
A m e r i c a n 
& 
Canadian 
Loads A r r i v i n g 
Weekly 
W e B u y 1 Piece O r 
Complete 
Store or will auction for you 
Call for details 
Appraisers, 
liquidators, 
auctioneers 


AR0 ANTIQUES 
1415 E. McFADDEN 


547-3781 


E S T E Y 
p u m p 
organ, 
5 octaves, 
16 
stops, w-oria. manuf, certificates & 
w a r r a n t y , dlx model w-lamp stand 
& carved trim, orig. finish & need- 
lepoint 
on 
pddles. 
xlnt 
cond., 
ap- 
praised 
value 
$900, 
bst 
ofr., 
534 
3146. 


3 MILLION DOLLAR 
ANTIQUE 
SHOW & SALE 


J U N E 
7, 8, 9 & 
10th. Anaheim 
Con- 
vention 
Center, 
800 
W. 
Katella. 
Across 
f r o m 
Disneyland, 
T h ü r s . , 
F r i . , Sat. 1-10 p m . Sun 
12 noon - 
6 p . m . 


EMERGENCY 
LIQUIDATION 


LOST OUR LEASE! 


$300,000 
Inventory, 
15,000 
sq. 
ft. 
antiques. 
M U S T 
B E 
S O L D 
I M M E D I A T E L Y 
After 
3 years 
of 
successful 
busi- 
ness we must discontinue our oper- 
ation 
& 
liquidate 
our 
huge 
ware-, 
house full of antiques due to losing 
our lease. 


NO REASONABLE OFFER 
REFUSED 


Note! 
All 
store 
fixtures, 
equip- 
ment, neon sign must also be sold 
immediately 


STANTON 
ANTIQUE 
GALLERY AND 
FLEA MARKET 
10802 BEACH BL, STANTON 


Due TO the unusual 
circumstances 
of this emergency 
sale, there 
will 
be no lay-a-ways, all sales must be 
cash, final & picked up immediate- 
ly. 
We 
accept 
B 
of 
A 
& 
Master 
Charge. 
0NLYJ0 DAYS LEFT 


A N T I Q U E " settee & 
matching "chair", 


lion headj_claw feet,-.5200. 
847-0193 


C H A I R S 
càned, repaired, also 
strip- 
'p'rnq. 531-0227. 


O 
4 C H A R L E S 
M . 
R U S S E L L "bronz- 
es recasts^ 544-8798. 
D O W N 
sofa 
mint 
$850." Bed "set ~tr. 
1920's i n d . 
vanity 
$22S. Claw 
foot 
desk $150 + 
misc. 524-2484. 


C U S H I N G 
Square 
nrand 
rosewood. 
Cut glass & collectibles. Prln. only 
4014 E . 
P a l m y r a , 
Orange. 
538-9755 


B O W E D glass China cabinet, walnut, 
828-6031, 8452 Katella, Stanton 


TELEVISIONS 
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O F F I C I A L Y E A R E N D 
C L E A R A N C E 


C O L O R T V 
S A L E 
R C A 
» 
M O T O R O L A 
Q U A S A R 
e 
G E 


1 8 " R C A color t v 
$269.95 


18" 
G E 
$278.88 


18" Quasar 
$298.00 


19" 
R C A 
X L 1 0 0 
$389.00 


19" 
Quasar 
$399.00 


19" G E 
Solid State 
$384.95 


23" Quasar 
II consolo 
$449.95 


23" R C A AccuColor 
$449.95 


23" G E 
Spanish 
$399.95 


25" Quasar II 
$469.95 


25" R C A 
remote X L 1 0 0 
$598.00 


1 v r . labor w a r r a n t y 
1 y r . parts w a r r a n t y 
3 vr. picture tube w a r r a n t y 
90 davs cash - terms 
T U S T I N 
T V 
544-4270 
399 E l Camino Real, Tustin 


2 1 " C O L O R 
T V , 
S125, 23" 
B8.W $35, 
port T V , 
B & W , 
$35, gd sets, 956 
7477. 


B A N J O , 
Bacon tenor 
& 
Case. 
$110. 


637-0014. 


S O N O L A 
prof. Accordian. take over 
p v m t s . 586-7948. aft 5. 


C O U N T R Y 
gentleman 
w-hard 
case 
never used. $600. 828-7459 


3 B R 
hw. 
att. gar. 531-0327, 534-1696 


C21-200-566. 


W A N T E D 
to 
buy 
house, 
to 
be 
moved. 
Must 
be 
flood 
cond. 
Org. 
or 
Riverside 
Co. 
P r v t . 
P r t y , 
545- 


_ 8271. 
_ 


S P A N I S H 
Style cust. duplex 3 br, 2 
ba, 2 br, 2 ba, frplc., bltns, 
qarb. 
disp., dishw., crpts, drps, A - C , etc. 
542-3553. 
_ _____ ^ 
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A F F I L I A T E — E x p a n s i o n 
funds-prof, 
group, guar. 3 for 1 return 1st y r . 
Call M r . Victor, (714) 533-0302 


AFFILIATE 


Local 
m f g . 
f i r m 
seeks 
aggressive 
individual with 25K cash to be ac- 
tive 
in expansion 
program 
in 
the 
mfg. 
of 
products 
for 
the 
recrea- 
tional field. F o r confidential Inter- 
view send reply incl ph no to. 
Box 
P , 908, T h e Register, S A . 


A N T I Q U E 
Store 
for 
sale, 
due 
to 
health. Used furn, etc In smog free 
Elslnore, 
low 
overhead, 
living 
quarters, 
inventory 
only 
terms, 


_ call for appt. 674^2808. 
A P P T f A N C E 
store, 
nets 
$20,000. 
Ill 
_health_lorces_sale^ Aqt.,_547-5801._. 
FORECLOSURE 


A P T S , 
H O M E S , 
2 N D T D ' S 
N O W 
I N 
N O 
D O W N 
O R 
R E F I N A N C E 
C O S T S 
T a k e 
over 
U . S . 
G O V ' T 
backed 
loan and buy for resale or Income. 
A L L 
f o r m s 
& 
full 
day 
P R I V A T E 
class 
bv 
deqreed 
instructor 
for 
$78 50 (add'l 
persons, S29.50) 
O t h - 
ers chge to $350. for L E S S 
F R E E 
mailed details 
C A M P U S 
49)6 Seashore, 
N . B . ; 
646-8032, 7 
D a 
A P T S 
& H O U S E S 
N O W 
I N 


^FORECLOSURE 


N O 
D O W N 
O R 
R E F I N C 
C H G E S . 
T a k e over 
U . S . 
G o v ' t backed 
loan 
o r 2nd T . D ' S . A L L forms & 
Personal 
Instruction 
for 
$78.50 
(add'l 
per- 
sons 
$29.50 e a ) . 
Free 
mailed 
de- 
t a i l s 
" F O R E C L O S U R E S " , 
4916 


Seashore, N.B. J_646-8032, 7 da. 
A U T O M O B I L E 
W R E C K I N G 
Y A R D 
54^3.13] 
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( C O N T I N U E D ) 


* BETTER" BUSINESS" B U Y S * 


1. 
E q p t . 
Rental 
nels 
$23,000 
y r . 


2. 
L a w n 
m o w e r 
sales 
& 
serv. 
$$ 
m a k e r 
3. Candle 
mfq. 
nets $13,000 y r . 
sub. 


4. 
H a r d w a r e 
store 
nets 
$17,000 
y r . 
$23,000 
F . P . 


5. F a b r i c stores (2) xlnt 
pr. 8, t r m s . 
A g t . " W r i g h t " 
821-9400 


* 
BICYCLE STORE 
* 


T a k e 
a 
look 
at 
It! 
Name- 
your 
price, owner 
Is desperate. 
A q t . 
T H E _ N L O R M J N TO N__C O. 
541-6683 
B U R G É R 
H A N D O U T 
Net $27,000 Y r . 
G r . 
9,000 plus mo. 
very busy 
cor- 
ner with good parklnq. 7 yr. 
owner 
saved 
enough 
money 
to move 
up 
to 
Dinner 
House. 
$40,000 
F P , 
F l - 
nancina 
available. 
S O U T H L A N D 
B U S I N E S S 
S A L E S , 
1205 S. 
Euclid 
776-2430. 


( C O N T I N U E D ) 


C O S T U M E 
Inventory 
or 
business. 
Quality 
costumes, 
rare 
opportuni- 
ty. M a k e offer, 586-0275. 


D E L I 
(Italian). Nels $1700 mo. 
P i t i a 
8, 
dell 
Items. 
Beer 
8. wine. 
A g t . 
" W r i g h t " 821-9400. 


D I S T R I B R I T O R S H I P 
• 
E X C L U S I V E . 
O n e 
to five 
counties. 
$5 - 
$25000 
reg. 
+ 
working 
capital. 
Hot 
new 
i V Item, Can m a k e you a million 
Call 
Car I, 
(213 )_a A1 -2 316, 
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( C O N T I N U E D ) 


S N A C K 
B A R . 
Loc. 
In 
huge 
office 
• bldo. 
Seats 
28 
plus 
self 
service 
counter. 5 davs only. Close 4 
p m . 
Unique 
$ i 
maker. 
NIcc 
cple 
will 
love it! A g t . " W r i g h t " 821-9400. 
T A C O 
Stand 
$10,500, 
10232 
G." 
B l v d . , pvt. 
pty. 


B U R G E R S 
8, H O T 
D O G S . 
Small 
but 
busy. 
M a i o r 
cor. 
Does 
$300-$400 
day. 
A g t . 
" W r i g h t . " 
821.940Q. 


BURGER STAND, NET $1200 


Asking $6,000, try your terms. 
Call 
" C A L I F . " A q t , , 832-1802 


D O N U T 
shop, 
nets 
$200 w k . , 
$5,500 
f.p. A g t . 54A5801. 


D O N U T 
Shop, fastest growing 
donut 
shop in A n a h . 
O w n e r returning 
to 
industry, must sell. 544-5483, 


D R I V E 
In rest., fully equlp'di, 
H w y . 
247, 
Yucca 
Valley, 
364-2411. 


D R U G store for sale In So. S A . area. 
3 
yrs. 
old. 
F o r 
info, 
call 
aft 
9:30 
P . m . M o n . - F r i . & Sun. 644-4206. 


B U R G E R 
Hand-out, 
corner 
parking, 
owner ill, $6000 F . P 
& inv. est. 
15 
yrs. in O r a n g e , closed Sun. 532-1440. 
* B U R G E R S & T A C 0 S * 


• 
A L L 
T A K E 
O U T 
• 
W o m a n 
owner 
tired 
must 
sell, 
real cute little spot with no compe- 
tition 
tor 
miles. 
N e a r 
2 
schools, 
Rent Is $105 per month. Does $100 
daily. Short hrs. agt 
T H E 
N O R M I N T O N 
C O . 
541-6683 


BURGERS 


$1,300 M O . 
net - 6 davs. Short 
hrs. 
A 
(1) 
person 
operation. 
7,000 
full 
price. A g t . T i m e , 633-8585. 


* 
CAFETERIA 
* 


Industrial. 
5 
davs 
only. 
Close 
p.m. 
Not 
too 
big. 
Not 
too 
small. 
H e a r t problems,. A t t r a e , trms. 
aqt. 
''Wright" 
821-94Ò0. 


A M P 
G R O U N D , 
K O A 
Franchise. 
S. 
O r q . 
Co. 
Transferable, 
reduced 
price. (714) 535^898, Box 2940, A n a h 


CAMPER MFG. 


J00,000 
Y R . 
qross. 
Same 
ownfer 
. 
vrs. 
Must 
sell. 
Perfect 
operation. 
E v e r y 
detail. 
Will 
stay 
to 
help 
train. Asking 5,000 dn. & inv. 
A g t . 
T i m e Bus Sales, 633-8585, 


CAMPGROUNDS S.D. CO, 


180 A C R E S 
In 
mts 
2 acre 
lake. 
Liberal 
terms. 
A g t . 
(714) 
746-8240 


CARDS, GIFTS, PARTY SUPPLIES. 


Nets 
about 
$1000 
mo. 
5 day 
w k . 
Elderly 
lady 
owner 
must 
quit. 
E a s y trms. A g t . " W r i g h t " 821-9400. 


C A R P E T S 
& 
D R A P E R Y 
store $2,250 
160 N Glassell Orange 538-5896. 


C A R P E T 
steam 
cleaning, $1200 
m o . 
net. 
Leaving 
state, 
w-train, 
m a k e 
offer. P v t . pty. 821-7766 


C H I C K E N 
D E L I G H T 
est. 
12 
v r s . 
Chicken, 
pizza, 
ribs 
& 
shrimp. 
Mostly " c a r r y out". Plus 15 Inside. 
Opens 
4 
p . m 
steady 
$$ 
m a k e r . 
Don't 
miss 
it! 
" W r i g h t , " 
821-9400. 
C O C K T A I L 
lounge, nets $24,000, help 1 
run, 
downtown 
loc., 
agt., 
547-5801. 
C K T A I L 
B A R 
$10,000 mo. 
N o 
N o 
kitchen. 
Completely 
help 
oper- 
ated. 
Opened 
4Vi yrs. 
ago. 
Sharp 
In e v e r y w a y . 
X l n t 
price & 
terms. 
A g I. " W r i g h t " _821-9400. 


CKTLS. (2) ABC FORMULA 


_Deta 11 s,_21C A L I F-ii_Aq t._832-l 802, 


CKTL. LOUNGE-DINING 


$42,500 F . P . 
X l n t . terms. N o w 
net- 
tinti $2,000 
A g t . 832-1802, 


COCKTAILS 


$14,000 D O W N . Old license. A s t . T i m e 
Bus Sales, 633-8585. 
CKTL. BAR, $14,000 Dn. 


" C a l i f . " 
A q t . 
832-1802 


COCKTAILS 


15,000 M O . All booze Piano bar. 
A l l 
help 
operated. 
O w n e r 
moving, 
make offer, 
agt. 
T i m e 
Bus 
Sales, 
633-8585, 


* 
COCKTAILS 
* 


C o m e In & pick up a list - several 
to choose f r o m . 
O R A N G E 
C O . 
B U S I N E S S 
S A L e S 
2022 W . C h a p m a n , Org._ 
547-6J58 
C O F F E E 
shop. 
1 of a 
kind. 
See 
to 
believe. Priced to sell. SS7-0435. 


DISTRIBUTORSHIP 


Mullimllllon 
$ 
corp 
adding 
revolu 
tionary 
automotive 
product, 
guar- 
antees up to 25% 
Increase In 
gas 
mileage. Call for 
interview. 


S U Z A N N E 
836;8873 


Employment Agcy (Domestic) 
Nets $15,000 
997-0500 
M r . 
T h o m a s 


E Q U i P T . 
rental 
vd. 
for 
sale, 
7-6, 
893-0140, eves. 892-5819. 


* 
FABRIC BUSINESS 
* 


Retail 
& 
wholesale. 
Centrally 
loc. 
on Lincoln A v e . , A n h . 
owner 
retir- 
ing. Gross sales over-$100,000. 
F o r 
Info, call 827-5340, 
Principles 
only. 
G E N ' L Store In desert groceries, liq- 
uor 
and so forth. 
Bldg. 
home 
In- 
cluded. 
O w n e r 
will 
train, 
$2,000 


per_mo. Ao_ent,_6374)634. 


G I F T 
-SHOP, 
unusual 
qrowlng 
bus. 
$2500 + 
stock. Sac. 
L e a v i n g 
state. 
55jL-0374;_543-1165._. 
S O L D 
P R O S P E C T O R 
needs 
grub- 
stake. 
Egual share for $300. Write 
P . O 
B o * X-905, T h e Register, S.A. 


GROCERY, NET $1800 MO 


S H O R T 
hrs., 
to 
rent, 
owner 
will 
teach. " C A L I F . " A g t . 832-1802. 


Groc. Store 2 BR House 


$2,500_-f_stk J_Agt._832-J802. 


H A M B U R G 
S T D . $5000 F . P . 
Cute lit- 
tle 
drive 
in 
loc 
In 
busy 
center. 
Does $100 daily on cheap rt. 
M a y - 
be 
some 
terms 
to 
rel. 
pty. 
A g t 
" W r i g h t . " 821-9400. 
HAMBURGERS 'N THINGS 


11,000 
M o . 
Gross. 
Nets 
3500 
mo. 
Partners 
splitting. M s u t 
sell. 
A g t . 
T i m e . 633-8585. 


HELPING PEOPLE BUY OR 


sell 
a 
business 
is 
our 
business. 


" C a l i f / ' Bus. Sales. 832-1802. 


fi'OBBV 
S H O P . 
Nets $800 - F 
month- 
ly. Opens 1:00 p . m . , 6 days. 
Same 
owner 
4 vrs. 
L e a v i n g 
area. 
Ideal 
for 
congenial 
cple. 
Priced 
for 
quick sale. A q t . " W r i g h t " 
821-9400. 


* 
HONDA DEALERSHIP 
* 


Does 
about 
$30,000 mo. 
H a s 
done 
almost 
twice 
as 
much 
with 
the 
right management. F o r info, agt 
T H E 
N O R M I N T O N 
C O . 
541-6683 


I C E C R E A M P A R L O R Net $12,000 yr. 
T r y , $ 1 2 , 0 0 0 
F P 
and 
6 
D W . 
Good 
looking 
store In G r o w i n g 
Location 
S O U T H L A N D 
B U S I N E S S 
S A L E S 


1205 S. 
Euclid, 776-2430. 


I T A L I A N 
Dell. 
G r b . 
F i z z a , 
Sand- 
y/iches. Gross $70,000. 638-2900^ 


i r ITALIAN DELI 
* 


F a m i l y 
run 
net 
$1700 
mo. 
F r e e 
standing 
bldg. 
O n 
v e r y 
busy 
st. 
X l n t . parking. A m u s t see. A g t . 
T H E 
N O R M I N T O N 
C O . 
541-66831 


i r COFFEE SHOP 
* 


1 owner 
in 
17 
vrs. 
8c he's 
tired 
Docs 
$7000 mo. 
M a n 
& 
wife 
can 
net $20,000 yr. Seat about 70 & 
it's 
spotless. $250 flat rent, agt 
T H E 
N O R M I N T O N 
C O . _ 
541-6683 
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F l t L D ' S 
Warenouse Sale, 400 piano» 
& 
organs 
new 
& 
used. 
Spinets, 
arands, players. Going out for busl. 
ness 
Rentals 
$10 
option 
to 
buy, 
K a w a l , 
Steinwav, 
Baldwin, 
Chick- 
erlng, Y a m a h a , Klmbal, W u r . 
etc. 
G A R D E N 
G R O V E 


F I E L D ' S 
(714) 638-2770 


F " U N N Y T H I N G S 
F O R 
S A L E 
Piano 
benches, 
metronomes, 
artist 
bench, 
guardsman 
polish, 
bench 
pads & used pianos, some 
rebuilt 
& reflnished from $250. 


A N K R U M ' S 
I N C . 
1232 
So. 
M a i n , _ S . A . _ _ 
541-8338 


CASH ON "THE SPOT 


i O R 
pianos, 
organs, 
extra 
for 
grand pianos. CaJI Pat. J 2 1 - 1 9 5 6 . _ 
W U R L i T Z E R 
2100 O r g a n 
w-rhythm 
X l n t cond.. Best offer 
544-8656 _ 


9 
RENTALS-RENTALS "© 


= rnrn $10 a montn. Ooen 
olan. 
F I E L D ' S 
(714) 638-2770 


BALDWIN O 


P I A N O S & 
O R G A N S 
Always the best buy 
N e w & used are at 


W00DW0RTH Piano & Organ 
5 1 5 J ^ _ M a i n , S . A . 
547-5851 


BABY GRANDS 


N o w 
save up io 
$1000 on 
certain 
floor 
models. 
Other 
grand 
pianos 
f r o m $729. All these & m a n y 
more 


WALLICHS MUSIC CITY 
South Coast Plaza 540-2830 


Cash For Pianos Organs 


P E N N Y 
O W S L E Y 
S A L E S 
— 
L E S S O N S 


892-3314 
T U N I N G 


E L E C T R O N I C 
organ schl. needs or- 
gans 
for 
repair. 
Call 
Wes. 
Tech. 


Inst., 772-7856. 


" Y E S , W E 
H A V E 
V E H I C L E S 
F O R 
R E C R E A T I O N 
T r y 
our 
compact 
models 
with 
low 
upkeep. No gas reguired only occa 
sional dusting. Piano rentals $13.50 
mo. 


S A L E S 


L a r g e r 
used models starting at $290 
pkg. deal. Players: 
E l e c . , p u m p or 
use 
as 
regular 
piano. 
Complete 
Pkg. $1295. delivered. 


A N K R U M ' S 
I N C . 


1732 S O , _ M A I N , S . A . 
54M338 


P I A N O 
L o w r e y 
walnut 
console, 
al- 
most 
nu, 
cost 
$1,000. 
Sell 
$625. 


W k d v s aft_ 3, 993-1827. 


H A M M O N D 
O R G A N . 
Sacrifice, 
Im- 
maciyate spinet with s'ras 
includ- 
ing 
earphones. 
O n l y 
$650, 646-8889 
days, 548-8094 eves. 


FULLERTON MUSIC CO. 
NEW SPINET PiANO 
CLEARANCE FROM $495 


5 S T Y L E S 
8. 
F I N I S H E S 
W U R L I T Z E R , 
G R A N ' D 
& 
S T R A U S S 


PIANO RENTAL FR. $5 


G a y l o r d 
Upright 
$69 


W e a v e r Spinet 
$145 


Studio 
Upright 
$49.95 


Sohmer 
Grand 
Save $1000.00 


GRAND PIANOS 


20-GRANDS IN STOCK-20 
NEW-USED & REBUILT 
PRICED FROM $395 


R o e m e r - J . C . Fischer - Sohmer 
Wurlitzer - Story & Clark 
. 
Y a m a h a 
K a w a i 
- 
Chickering 
- Cable 
Nelson 
Knabe - Mason Hamlin - Slcinway 


RENT ORGANS FR $5 


Y a m a h a 
D7 
$1595 


Wurlitzer w-Leslle 
$1495 


L o w r e y 
Spinet 
$595 


Kimball 
Spinet 
$495 


T h o m a s Spinet w-Leslie 
$495 


H a m m o n d 
Spinet 
$495 


Conn 
Spinet 
$295 


Optlgans 
$195 


FULLERTON MUSIC CO 


122 N . Harbor, Fullerton 
871-1805 
O P E N 
N I G H T S 
' T I L 9 
S A T . T I L L 5:30, S U N S . 
12-5 


ORGAN RENT 
INCLUDES LESSONS 
$10 MO. .$12 MO . .$15 M 0 
P&O WAREHOUSE 
545-0415 


O 
P L A Y E R 
piano 
like 
now, 


deal In town. Call 543-9289, 


W E 
H E L P 
Y O U 
~ ~ 
W R I T E 
A D S 
T H A T 
P U L L 


best 


AUTO DETAIL, NET $3,000 


Assembly 
line 
set-up, 
estab. 
10 
yrs. O w n e r will teach, terms avail. 
Agt. 832-1802 


B A R B E R 
S H O P - 6 chairs, $500. down, 
easy 
payments, 
going good, 
needs 
steady 
m a n a g e r , 
893-9276 
or 
847 


0294. 


B A R B E R - S T Y L E 
shop, 
2 
chairs, 
good 
Newport 
Beh 
loc. 
646-9977, 


557-8421. 


B A R B E R 
shop, 6 chairs, 
L o e h m a n n ' s 
shopping 
center, 
1911 
Sunnycrest 


. D r . , 
Full. 


B A R B E R 
Styling shop, 4 chrs, "oobd 
loc. 
N e a r 
Beach, 
136Vi 
M a i n 
St. 
Seal Beach, 431-9192. 


it- BEAUTY SALONS 
* 


1-Htq. 
Bch. 
14 stn. 
sml. 
dn. 


2 - F t n . Valley. 8 stn. terms 
3-Anaheim. 25 stn. V e r y 
Posh. 


4-Fullerton. 9 stn. Vi down. 
5-La M i r a d a 
9 stn. E a s y trms. 


6-Oranqe. 6 stn. M a k e offer. 
7 - A n a h e l m . 3 stn. $4500. F . P . 
T r m s . 


8-Orange. 12 stn. $4000 dn. 
9-Garden r. 6 stn. 
Dandy 
trms 
10-Costa 
Mesa. 
6 stn. 
Price 
lo 
sell 


( A S K 
F O R 
T H E L M A ) 
T h a ' ' W r i g h t " Co. 
821-9400 


B E A U T Y 
shop - Will 
sell cheap 
or 
take over lease, 531-2032, 


B E A U T Y 
Salon, 
estab. 
xlnt 
oppor. 
low rent, qood loc., modern 
equip, 
A . A . , illness, $1,000, pji. 540-5025. 
B E A U T Y 
Shop, 
"small 
shop, 
nicely 
furn, 
good 
clientele, 
Glennare 
Realty, 
956-2050. 


B E E R 
8, Wine Store, estab. 15 yrs. 
fixtures & good will $5,000 Call Bill 
545-5111 


B E E R 
B A R 
F O R 
S A L E 
C A L L 
635-8321 
527-7387 
_ 
or 
528-3240 


B E E R 
bar, 
$3,000 mo. 
gross. 2 oool 
tables 
8< luke 
box 
Incl.. 
$7,000 
w| 
terms or $5,000 cash. A s k for Skip, 
521-0959, 529-9273. 


BEER BAR - LO-RENT 


H I G H 
G R O S S 
- C L O S E 
T O 
B E A C H 


O R A N G E 
C O . B U S I N E S S 
S A L E S 
2022_W. C h a p m a n , O r g , 
547-6158 


BÉÉR"BAR $2000 NËT 


Same 
owr. 
for 
yrs 
- 
Won't 
last! 
Don't miss this one! 
O R A N G E 
C O . 
B U S I N E S S 
S A L E S 


2022 W . C h a p m a n , Org. 
547-6158 


B E E R 
B A R 
- 
C H I C A N O 
- 
S H A R P - 
O R A N G E 
C O . B U S I N E S S 
S A L E S 


2022 W ^ C h a p m a n , O r g . 
547-6158 


B E Ë R 
B Â R - O w n ë r s . 
D r . 
says 
sell 
this 
week. 
$5,000 
m a y 
buy 
this 
newly remodeled 
lewel. 
O R A N G E 
C O . B U S I N E S S 
S A L E S 


2022 W . C h a p m a n , Orq. 
547^6158 


B E E R 
B A R 
56 " K E G 
& 
Bottles 
All 
run. Net over $25,000 yr. F P 
$26,000 
Vending 
included 
in sale All 
help 
Fantastic 
financing. 
Call 
N o w 
Be- 
fore it's gone. S O U T H L A N D 
B U S I - 
N E S S 
S A L E S , 
1205 
S. 
Euclid, 
776-2430. 
• 


BEER, ULTRA NICE 


D O I N G 60 Kigs + 
Snacks & 
qames. 
Has 
everything 
you've 
been 
look- 
ing f o r \ _ A g l . _ " C A L I F . " 
832-1802. 
~ 
B E E R 
T A V E R N " 


NETS $2000 PER M0. 
C O M P L E T E L Y 
H E L P 
R U N 
Good 
investment. 
Disneyland 
area. 
Mln. 
down. 
Will 
finance 
balance. 
Call for appointment. 830-8124, 


-frBEERTAVERNS* 


W e ' v e 
qot 
'em-all 
shapes, 
sizes, 
open, closed for operators & 
begin- 
ners. See us, we'll work for you. 
O R A N G E 
C O . 
B U S I N E S S 
S A L E S 
2022 W. C H A P M A N , 
O R G . 
547-6158 


BEER BAR BUYERS 


L E T 
our staff 
of experts help 
you 
select one of our m a n y 
beer 
bars 
and 
tailor 
it to vour budget. 
Y o u 
need 
financing! 
We'll 
find 
It 
for 
you 
O . A . C . 


S O U T H L A N D 
B U S I N E S S 
S A L E S 
1205 S. 
Euclid, 776-2430 


BEER BAR 


8.000 F U L L 
price - Inclds 
(2) 
pool 
tables. 
No 
contracts. 
Rent 
$250 
mo. Aqt. T m e . 633-8585. 


BEER SANDWICHES 


6,500 
M O . 
qross 
6 
days 
only 
- 
qames 
go 
with 
it. 
N o 
contracts. 
Orig. 
owner 
very 
ill. 
Must 
sell. 
_ A q t . T i m e , 633-8585. 


BEER BAR, SANTA ANA 


Nets 
$1,000, 
help 
run. 
Busy 
In- 
d u s t r I. 
area. 
S M A L L 
D O W N 
_ P Y M T . J ' C A L I F . " _ A q t . 
832-1802. 


BEER TAV. SAN CLEMTE. 


35 Kegs, 3 blks. to beach. Includes 2 
pool 
tbles. -I- luke 
Sml. 
dn. 
han- 
dles. " C A L I F . " 
A g t . 
832-1002 


BEER TAV., MUST SELL 


$2,600 dn., $12,000 F . P . , carpet, pad- 
ded 
bar, 
wolk-ln 
box, 
individ. 
blda., 
seats 80, Call "'Calif." 
A q t . 
832-1802, 


BEER BAR 


2,000 M O . on qames 8. 64 kegs. 
O n e 
ol the belter bars In the area. 
All 
help operated. 
No contracts. 3 pool 
tables 
incl. 
In 
sale. 
A g t . 
T i m e . 
633-8585. 


COFFEE SHOP 


$6,000 M O . 
oross. Short hrs., 6 days. 
Parking 
lot - free standing bldg. 
- 
owner 
will 
finance. 
A g t . , 
T i m e . 


633-8585. 


C O F F E E 
S H O P . 
Nets 
$40,000 
y r . 
Booths open. Orig. owner 7 vrs. 
It 
looks like It opened yesterday. 
A b - 
solutely 
top 
cond. 
A g t . 
" W r i g h t " 
821-9400. 
; 


COFFEE SHOP $8,000 FP 


Orango 
f o r m e r 
Denny's 
- 
won't 
last! 


2022 W . C O . B U S . 
S A L E S , 


C h a p m a n , O r g , 
547-6158 


C O I N 
L a u n d r y , 
well 
estab, & 
doing 
good, see at 
12050 West St.. 
G . G . 
539-9095, aft 6 p m . B y 
Owner. 


* 
COIN LAUNDRY 
* 


Nets $532 per 
mo. 
All 
egulpment 
less than 2 yrs. old. Long lease at 
$236 mo. 
Priced 
to sell. 
A g t . 
^ 
T H E _ N O R M I N T O N 
C O . 
_ 5 4 H 6 8 3 


COIN LAUNDRY $3500 FP 


O R A N G E 
C O . 
B U S . 
S A L E S , 2022 W . 
C h a p m a n , O r g . 
547-6158 


C O I N 
L A U N D R Y . 
$1400 mo, 33 wash- 
ers 
12 dryers. E q p t . 
in top shape. 
X l n t top loc. Indiv. bldg. Busy 
apt 
& 
trailer 
parks 
area. 
Small 
dn. 
p y n i j ^ A q t . 
" W r i g h t " 
821-9400. 


COIN LAUNDRY 


NEW 


A L P H A 
B E T A . 
M k t . 
Center 


Ready to open 3 weeks 
L o w 
rent, excellent 
terms. 
L A U N D E R L A N D 


(714) 636-0851 


(213) 685-9101 


COIN LNDRY. $1800 GRS. 
26% 
return, A9t._8?2-1802 


Considering a business? 


We've been here since '59. Come see 
us for free advice and ideas. 
O R A N G E 
C O . B U S I N E S S 
S A L E S 
2022 W . C h a p m a n , O r q . 
547-6158 
'Experience 
Eliminates 
Mistakes" 


INVESTOR 


(Semi-active) 
Unique 
oppor. 
In 
wood products 
I have m o r e 
sales 
v o l u m e than can handle. Call 
col- 


lect (213) 869-7680, 


J A N I T O R I A L " 
B U S , 
L a g 
- S . C . 
Will 


traln_qual. J>uyer._496-073? 


J R 
M A R K E T 
W I T H 
B E E R 
8, 
W I N E 
G R O S S 
$12,000 
M o . , 
N E T 
over 
$20,000 Y R . 
$10,000 
F P 
plus 
inv. 
Y o u 
must 
see 
this 
one. 
S O U T H - 
L A N D 
B U S I N E S S 
S A L E S , 
1205 S. 


E u c]|dJ_776-2430. 


K N I T 
F A B R I C 
$35,000, will 
finance. 
Call Saber Realty, 778-4000 


TRANSMISSION REPAIR 


N E T 
$26,000, asking $15,000 F . P . 
on 


_terms._lllness._Agt._832-1802_ 
T A S T E E 
F r . 
6441 
M c F a d d e n , 
H . B 
E s t . 
gr. 
$100,000 
help 
run; 
ask 


$29,000. J47-3816. 


T R O P H Y - 
shop, 
gross 
$60,000, "Tow 


down, 
flood 
terms, agt., 547-5801 
T R O P I C A L 
F I S H 
Owner-operator can net $23,000 Y r , 
E a s y bus. 
to 
learn 
- O w n e r 
will 
train 
f o r . 30 days, 
Super 
location 
with a lot of growth left. $23,000 F P 
% Inv. 5,000 D W plus I N V . 
S O U T H 
L A N D 
B U S I N E S S 
S A L E S 
1205 
" 
Euclid, 
776-2430. 


VENDING ROUTE 


12,000 v r . 
net. Works only 12 hrs. 
w k . 
Ideal 
for 
retired, 
or 
college 
people, 
terms. 
T o qualified 
buyer 
A g t . T i m e Bus. Sales. 633-8585. 


VENDING 


. N V E S ^ M o o ^ / d I j ^ o n the 


W E L D I N G 
shop, 
small, 
gd. 
money- 
m a k e r , 
health 
forces 
sale, 
take- 
over 
lobs, 
reasonable, 
537-2381 
or 


Business Opportunities 
Wanted 
10 


gardenincwïoWE WÄNV^D 


_ 
826-2842 


O R A N G E 
Co, 
off sale llquor 
llcense 
or moveable 
störe. 
Prlnciple. 
Box 
.A,_906,_The__Reqlster, S . A . 


INVESTMENT OPPORT. 
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C A P I T A L 
Investor wanted 
P . O 
B o x 
1788,_S.A .714—542-J023._ 


$10,000 C A N 
start Y C 1 ; 
on the 
road 
to a Real 
Estate fortune. 
Inguirles 
invited, 644-1179. 


RENTALS TO SHARE 
105 


M A N 
will share with same 2 B R . , 
. 
B A . , 
pool, 
J a c . 
A p t . 
N . B . 
$82.50, 
832-9646 


< B R , 
2 
ba, 
home, 
man 
to 
share 


_.w-same, $80_incl, all 534-8515. 
M A N 
to share 2 bd, 2~ba", pool apt. 
Wisame 821-0969. 


M A N 
will share 3 - B R home w-2 oth- 


er men. S65 e a , 847-1468. 


S H A R E 
apt. 
or 
house. 
Call 
H O M E 
P A R T N E R ^ 
Lie. 
83_6-lJ94, 
548J479. 
3 B R 
house in W'rhster., $22.50 
per 
Wk. 892-9178. Aft. 4 p . m . 
G I R L 
share 
expenses 
furn 
apt, 
Working girl 23-30. $80, 635-5197. 
«in«»»! il ¿iiiimiiMirir TÌÌÌI firjîfiit 


Wanted to Rent or Lease 106 


W A N T E D 
to rent — 2 bdrm 
duplex, 


Santa A n a area, by 6-20 
530-3243. 
C O U P L E 
w-8" y r . 
oíd 
child 
& " s m 
dog, 
wants 
to 
rent 2 
B R . 
house. 
Please 
contact 
Bill 
Johnson, 
993- 
3121, 1360 N . Jefferson, Anah. 


HOUSES FURNISHED 
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ANAHEIM— 


LIQ. STORE -$ 49,500 FP 


O l d 
license 
- 
O r a n q e 
Co.-Sharp 
O R A N G E 
C O . 
B U S I N E S S 
S A L E S 


2022 W . Chapman, O r g . 
547-6158 


L I Q U O R 
L I C E N S E — O R G . 
C O . 
O F F 
S A L E 
$45,000 
plus 
3-4K 
stock 
S O U T H L A N D 
B U S I N E S S 
S A L E S 
1205 S. 
Euclid, 
776-2430. 


P R I V A T E 
1 B R home, $115, fncd., 
m o v e 
in today, 
bkr. 
fee. 
Callf.'s Larqest 
Rental Service 


HOMEFINDERS -fr 774-6090 
BALBOA 


B A L B O A 
P E N N . 
B A Y F R O N T 
S B r . , 
4 b a . , pier, float. A v a i l 
m i d 
J u n e 
7-28, 
also 
Sspt. 
wkly. 
(714) 


BREA 
- 


S I N G L E S , 
cpls., 
1 
br. 
gar., 
pets, dup., agt, fee 776-7330. 


kids, 


BUENA P A R K - 


LIQUOR STORE HDQT. 


10 Stores to Choose f r o m . O n e is lust 
right 
for you. 50% Financing avail 
able 
on 
all 
stores. 
S O U T H L A N D 
B U S I N E S S 
S A L E S 
1205 S. 
Euclid 
776-2430 


LIQUOR STORE 


22,000 mo. gross. Help operated. Agt. 
T i m e . 
Bus. Sales. 633-8585. 


* 
LIQUOR STORE 
* 


B y owner, 827-8664, O l d Ile. 
M A T T R E S S - C A N V A S 
B U S I N E S S , 
Custom Shop, established 1946. Lo- 
cated 
80 
miles 
f r o m 
Yosemite 
N a t l . P a r k . State approved Steriliz- 
ing 
Plant. 
Rental 
Service; 
Rolla 
w a y 
Beds, Baby F u r n . and 
C a m p 
Ing items. O w n e r wishes to 
retire. 
Write—Box 865, M e r c e d , Cal. 95340 


M F G . - C A L I F . 
CORP-$700,000 
Y r . 
Gross, 
Prove 
34,000 
+ 
Net. 
Sup- 
plier to Builder Contractors. 
Owrs, 
illness forces sale. 
O R A N G E 
C O . B U S I N E S S 
S A L E S 


2022 W . 
C h a p m a n , 
O r g . 
_547j6158 


M E A T 
M A R K E T " 
N e t s 
$20,000 
Y r , 
F P 
$12,000 
& 
Inv. 
D r . 
Says 
to 
leave this 18 v r . 
Bus 
and 
retire. 
S O U T H L A N D 
B U S I N E S S 
S A L E S , 


1205 S. 
Euclid. 776-2430. 


M E A T 
M A R 
K E T 
F U L L Y 
E Q U I P P E D , 
2 
M A N 
S H O P 
10207 
C O L I N A 
R D . , 
W H I T T I E R 
(213) 
696-7612 


MEAT 


Well established going m a r k e t 
top 
area, 
short 
hrs 
no 
Sundays 
nice 
clean 
good 
looking 
store 
nets 
ap- 
prox. 
$2500 
mo. 
on 
meats. 
One 
butcher 
with 
a 
little 
help 
could 
handle. 
Owner's 
wife 
says 
retire. 
T r y 
$8900. Call Saddleback 
Realty 
Bus. D i v . 838-6603 


START 
NOW 


PART TIME 


If you want the security of 
growing 
lucrative distribu- 
torship with 
GUARANTEED 
RETURNS & are sincere, reli- 
able & have a good honest 
background you may qualify 
as a distributor of 


WELCH'S 


NEW REFRIGERATED 
VITAMIN ENRICHED 
JUICE DRINKS 
This Outstanding offer By 
Universal Market'g. Ent. Co. 


Includes: 
1 4 % 
D I S C O U N T 
T O 
N E W 
D I S T R I B U T O R S 
O N 


Fu'ly Automatic 
Heavy Duty Equipment 


- C O M P A N Y 
E S T A B . 
L O C A T I O N S 


(With Guaranteed Min. Sales) 
— A S S I G N E D 
T E R R I T O R Y 
— G U A R . 
E X P A N S I O N 
P R O G R A M 
— N O 
S E L L I N G ! ! 
100 
S E C U R E D 
I N V E S T M E N T 
—$4,200 P A C K A G E 
+ 
T A X 
—$7,500 P A C K A G E 
+ 
T A X 


Beer - Does $5000 Mo. -fr 


Plus $800 me. from games. (2 pool 
incl.) 
No loans. 
N o contracts. 
Sharp 
spot. 
N e w 
8. modern. 
O w n e r 
retir- 
ing. 
Will 
fin. 
X i . n . 
trms 
to 
rel. 
' p a r t y . A g t . " W r i q h t " 821-9400. 


CHOICE OF TWO 
GUARANTEED BUY BACK 
AGREEMENTS, PROTECTED 
BY WRITTEN CONTRACT 


(1) T O T A L 
B U Y 
B A C K 
O R 
(2) 
80r. 
B U Y 
B A C K 
+ 
$5 P E R 
H R . 
S A L A R Y 
I F 
vou 
arc 
ready 
to 
start 
N O W , 
and 
have 
$4,200 
or 
$7,500 
cash 
to 
invest, call today. 


P r i m e territories still available 
L I M I T E D 
O P P O R T U N I T Y 
A L L 
D E T A I L S 
B Y 
P H O N E 


Call Mr. Meli, COLLECT 
(213) 451-5671 


F O R ^ R t S U L T S 
U S E 
R E G I S T E R 
C L A S S I F I E D 


-^-MEXICAN FOOD HANDOUT 


Does 
$90,000 v r . 
A l m o s t 
all 
help 
run. Nets $15,000 y r . Cor. 
loc. aqt. 
T H E 
N O R M I N T O N 
CO. 
541-6683 


M O B I L E 
home service business 
for 
sale in Org. 
co. area. 
Root 
coat- 
ing, 
wash 
8i wax 
truck 
& 
power 
wash 
unit. 
Potential 
unlimited. 
Will 
train. 
$2,500. 
full 
price. 
Call 
M r . 
Beswick. 744-3159 aft 6 p m . 


P A I N T 
8, hardware store. X l n t . 
loc. 
on 
H w y . 
18, 
bldnq., 
land, 
eguip., 
I n v e n t o r y 
incl. 
$65,000 
D a v e 
Foulkes, 
Bkr 
Box 
166, 
B . B . L . 
92315. 
714-866-2414. 


P A R K I N G 
L O T S W E E P I N G 
R T E 
Be v o u r own boss - T h r e e to choose 
from. 


O R A N G E 
C O . 
B U S I N E S S 
S A L E S 
2022 W . 
C h a p m a n , 
O r a n g e 
547-6158 


* 
PARTNER 
* 


L I T E M F G . & 
M K T G . 


A c t i v e 
with 
$15,000 
cash 
& 
mgt. 
ability 
X l n t 
starting 
salary 
& 
share of profits, 
should 
net 
party 
selected 
over 35 M 
1st 
y r 
Rigid 
investigation invited. R e f . exch. for 
personal 
confidential 
inf. 
Call 
547- 
5685, 10 am-5 p m . 


P I Z Z A 
& 
Deli", wine & 
beer, 
Italian 
foods, 6 vrs. 826-6010 owner. 


i f PIZZA - "TO GO" 
* 


A n d 
other 
Italian 
foods. 
Plush 
thruout. 
Thick 
red 
carpet. 
Used 
brick, tn 8, out. All ovens & 
other 
egpt. 
are 
»he best. 
Beer 
8, 
wine. 
Ne_ts 
$2000 
mo. 
M u s t 
quit! 
Dr's. 
orders, aqt. " W r i g h t . " 
821-9400. 


PIZZA 


1800 m o . Net. 4 davs. Short hrs. A p t . 
areas. 
Bus Increasing. M a k e 
offer. 


_ A g t . J T I m e . 633-8585, 
P O O L 
Service-Estab. 
15 
v r s . , 
gr. 
$14,600 plus 
repairs & 
sales $6000 
Total_cost 827-2027. 


F " R I N T 
shop, 
$4,000 d w n . 
high 
net, 
good terms, agt., 547-5801. 


S P R I N T SHOP • I N S T A N T * 
O 
W — S T A T IO N A R Y 
S U P P L I E S 
• 
N e w l y opened, m a n alone can not 
handle. 
Tremendous 
potential 
w- 
office 
buildings 
surrounding 
It, 
v e r y 
attractive 
shag 
carpets 
& 
xlnt equip, lo dn. & stk hdles agt. 


T H E 
N O R M I N T O N 
C O . 
541-6683 


PRINT SHOP 


O w n e r works only 7 mos y r . 
Netted 
30,000. A very unique shop. 
Steady 
clientele. 
Will 
train 
qual. 
buyer. 


A g t . T i m e . 633-8585. 


O R E S T A U R A N T 
"near 
Knott's 
in 
A n a h e i m . 
April 
v o l u m e 
$27,900, 
rapid 
growth 
rate. 
Beautifully 
equip. 
3-ownrs 
dissolving 
assoc. 
A g t . 
Foust 646-1675. 


SELL YOUR BUS. 


F a s t , 
in strict confidence with 
S B S , 
w e have buyers waiting. 
F r e e 
full 
coverage adverlizinq if desired. 
S O U T H L A N D 
B U S I N E S S 
S A L E S 
1205 S. 
Euclid 
776-2430 


S E R V I C E 
S T A T I O N 
A R C O 
S T A T I O N 
P V T . 
own. 
& 
opcr., 
2c 
gal. 
rent. 
$1 000 buys 
all equip , 
incl. 
Bear 
hl-spd. bal., air tire changer, tools 
& stock, 998-6195. 


B U S H 
A R C O 


2707 Orango Olive R d . , O r q . 


S M A L L 
M F G . 
Net $25,000 Y r . 
Consi- 
d e r $7,000 b w 
Can 
Build 
It uo to 
over $40,000 N E T 
Y r . 
S O U T H L A N D 
B U S I N E S S 
S A L E S 
1205 S. 
Euclid 
776-2430. 


i r SMORGASBORD 
* 


Beaut. 
In 
every 
w a v . 
does 
$9500 
m o . Can do much m o r o with sharp 
operator, 
$30,000 
F . P . 
w-terms, 
A g t . 


T H E 
N O R M I N T O N 
C O . 
541-6683 


Business Opportunitnes 
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.VuincHji.nioii! 


POSITIVE T H I N K E R S 


We are lonkinq for a particular type of man, one who is not 
interested in the usual run-of tlie-miil proposition, hut to 
whom the unusual is a challenge. 530,000 yr + for those 
accepted. Muiti million $ international corp. with proven 
success record. Total investment $7,500. Call for Personal 
interview. 
M i s s Politi (714) 836 8873 


U T I L I T I E S 
P D . 
huge 
dpi., 
$$70 
m o v e today, 
bkr. 
fee. 
Callf.'s Largest Rental 
Service 


HOMEFINDERS * 
774-6090 


COSTA M E S A - 


$125 
1 
B R . 
645-0111 


All 
util. 
pd. 
A g t . 
fee, 


i r BEACON RENTALS 
* 


0$79.50 S M A L L 
furn cottage 
utilites 


__pd. Adults. N o pets. 544-153? 
$125. 
S m l . 
house. 
East 
side, 
furn. 
W o m a n 
pref. 
A v a i l 
6-6. A g t . 
fee. 
645-0111 


_ * 
BEACON RENTALS 


FENCETD 
vacant, 
partially 
furn. 
_$100, utll. pd. agt, fee. 979-8430 
EL TORO- 


* 
MARINES 
* 


F u r n & unfurn. All areas, 
1-2-3-&-4 


bdrms $65 & UD. 
H O M E F I N D E R S 
A g t . fee 
774-6090 


H O M E S 
I N 
O r g . 
County, 
f r o m 
$75. 
_ K i d 5 , p e t s , ok. A g t . fee. 979-8430. 
FULLERTON- 
V A C A N 1 , . partially 
furn, 
$95, 
dup. 
A g t , fee. 776-7330. 
S P A C I O U S 
dpi., 
$120, 
g a r . , 
pets ! 
ok, 
V A C A N T , 
bkr. 
fee. 
Calif.'s 
Larqest 
Rental 
Service 


HOMEFINDERS j r 
774-6090 


GARDEN GROVE 


$125, 
U T I L I T I E S 
P D . , 
shorp 
dpi., 
m o v e T O D A Y . 
Bkr. fee. 


Callf.'s L a r g e s t 
Rental 
Service 


HOMEFINDERS -fr 774-6090 
S I N G L E S 
or 
cpls., 
$fi)0, 
partially 
f u r n ^ J u p . 
agt,_fee_776-7330. 
C A L L 
N b W , "l 
B R , 
$100, has 
all', 
dpi., V A C . , bkr. fee. 


Callf.'s 
Largest 
Rental 
Service 


HOMEFINDERS 
fr 
774-6090 


HUNTINGTON BEACH- 


A C R E , 
partially 
furn, 
1 
br. 


house. A g t , fee. 979 8430. 


1 B R . 
house, $100, util. pd. agt, 
fee 
979-8430. 
• 


LA HABRA 


B R , 
fenced 
house, kids O K . 
A g t , 
fee 776-7330. 


MIDWAY CITY— 


A L O N E 
on 
lot, $100, 
partially 
furn, 
l b r . A f l t , 
fee. 776-7330. 


MISSION VIEJO- 


F O R S u m m e r rental, 3 B R , 2 ba A C , 
cov 
patio, 
w t r 
pd, 
$250 
per 
mo, 
J u n e 17-Sept. 8, call 586-2582. 


NEWPORT BEACH- 


1 
BR". 
House, 
$145, 
util 
pd, 
pets. A g t , fee. 979-8430. 


ORANGE— 


kids. 


K I D S , pets O . K . , 1 br, $95, duo. A n t , 
fee. 776-7330. 


$65, U T I L . 
pd., vacant, dup. agt, fee 


776-7330. 
K I D S , 
P E T S 
O K , 
Ige. 
1 
B R , 
$95, 
F R P L C . , vacant, bkr. fee. 
Callf.'s Largest Rental 
Service 


HOMEFINDERS -fr 774-6090 
SANTA A N A - 
STUDENTS. 
f a m . , 
singles, 
1 
br. 
house, utll. pd. A g t , fee. 979-8430. _ 


B A C K 
House for 
rent, older, 
single 
lady. $75 mo. $25 clean-up. 726 S . 


_Oak. 836^9924 


2 B D , mob. h m , crptT drps, air cool- 
er, 
avail 
7-1 
adults only 
$160 
& 
electric, 828-6843, or 827-0960. 


WESTMINSTER- 
J 


1 B R 
3.iBA" walk to shopping & 
bank, 
post office & 
bus. 
Water 
& 
trash 
Pd. $125 
J o l l y R l t y . 893-7505. 


YORBA LINDA - 


HOUSES UNFURNISHED 
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( C O N T I N U E D ) 


ANAHEIM- 


FREE RENTAL 


Services 


T0LAR REALTY 
956-3940 
Anah. 
522-0220 


3 B D R M . , 
den, 
2 bath, 
all 
modern 
kitchen, 
built-in 
range-oven-dish- 
wasner. B k r . $250 a montti. N o feo 
772-Ü990, 


3 B D R M . 
F a m . r m . . P a r k like yard. 
Kids O K . 
B k r . 
$230 a month. 
N O 
F E E . 
778-5700. 


2 S T Y 4 br, 3 ba. cor. newer home, 
nr 
schls., 
hosp., 
shop'g. 
$415 
mo. 
Call 827-6690 ask 
for 
Dixie aft 
11 
a . m . Avail. J u n e 18th. 


B D R M . , 
bit-Iris, 
dbie. 
gar. 
$225 
mo. 
No fee. 
Saber 
Reoltv 
778-4000 
F O R 
rent 
partly 
furnished 
3 
bed- 
room 
home 
with 
large 
family 
room, 
fenced 
yard. 
Submit 
refer- 
ces_1o_ P . O ^ B o x _ 2 7 8 4 i _ A n a h e l m . 
4 
B R , 
cpts., 
drps, 
bit 
Ins. 
ii'95. 
F r o n k 
Reed 
R e a l l y , 
772-3025, 995- 
2671. 


3 B D R M . , 
2 bath, 
new carpet. 
240 
mo. Sherwood 
Realty_635-3090 


4 B R . , 2 baT, $245, no fee. 1 1 8 0 f M o e n 
St., 638-4880^ 


C L E A N 
"4 B R . , 
2 
B A . . 
L G . 
F N C D 7 


Y_D._S250 
M O . 
525-69531_ 


L G . 
1 
B d r m . , 
Bullt-ins, 
air 
cond^ 
pool. 
N r . 
shopping 
ctr. 
$150 
mo. 
Adults 
only. 
420 
L o a r a 
St. 
A n a - 
helm. 772-3B25 


Free Rental Service 


T O 


L A N D L O R D S 
& 
T E N A N T S 
All prices O 
All 
areas 


956-2700 


*C0LWELL* 


P R O P E R T I E S 
I N C . , 
R E A L T O R S 


2249 W. _Ball_ M ^ A n a h e i m 


Fenced, 
2 
b r . , 
$145, 
cp"ts„ 
drps., 
kids, agt, fee 776-7330. 


0 
O RENT-A-H0USE 


T H E 
most beautiful free rental serv-| 
Ice for landlords, available now, at 
A L A N 
R E A L T Y , 
826-5780. 


3 B R , den, 2 ba., cbts., frplc. 
910 Wichita, $250 m o . , 526-1458 


3 B R . , fam. r m , frplc., bltlns, 
crpts, 
8. drps, good area. $240. 827-0960. 
frFREE RENTAL SERVICE-fr 


N o fee to landlords or tenants, 3 & 
4 B r . homes. All areas, all 
prices. 
Red Carpet 
Realtors, 502 S. 
state 
College, A n a h . 
774-9230 


W H Y R E N T ? 
W h y buy the house for 
the landlord? 
W e have homes 
for 
sale that the seller will pay 
your 
cost. 
S O R E N S E N 
R E A L T O R S _533-2730 _ 
B D R M . , 
older 
couple 
only, 
quiet 
area, 
206 
So. 
W a l n u t , 
$150, 
839- 
3665. 


O V E R 25 of the cleanest, most beau- 
tiful 
homes 
for 
rent 
In 
Orange 
County, f r o m 
$225. 
You'll 
be 
glad 
you 
called. 
A L A N 
R E A L T Y , 
826- 
5780. 


4 B R , 2 ba, $245, no fee, 11681 
Poes 
St. 
638-4880. 


frCLEAN—SAVE 
ON RENTfr 


3-2 815 B R U C E 
$260 


1-2 2545 G L E N C R E S T 
$245 


1-2 2537 G L E N H A V E N 
$260 


B K R . _ 
N O F E E 
534-3502 


• N O 
F E E - S P O T L E S S , 
3 
Ig 
br, 
2 
bath, 
w - w 
cpts, 
cust 
drps, 
quiet 
area, $225. Fiedler R E . 
774-7000. 


H O R S E S O . K . , 3 br, barn, stall, $230 
+ 
old, 3 br, farmhouse, $250, acre- 


_age basemt, A g t , fee. 776-7330. 


Brand nu, 2 br, teahouse, has all, 
Kids, pets. A g t , fee. 776-7330. 


® • 
RENT-A-HOUSE 


R C T F E E , 
3 B d r m . , 
+ 
f a m . 
rm.,j 
2 bath home. $225. 956-8740 


J. THOMSON REALTY 


$235, 
3 
B R , 
2 
ba, 
bltins, 
Rhodes A v e . , 826-2749. 
2336 
W . 


• N O 
F E E , 
S P O T L E S S 
4 
Ig 
br, 
2 
bath, w-w cpts, drps, In finest area, 
$240. FIedIei^ R E,_774^7000. 
_ 


L A R G E 
4 B R , 2 ba, w - w "cpts, paflo, 
dbie 
par, 
gd 
location. 
Call 
aft 
1 
p.m. 531-2296, 531-3656. 
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CYPRESS- 


( C O N T I N U E D ) 


T O W N H O U S E , 
3 B R , or den, V/i ba 
pool, 
patio, 
gar. 


213-598-4514,_ 
434-8451 
X T ^ Î U 


2 
B D R M S , 
bltins 
fenced, 
$175, 
no 
fee,_638-4880. 
P R I V A T E 
2 B R , 
$155, 
a p p i n T d p l . , 
q a r . , 
f m l v or snqls ok, v a c . , 
bkr. 
fee. 


Calif.'s Larqest Rental 
Service 


HOMEFINDERS 
fr 
774-6090 


H O R S E S 
6 K 7 ~ 2 
Br 
8, 
bunk 
house 
barns 
& 
corrals 
on 
1 
acre, 
$275, 
Util pd., 827-0960 


DANA POINT- 


$225, 2 br, 2 ba, dplx, frpl, 
bltlns, 
cpts, drp, aqt fee 494-9491 


fr- BEACON RENTALS -fr 


EL TORO- 


3 
B E D R O O M , 
den, 
convenient 
to 
schools 
& 
shopping. 
Clean 
home. 
Built 
ins. 
B k r . 
$255 a 
m o n t h . 
N o 
fee. 830-6030. 


B D . , 
2 
B a . , 
Ige. 
liv. 
r m . , 
cpt., 
drps., 2 car gar., biq patio, 
beaut, 
cement w o r k , no vd. w o r k , close to 
schls. & shopping centers 
$265 mo. 
„ 837-2545 aft. 5. 


$275. 3 B R . , den, 2 B A . , 
pool 
cpts., drps., stove. 
N r . 
T o r o 
Cen- 
ter. 


A r m i s t e a d Co. 
830-7330 


EL MODENA- 


2 B R , 
18651 Center St., $180 mo. 
for 
! NFO'.J 213 M33-3933, 


FOUNTAIN VALLEY- 
B I G 
super sharp 3 B R , 
f a m . 
r m . , 2 
ba., frplc., w-w cpto. & drps,, bit-in 
R - O , dishw.. shake rf., 2 car 
gar., 
blk. wall y a r d , pool & rec. 
center 
$365. N o a d v . fee. A L A N 
R E A L T Y , 
826-5780. 


3 B h U K U O M S 
& den, convenieni 
to 
schools, churches, & snoppiig cen- 
ter. 
P r i m e 
area. 
Built-lns. 
B k r 
$240 a month. No fee 
842-6691. 


B R . 
condo 
dishwr., 
cpts., 
e n d . 
gar. 
8, 
pool. 
531-5551, 
531-3799. 


6 
B D R M S . 
+ 
rumpus 
r m . , 
kids, 
pets, 
certainly 
O . K . 
A g t , 
fee 
776- 


7330. 
- 


1730 S Q . 
F T . , 
2 huge 
mstr. 
b d r m . , 
21x20. Bonus r m . w-frplc., 3Vz 
B a . , 
Bltns., cpt., drps., patio, 2 car gar. 
_$295._mo. 897-8850 aft. 3_p.m.__ 
O V E R 25 of the cleanest, most beau-j 
tiful 
homes 
for 
rent 
In 
O r a n g e 
County 
from 
$225. 
You'll 
be 
glad 
v o u 
called. 
A L A N 
R E A L T Y > 
826-| 
5780. 


C L O S E 
to S t T B a r b a r a ' s & 
Mile 
Sq. 
golf 
course, 
lovely 
2 
br. 
2 
ba, 
£ ? „ n d ? ; . p 0 0 i ' adults, lease $225 m o , 
839-8374. 


3 B R , 
m 
ba, Ig fam r m & 
liv 
r m , 


w w cpt, frplc, $285, 839-6215. 


T H E 
most beautiful free rental serv- 
ice for landlords, available now at 
A L A N 
R E A L T Y , 
826-5780. 


3 B R , 2 ba., bIHns, new paint, frplc., 
cpts, drps, 16207 San Jacinto, 
B k r . 
no fee. 534-3502. 
B R , 
2 ba. 
bltlns, frplc., 
ac, 
Ige; 
Í P / H Í . v d ' w - c m p r . , gate, $300 mo. 
842-3839. 


VACANT 


_ O L D E R 
3 b d r m , 
bltins kltch., 
m 
ba. on Ige. lot. Det. 2 car g a r . , $175 
mo. 
• 0 3 B D R M + 
R U M P U S . R M , 2 car 
garage. L i k e new. Dishwasher, pool. 
Kids O . K . $265 month. A o t . 842-4421. 


HOUSES UNFURNISHED 
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HUNTINGTON BEACH- 


, 
( C O N T I N U E D ) 


W A L K 
\o 
the 
beach, 
vacant 
super 
sharp,\big 3 B d r m . , 2 ba, w w cpts, 
drps 
f(ru 
out, 
R-O-dishwshr, 
cov 
patio, Jhake roof, 2 car gar, 
fncd 
yard. 
$45. 
N o 
adv 
fee. 
A L A N 


_ R _ E A L T \ , 826-5780. 
3 B R , "condo, wshr-dryei, 
stove, 
rc- 
frlg, w w k p t s & drps, l'/j ba, 
mir- 
ror 
tiled \staircase, 
$225 mo. 
call, 


545-8278, d a ^ , 962-1992_eva. 
J 


4 S P 1 K S " 
2 , P a - 
f r P | c - ' 
near'AAariria 
H i , $270 m i 
892-5555. 


E X C E P T I O N A L 
4 " B d r m , 3 ba, 
2600 
sq. ft., 
nr. 
fich. 
cpt., 
drps, 
bltin, 
_S350_mo. _(2B)_376-9104. 
<UR-C 
4 B R , 2 B A , A l R - C O N D , 
D f S H W S h R 


968-5819, 
A F T E R 
5 P M . 


O V E R 
25 of tha cleanest most beau- 
tiful 
homes 
tor 
rent 
in 
Orange 
County, 
f r o m 4225. You'll 
be 
glad 
you 
called 
A L A N 
R E A L T Y . 
826- 


5780. 
\ 


$165 2 B R . housesncl". yd. for 
k l d s & 
pets. A g t . fee, ¿(5-0111. 


_ 
fr-BEACONRENTALS 
j f r 


Singles 
or 
f a m , ' . 2 
brj 2 ba, 
tea- 
house, kids, pets, ast, fee, 979-8430. 


9 
O RENT-A-HOUSE 


F O R 
rent 
or 
s a i t P W 
owner 
2 
br 
hse. 
w-2 
c a r 
garaoe, 
and 
R . 
V . 
parking area. 
'/< m l 
from 
Beach, 
no malnt., country 
catio, new 
fix- 
lures, 
throughout 
responsible 
par- 
ties 
only 
- 
need 
apply. 
Call 
714- 
536-8955. 
after 
5 
p.m. 
Shown 
bv 


appt. only. 


W A L K 
to 
beach. 
Vacant 
big 
super 
sharp air cond., 4 borm., 2 ba. 
w w 
cptg & drps, 
bltin 
R-0 dishw. 
pa- 
tio, 2 car q a r . , fncd y a r d . $255. N'o 
adv. fee. A L A N 
R E A L T Y 
826-5780. 
4 B R , 
2 ba., 
2 car gar., avail. 
6-5 


call_aft _6._697-6552. 


9202' Guss. 
V a c a n t 
4 
br., 
crpts., 
drps., r a n » » , dishwasher, dbl. g a r . , 
fncd. vd. 
$260 mo. redecor., 
Real 


tor. 893-3541 
: 


3 B R , 2 ba, bltins, 2 patios, fncd 
yd. 
N r 
M a r i n a 
High & G . W . 
College 
$265 mo. 963-5904^ 


3 
B E D R O O M , 
fam. 
r m . , 
view 
of 
lake 81 p a r k , 
available 
6-27, 
$275 


_mo._536-2375._ 
3 B R . 
2 ba., 
bltins. 
rugs 
& 
drpsT, 
water_pd,_$265, 894-1432, 
Util pd,"fenced, 2 B R 
bltins, kids, 
pets, dup, agt, fee, 579-8430. 


• 
• 
RENT-A-HOUSE 


1800 S Q . 
F T , 
E X Ë C . 
H Ô M " Ë ~ 1 ~ M l . 
F R O M 
B E A C H , 
3 B R , 
& den, 
for- 
mal 
din 
r m , 
sep. 
12x22 f a m 
rm, 
JiâQ_51^patio£_962:5620^ 


J O Q 
to B E A C H . 
2 B R , 
$165, 
U T I U 
P D . , 
dpi., 
g a r . , 
kids, 
pets, 
bkr. 
fee. 


Callf.'s L a r g e s t Rental Service" 


HOMEFINDERS 
fr 
774-6090 


3 
r R u l & 
H a v e n 
M a r i n a , 


_ $273, (213) 592-1559, 714-842-7031 
, 
P R I V A T E 
2 
B R , 
$165, 
appii'sT, 
dpi., g a r . , call N O W . Bkr. fee. 
, , 
Calif 's L a r g e s t Rental 
Service 


HOMEFI_NDERS 
fr 
774-6090 


3 B D R M . 1'/2 ba 
corido, w w crpt, 8i 
drps, 1 mile f r o m beach, avail 7-1, 


—Owner, $235 mo. 846-1077. 
•$165 
F I X E R 
upper 
2 B d r m 
Kids 


& R 0 O K S i 5 ° n 5 3 7 C - 3 U ^ e - S a C 
C 
A 
S 
A 
D 
E 


FULLERTON- 
3 
B E D R O O M S , 
family 
room, 
near 
schools 
& 
shopping 
center, 
quiet 
residential 
area, 
bkr. 
S235 
a 
month. N o fee. 870-4650. 


A L O N E 
on lot, $110, 2 br, g a r , 
kids, 
pets. A g t , fee. 776-7330. 


® O RENT-A-HOUSE 


T H E 
most beautiful free rental serv- 
ice for landlords, available n o w at 
A L A N 
R E A L T Y , 
826-5780. 


F ? N , C E P ' . 2 br. home, oar., bring 
kids. A g t , fee 776-7330 


$125, Students or f a m . , 2 br. 
house, 


_kids, pets, agt. fee. 776-7330. 
' 


P R I V A T E 
1 
B R 
home 
$ i 2 0 7 " i i £ 
P I's., gar., 
U T I L . 
P D . , 
kids, 
pets, 
bkr. fee. 


Callf.'s f.argest Rental 
Service 


HOMEFINDERS 
fr 
774-6090 


$89, P V T . 
home, stove, 
refrig, 
kids", 
pets. A g t , fee. 776-7330. 


G 
9 
RENT-A-HOUSE 


L O V E L Y 
3 br, l'/a ba home .close to 
schls, 
shop's 
& 
Disneyland, 
$250 


_ w L w t r 
pd. 
Call 
774-3054. 


CARPETrs, D r p s . , 3 8< Den or 4 Bds, 
2 
ba., 
frplc, 
bltin. 
B - B - Q 
Patio, 
fncd. 
schls. 
p a r k , 
shopping 
$245 
Water pd. 
774-7239. 


L O V E L Y 
3 br, 2 ba., $260 bv 
Salk. 
Eiern. Schi. G D . 
A R E A . 
838-2748 


C L E A N 3 br, Ige v d , dbl oar. $225 or 
lse._$217._533_-4432 bkr. 


V A C A N T 
big super 
sharp 3 
B d r m . , 
f a m . r m . , 2 ba., frplc., w w cptg. & 
drps. thru out, R O , dshwshr., 2" car 
oarage, 
fncd. 
v d . , 
$385. 
N o 
adv. 
fee. A L A N 
R E A L T Y . 
826-5780. 


© 3 B D R M 
W * bath $225 plus $100 
deposit. Nice area. N o fee 
S H E R W S O D 
R E A L T Y 
636-0600 


_ 2 B R , den, 1 % ba, $240, 1st 8, last 
J e r r y 
871-1542 


O V E R 
25 of the cleanest, most beau- 
tiful 
homes 
for 
rent 
In 
O r a n g e 
County 
from 
$225. You'll 
be 
glad 
vou 
called 
A L A N 
R E A L T Y , 
826- 
5780. 


$240 3 
B D R M 
Cpts 
drps 
2 
car 


S H 537 33n'®" 
° 
K 
C 
A 
S 
A 
D 
E 
0 
R 
0 


4 
, B R ' 
? J ? A 
5285. nr. 
sch"isr"Avaii." 


_ J u n e 15th._962;0809 aft. 5 pm 
Singles, f a m , 
beach 
It,"4 
Br", 
has 
all kids, pets, agt, fee, 979-8430. 
® 
© RENT-A-HOUSE 


THE most beautiful free rental serv- 
'£,eA°,r J?-n.d °-i.d,s' available now at 


_ A L A N 
R E A L T Y . 
826-5780. 


¡rvTNE^~ 
- 


• 2 
B D R M . 
in 4 plex with 
patio 
1 
story 
on 
quiet 
cul-de-sac, 
bltlns 
cpts, drps 
& 
frpcl., 
$155. 2306 W. 
Baker. 870-6642. 


3 B R , 2 ba., shag cpts, stove, vacant 


& ready. B k r . no fee. Ji34-3502^ 
B O N U S 
R M . 
+ 
3 B R , 2 ba., $1"70, 
apoli's., kids, pets, bkr. fee. 
Calif.'s Largest Rental 
Service 


HOMEFINDERS fr- 774-6090 


R E N T — B U Y . 
V a c a n t 
4 
Br. 
home 
with fenced y a r d . 
Rent while 
buy- 
ing. 
$250. 
m o . 
R E D 
C A R P E T 
R E A L T O R S 
774-9230 


BREA 


N E W 
house for 
lease. 
VIlla-Brea. 
3 
B R . cust. Int. 993-0915. 


BUENA P A R K - 


FREE RENTAL 


Services 


T0LAR REALTY 


522-0220 
Anáh. 
956-3940 


, 
B E D R O O M 
2 
bath 
nice 
yd., 
fcullt-in 
range a n d oven, dining 
room 
N o 
fee. Children 
ok. 
B k r . 
$230 m o 


621-7171 
• 


V A C A N T super sharp 3 b d r m . , 2 ba., 
frplc., 
w w 
cpts. 
& 
drps. 
thruout, 
Bltin 
R - O , dishwasher, formal din- 
ing, 2 car g a r . , 
fncd. 
yard. 
$245. 
No. adv. fee. A L A N 
R E A L T Y , 
826- 
5780. 


S I N G L E S , 
f a m . 
$115, has g a r , 
kids, 


_ pets. _ A g t , J e R 77^7330. 
T H E 
Most beautiful free rental serv-, 
ice for landlords, available now at 


__ALAN__REALTY,_826-5780. 


S N G L S . , 
F M L Y S . , 
2 B R , 
$150, ap- 
ph., oatio, dpi., g a r . , bkr. fee. 
Calif's. 
Larqest 
Rental 
Service 


OMEFINDERS fr- 774-6090 


Fenced, 
2 
Br., 
$130, 
o a r . , 
kids, 
pets. A g t , fee 776-7330. 


9 
9 
RENT-A-HOUSE 


B D R M S . , 2 ba., has all, $210, kids, 
pets O . K . agt. fee 776-7330. 


V A C A N T 
big super sharp, air condi- 
tioned, 
3 
b d r m , 
2 
ba, 
frplc, 
w w 
cptg 
& 
drps 
thruout, 
R8.0. 
Cov 
patio, 2 car g a r a g e , blk wall 
yard. 
$255. 
N o 
a d v 
fee. 
A L A N 
Realty, 
826-5780. 


G D 
Neighborhood. 
3 
B R 
home. 
N u 
crpts, fncd, 
nr 
everything. 
$235 a 
mo. 998-4827. 


V A C A N T 
big 
super sharp 3 
B d r m . , 
f a m . r m . , frplc., w w cptg. & 
drps. 
thru out. Bltin R8.0, 2 car garage, 
fncd. 
yard. 
$265. 
N o 
a d v . 
fee. 
A L A N 
R E A L T Y , 
826-5780. 


V A C A N T 
3 Br. 
redecorated $210 1st 
8t last In advance plus $100 deposit 
see 
at 
328 
S. 
Pine 
530-8600, 
832- 
6168. 
- 


GARDEN GROVE- 
3 
B D R M . , 
f a m ' l y 
r m : , ' 
Dark 
like 
y a r d , 
kids 
ok. 
Bkr. 
$240 
a 
_ M O N T H , N O F E E . 
539-8961. 
__ 
3 B D R M . . 
den, entry hall, 2 
baths, 
built-lns, 
park-like 
y a r d , 
$250 
a 
month. B k r . N O 
F E E . 
894-4451. 


I M M E D I A T E 
P O S S E S S I O N 
4 br, 2 ba, $220. Rent-own. N o fee. 
J A C K 
M I L L E R 
R E A L T O R 
530-7700 
633-0103 


3 
B D R M , 
den, 
2 
baths, 
bulltll.s, 
d r e a m 
kitchen. 
Kids O K . 
B k r 
N o 
fee $235 a month. 892-4401. 


G A R D E N 
P A R K . 
Fast 
poss. 
4 
br, 
frplc., bit-ins, rent - own. $235. 
N o 
fee. 


J A C K M I L L E R 
R E A L T Y 
530-7700 
" 
633-0103 


3 B R . , 2 b a „ (jar., fncd. y d . , kids & 
pets ok. $235 mo. 776-8408. 


L G . 
2 
Br. 
cust. 
home, 
cpt., 
drps.. 
frplc., 
dble. 
g a r „ 
fncd. 
y d „ 
$250. 


mo. 534-3611. 


V A C À N T 
sharp 
3 br, 
plus 
den 
w- 
frolc., shag cpts, drps, Ige fed 
bk 
y d , w-patio, cor house, pvt boat 
& 
e m p r 
space. 
Vie. 
Euclid 
& 
G . G . 
f w y . $255 mo. 963-1490 


B I G super sharp 3 bdrm.. f a m . 
r m . , 
2 ba., frplc.. w-w cotg. & drps. thru- 
out, 
blt-in 
R - O , dishwasher, 
shake 
roof, 
2 car 
oar., 
blk. 
wall 
y a r d , 
$245. N o adv. fee. A L A N 
R E A L T Y , 
826-5780. 


S I N G L E S " or f a m , 2 b d r m s , dbl qar. 
$165, kids, pets. Ant. 
fee. 
776-7330. 


• 
© RENT-A-HOUSE 


O V E R 
25 of the" cleanest most 
beau- 
tiful 
homes 
for 
rent 
in 
Orange 
County 
from 
$225. 
You'll 
be 
glad 
you 
called 
A L A N 
R E A L T Y , 
826- 


5780. 
" S N G L S . , 
F M L Y S . , 
2 B R , 
$135, ap 
Pli., 
dpi., 
kids, 
pets, 
V A C . , 
bkr. 
fee. 


Calif.'s Larqest Rental 
Service 


OMEFINDERS 
fr 
774-6090 


H O R S E 
P R O P . , 
3 B R , 
f a m . 
r m . , 
$325, S N G L ' s 
or F M L Y ' s 
ok, 
b k r . , 
fee. 


Calif.'s Larqest 
Rental 
Service 


HOMEFINDERS fr- 774-6090 


F E N C E D , 
2 br, home, vacant, 
kids, 


pets _O.K. A g t , fee. 776-7330. 
K I D S , 
P E T S , 
2 
BR", "home, 
$185, 
patio, g a r . , V A C . , bkr. fee. 
Calif.'s Largest 
Rental 
Service 


H O M E F I N D E R S j f r 
7 7 4 - 6 0 9 0 


U T I L . 
P D . , 
sharp studiò, $20 w k . , 
F R P L C . , vacant, bkr. fee. 
Calif.'s Largest 
Rental 
Service 


H O M E F I N D E R S 
fr- 
7 7 4 - 6 0 9 0 


THW—ilMWiVilllglMIMI Hi I" 


HOUSES UNFURNISHED 
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HORSE RANCHES 


S E V E R A L 
w-acreages, 
start 
$165 
barns, corrals, agt, fee 776-7330. 
OWNERS—LANDLORDS 


S A V E 
advertising costs & 
valuable 
timel F r e e service all areas! 
Call 
Calif. Largest Rental Service 
H O M E F I N D E R S 
O 
774-6090 


M A N Y 
H O M E S 
A V A I L A B L E 
3 8. 4 B d r m s . Rent $250-$400 
Kids & pets O K . Quality areas 
N o 
F e e s _ ( 7 1 4 ) 
J28-5671_or_82B-5200 
P R O F E S S I O N A L 
property" 
m g m t . 
Lfct us solve vour rental 
problems. 
Red 
Carpet 
Realtor. 
Call 
J o e 
South. 893-0537. 


FREE R E N T A L 
S E R V I C E 


W e 
have 
15 
homes 
8< apts. 
for 


F r a n k Reed Really 995-2671 _772-3025 


" f r 
C L E A N N O FEE 
fr- 


S A V E 
O N 
R E N T 


1 3418 Chestnut, S . A 
$150 


1 2218 L a V e r n , S . A 
$175 


1 11871 
M a c n a b , 
G . G 
$195 


-1 1233 H a m p s h i r e , Ana 
$215 


-2 815 Bruce, A n a 
$230 


•2 1343 Hill, 
Full 
$225 


-2 2121 J o d y , S . A 
$235 


-2 2545 Glencrest, A n a 
$245 


•2 1718 H a r v a r d , S . A 
$235 


1-2 16207 San J a c m t o , F V 
$260 


4-2 4003 Flight, S . A 
$225 


4-2 2537 Glenhaven, A n a 
S260 


E L 
D O R A D O 
R E A L T Y 
534-3502 
X L N T 
4 br. - 2 ba., nr. s c h K 
18688" 
Red Wood St., F . V . A v a i l . 
I m m e d . 


$305, 1st 
last & dep. 962-1085; 


F O R 
R E S U L T S 
" 
U S E 
R E G I S T E R 
C L A S S I F I E D 


$200 F I R S T 
& 
last 
& 
cleaning 
fee. 
. N o pets. 714-995-0627^31 -630:5543 


F A N T A S T I C 
$750 
total moves you in at these prices 
vou can't afford to rent. Cute 3 Br. 
home $182. total monthly. 
R E D 
C A R P E T 
R E A L T O R S 
774-9230 


P R I D E 
of ownership, 4 br, gd. area, 
frplc, bltins, cpts & drps, nu paint, 
$260, 826-0960. 


CERRITOS— 


A V A I L now, nr 605 & Artesla 
F r w y s , 
4 B R , 2 ba, large, cln, nr park, v r 
lease, $325, 557-9409. 


CORONA- 


R E N T or buy new 2 br, 2 ba, mobile 
home. Includes new furniture, shaq 
carpet throughout, 
drapes, 
built-in 
range 
8, oven, 
refrig, 
forced 
air 
heat, awnings 8, carport. 
Rent 
for 
$129 
per 
month 
or 
buy 
for 
less. 


" E x_po^_714j7370 800. 


'72 
P A C I F I C 
M a n o r , 
rent 
or 
rent 
oDtlrn 
for 
$120 
per 
month 
with 
furniture 
$5 extra. 
Bltlns, 
refrig., 
shaq 
carpets, 
drapes, 
air-cooled. 
Must 
see 
to 
appreciate. 
" E x p o " 
714-737-1800. 


COSTA M E S A - 


L q e , 
2 br. 
$140, 
bring 
kids, 
pets. 
Agt, 
fee. 979-8430. 
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3 B R , 2 ba, cpts, drps, $275 per 
m o 
549-2534. 


F e r c e d , 
vacant, 
2 
br. 
$150, 
g a r , 
kids, agt. fee 776-7330. 
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R E D ' E C O R A T E D , 
vacant 
4 
B r . , 
nr. 
_schoo's, J g . lot. $260. a mo. 528-5866 
2 F O R "the price of 1, 2 br + 
d e a 
house + 
sep. bach, unit with 
bath, 
vacant_Agt,Jee._776-7330. 


N E W 
2 (id., 2 sty. twrihse. close to 
shop 
clr. 
& 
schls. 
pool. 
842-4257. 


3 B E D i ? O i > M S , hardwood floors, dou 
ble garaje. 
L a r g e fenced v d . 
$210 
per_ mo. M r . 
Ellis 
774-2112 


A T T R A C T . ? B r . duplex, hdwd. firs., 
bltin, fncc. y d . , 
gar., 
1 child. 
N o 


$Pf{o: 5395'209LamP5°" & 
MaBnoMa- 


2 B R 
$275.00 
Mo-lse 


3 B R 
$275.00 Mo-lse 


4 B R 
$285.00 Mo-lse 


R A N C H 
R E A L T Y 
. 
551-2000 
F R E S H L Y 
redec., 
new 
lawn, 
fully 


cpted., 
cozy 
frplc., 
3 B R , 
2-bath, 
$325 mo. E v e s 534-7000 J i m . 
2 B R , nr. S l D . 
& S . A . frwys., 
frplc., 


dshwshr., stove, 551-3630 aft. 5. 


IT'S T H E 
L E A S E 
Y O U 
C A N 
D O ! " 


$275 Per Mo. 


Ever-popular 
Greentree 
Stratford 
model. Six months new. This love- 
ly doll 
house 
shows 
the pride 
of 
ownership. F u l l y carpeted. Seconds 
to community pool. Don't miss the 
opportunity to lease this onel 
Dial 


832-9211 


CENTURY 21-WESTIAND 


14232 Red Hill A v e . - Tustin 


LA HABRA- 


2 B R . 
+ 
den8< firepl., bit-ins, 
kids, 


_ p e t s , _ q a t , _ F e e 
776-7330. 


L O V E L Y 
3 
B D R M : - 2 
B A T H S , 
C A R . 
P E T S , 
D R A P E S , 
A I R 
C O N D 
S H O W N 
B Y 
A P P T . 
547-5721 


LAGUNA BEACH - 


2 B R . , 2 ba., firepl., gar., kids, pets, 
_açit,fee_979-8430. 
LAGUNA HILLS - 
N E W 
3 B d r m , 
2 ba, air cond, 
car- 
poied^_for_|case, S250, 830-6319. 


S U P E R 
S H A R P 
C O N D O . , 
3 B R . 
_ 
bath, air-cond. Refriq. dryer, 2 car 
enclosed 
q a r a g e , 
P O O L 
$285 
Mo, 
Saddleback R e a l t y 838-6603. 


LA MIRADA 


2 S T Ó R Y 
super sharp 4 Bdrrri., 
w w 
cptg. & drps. 
thru out, cov. 
patio, 
R & O , garage, fncd yard, $235. N o 
adv. fee. A L A N 
R E A L T Y , 
826-5780, 


LAGUNA NIGUEL - 
N E W 
Sea 
T e r r a c e , 
t o w n h o u s e , 
oceanvlew, 
2 
B R , 
lVj 
ba, 
drps, 
cpts, 2 car attach 
gar, 
patio, 
pvt 
bch, pool, tennis crt, privacy, secu 
r i t y , J 3 3 5 , J e a s e , 
644-1757. 


LAKE FORREST - 


L E A S E 
for a new 3 br, 2 ba 
condo 
w-lake, 
tennis 
& 
pool 
facil. 
Mo 
yard 
work. 
2 
carports 
+ 
closed 


_strge, Cpt'd. - drp'd. 531-4014. 
L E A S E 
new 
4 
br., 
den., 
3 
ba.. 
twnhse. on lake. 
Pool-tennis - lake 
facil. 
N o 
y a r d 
w o r k . 
Frplc. 
In 
master b d r m . , 
2'-'a car gar., 
fully 
cpf'd. & 
drp'd. 
531-4014. 


EXEC. HOME 


5 Bdrms, 3 ba f o r m din, huge f a m 
r m , mo. rent of $425, incl swim 
& 
racquet club dues, & gardener, Os- 
b o r n e 
& M a r k s 
Realtors, 
830-1151 


LA" M I R A D A - 


O V E R 25 of the cleanest, most beau- 
tiful 
homes 
for 
rent 
in 
O r a n g e 
County 
from 
S225. 
You'll 
be 
glad 
vou 
called 
A L A N 
R E A L T Y . 
826- 
5780. 


3 
B R 
+ 
huge 
f a m . 
room, 
2 
bai 
sharp 
& 
clean, 
12124 
Bluefield, 
826-2770 & 535-0728, 


3 
B E D R O O / V S , 
cpt., 
drps., 
bltins. 
$195 mo. 
& security dep. 
N o 
fee. 
Bkr. 530-8621. 


3 B R , 2 ba "crjts, fncd yd, no pets, 
_ a y a ÌI6-16.636-12?1_,_879:9224. 
LG". 
2 
B"R. 
1 
story, 
4 plex, 
crpts., 


_drps,_$150,_9811_ R u s s e l l ^ M W S . 
O V E R 
25 of the cleanest, most beau- 
tiful 
homes 
for 
rent 
In 
Orange 
County, f r o m r.225i You'll 
be 
glad 
you 
called. 
A L A N , R E A L T Y 
826- 


__5780. 
. 


T H E 
most beautiful fice rental serv- 
Ice for landlords, available now at 


_ _ A L A N 
R E A L T Y , 
826-1780. 


V A C A N T 4 br., 2 b a „ n\w cpts., now 
paint, 
new 
kitch. 
fits. 
$260 
per 
mo. CaM aft. 6:30 p.m.,525-6963. 
V E T E R A N S 
W H Y 
" K E N T ? 
" W E 
H A V F 
3 
B d r m . 
Homes 
f r o m 
$23,500. L E T 
U S S H O W V O U 
H O W 
Y O U 
C A N 
B U Y 
I N S T E A D 
O F 
R E N T I N G . 
V 


S H E R W O O D 
R E A L T Y 
636-0600 


T H E 
most beautiful free rental serv- 
ice for landlords, available now at 
A L A N 
R E A L T Y . 
826-5780. 


LA PALMA— 


4 
B D R M . , 
3 ba., 
f a m . 
r m . , 
frplc.. 
cpt., drps., bltins., 
D W , pool, $385. 
Avail. 6-23. 827-7621 aft. 3 
P.M. 


MIDWAY CITY- 


A L O N E - on 
lot, 
2 
br. 
house, 
g a r . , 
$155, kids, agt, fee 776-7330. 
C U S T O M 
1 
B R , 
D E N 
home, 
$125, 
appli's., V A C . , bkr. fee. 
Callf.'s L a r g e s t 
Rental 
Service 


HOMEFINDERS 
fr 
774-6090 


O 
$100 S I N G L E S 
pad, 1 B d r m , 
util 
Pd., C A S A 
D E 
O R O , 
$15, 537-3311 


MISSION VIEJO— 
3 B D R M . , 2 baths, fenced yard, kids 
ok, bulllins, brk. $265 a month, no 
fee. 830-6060. 


3 
B R , 
2 ba. 
firepl., 
A C , 
patio, 
lq 
fncd yd. $275. eves. 494-8224, 


$270—Brand new 3 B R , 
2 ba, 
town- 
home, 
dbl gar, 
cpts, 
drps, 
bltins, 
pool, 
kids 
O K , 
A v a i l , 
6-15, 
call 


Dave, 979-1633,_or 644-6399,_eves__ 
C U S T O M 2 B R 
home $160, has aiii 
V A C . , bkr. foe. 


Calif.'s Largest Rental 
Service 


HOMEFINDERS 
fr 
774-6090 


0$140 
E A S T S I D E 
2 
B d r m 
Cottaqe 
Kids 
oet O K 
C A S A 
D E 
O R O 
$15 


537-3311. 


3 B D R M . 2 ba. Includes lis own p'rlv. 
park w-huge trees. 
Xlnt. for child- 
ren $265 mo. 645-4749. 


CYPRESS- 
H O R S E 
Ranch, 3 br, crossed fenced, 
on 
acreage, 
stables, 
kids, 
pets. 
A g t - i J e e , 
776-7330. 


T H E 
most beautiful f r e j rental serv- 
ice for landlords, available now at 
_ A L A N _ R E A L T Y . 
826-5780. 
_ 
"2" br.', 
country 
house, "$150, 
kids", 
pels, agt. fee. 776-7330. 
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Ô V E R 
25 of the cleanest "most Beau- 
tiful 
homes 
for 
rent 
In 
Orange 
County 
from 
$225. 
You'll 
be 
glad 
you 
called 
A L A hi 
R E A L T Y , 
826- 
5780. 


P O O L 
+ 
4 
B R . 
2 
ba;,' 
appll., 
F R P L C . , vacant, bkr. fee. v 
Callf.'s Largest Rental 
Setvice 


HOMEFINDERS 
fr_774,6090 


D U P L E X , 
$125, 1 bd, child 
oiT813"i 


L a r s o n , 530-8709, 528-6457. 


L 6 T 2 
br, 
duplex 
stove, 
cpt7\drps, 
yd, 
carport, 
nulv 
decor, 
1' sml 


child o.k. 
$165,_539-6475. 
\ 


0 9 
3 B D R M 
P i 
bath $210 Plus^TOO 
deposit N O 
F E E 
> 


S H E R W O O O R E A L T Y 
6364^00 


B I G super sharp 4 B d r m . , frplc., V w 
cptg. 
& 
drps. 
thru 
out, 
R p , 
dishwshr., 
fncd. 
yard, 
S235. 
no 
__adv. Jee. A L A N 
R E A L T Y , 
826-57®. 
• 
$195" S U M M E R 
Sale 3" Br".""?"bahi 
near Harbor 8, Lampson C A S A 
D t 


O R O _ S 1 5 
537-3311. 
\ 


L O O K " 2 
B R 
$160,"appll. 
dpi., 
gar:: 
tot ok, V A C , bkr, fee 
Calif's Largest Rental 
Service 


HOMEFIND E RS-fr_7jM-6090 


4 
B D . , 
io. 
farri. 
r m . , 
1 y r . 
lease. 
Rcfs. 
$100 cleaning dep. 
Children. 
$265 mo t 636-1130. 
A v a i l . _ J u l v _ « . _ 


HAWAIIAN GARDENS 
- 


L E A S E 
3 - B R , 
f a m 
r m , 
kit 
w-diri 
. area, $315^Mlssjon Vieio, 830-58B3. 
N E W 
3 B r . , 2 B a . , "cul-de-sac," $260. 


Lease 
avail. 
J u n e 
16. 
830-2451 
I M M E D . 
O C C U P A N Y . 
Must 
seeT'3 
B r . , 
2 
ba., 
fabulous 
view 
home. 


_ X l n t . value. S3S0. 837-7724 
• Beautiful 
new 
air 
cond., 2 
b d r m . , 


condo apt. nr pool $225. 
O E x e c . 2600 sq. ft. 4 b d r m . , & f s m i - 
ly r m . , 
+ 
formal dining. 3 baths, 
nr school. $400. 


L A 
P A Z 
R E A L 
E S T A T E 
830-0700 


F O R 
Ise., 3 bd., 
2 ba. 
( E l 
Dorado) 
_ _coy._patjo, fncd. vd.JL_$_280. 586:0035. 
4 B R , 
liv rrri, "fam 
r m , 2 " b a , "cpts, 
drps, patio, mountain 
view, 
chlld- 
ren-pet welcome, 
quick 
occupancy 


. fcr 1-3 vrs, 586-2857. 
v 


N U 3 B R Townhouse, crpts, drps. a i r 
cond., 
ponl. 
patio, 
no iwts, 
refer- 
ences, 
$275 
m o , 
542-2388 
or 
586- 
6036 


NEWPORT BEACH- 


2 ~ B R . 
fiorile, 
g a r . , 
$175, 
agt, fee 979-8430. 


kids 
O K , 


V A C A N T , 2 br., gar., $125, kids O . K . 
a g t , l c e 776:7330. 


HUNTINGTON BEACH- 


$250. 
4 
B D R M , 
2 child 
O . K . 
Patio 
w - B B Q , 
Beach B l v d . , W a r n e r area, 


_ o w n e r , J 4 7 ; 6 2 9 7 . _ 
_ 


4 B D R M . , 
2 bath, fenced y a r d , 
kids 
ok., 
built-lns, bkr, $270 amonth. 
N o 
fee. 962-1373. 


3 
B D R M . , 
plus 
fins 
den. 
2 
baths, 
Kids ok. 
L a r g e 
yard, 
clean, 
bkr, 


N O F E E _ $ 2 4 0 mo1_962-5566. 


3 
B D R M . , 
family 
r m . , 
park 
like 
y a r d , 
kids ok, bkr. 5265 a 
month. 
N o fee. P46-0604. 
C O Z Y , 
immac. 3 B R . , 
P i 
ba., 
xlnt. 
elem. sch., newly painted In & 
out. 
$265. 
Clean, 
dep. 
$100, 
no 
pets. 


839-2589 
_ 


3 
B D R M . , 
lease, 
$225, 
carpets" 
arid 
drapes, 
K A T E L L A 
R L T Y , 
847-6061. 
3 B R , Blue shag, fenced. 
$195 $200 dep; fam. only. 
N r 
Slater & Beach 
Blvd. 
J7662_Van_ Buren; key at 17660. 


RENT WITH OPTION 


F A M I L Y 
townhpuses. 
near 
Beach, 
$175 up. 
Americana 
Slade 
Realty. 
963-4543, 968-1798, aft. 6. 


$275 yrly. 2 Br. 
house. All utll pd.. 1 
vr. lease, child, sgls. ok. Avail 7-1. 
Augt. fee 645-0111 


fr BEACON RENTALS -fr 
N0RC0- 
I j O R S E 
Ranches, 
2 
br., 
7 
acres, 
\$130, also 2 b r . , 
sep. quest 
quart- 
firs, 
$175, aqt. fee. 776-7330. 
firs,_$175, 


ÓfAÑGE- 
3 ^ D f t M , 
D e n , 
2 
batris. 
bullt-ins, 
dteam kitchen, 
kids ok. 
B r k . , 
N o 


fc\ S260 a m o n t h 637-0471. 


S E T T E R 
R E N T A L S 
A L W A Y S 
P A L M E R ' S R E N T A L S , 
fee. 
538-2389 


CAPE COD 2 STORY 
\JUST GORGEOUS 
• 


F!ve\big bedrooms, 3 pretty baths, 
sepailnte 
dining 
r m , 
grounds- 
are 
beautifully 
maintained. 
T r u t v 
a 
dreani home!! 
T r y 
renting 
while 
In esctow for $294 per mo. 
A v a i l a - 
ble 
foV $43,900. 
Call 
J . R . 
Gibson 
Co., Rfftltors, 111 W . 17lh St., San- 
ta Ana.\ 


1 547-6221 


T H E 
most 
ice for lai 
A L A N 
R 


J.V GIBSON CO. 


Veautiful 
atdlords, 
R Í A L T Y , 
0"9 h,lt|- 


free rental serv- 
available now at 
826-5780. 


• 3 
B D R M . . 1 2 
bath 
country 
atmos- 
phere. 
$23t. 
M o v e 
In on 
the 
9th. 
Children &ipets welcome. Casa 
D e 


_ O r o . $15. 5 ^ - 3 3 1 1 _ 
V A C A N T , 
2 qdrms, 
$120, g a r , "kid's", 
dup. A g t , fe\. 776-7330. 
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w m w w 


D Ì 3 
The REGISTER 


5225 I'm In demand 4 BR 2 bath kids 
pets OK, CASA DE ORO $15 537- 
331). 
1 S165 ON a clear dav you can see 
Catallna 2 Bdrm., + 
bonus rm 
Blk. wall fncd., corn lot kids pe 
OK. CASA DE ORO $15-537-3311 


HOUSES UNFURNISHED 
ORANGE- 


(CONTINUED) 


~$110, 2~br, sinflles, or fam stove, 
refrío, aot. fee, 776-7330. 


0 ® RENT-A-HOUSE 


M o n d a y , June 4, 1973 APTS. FURN. & UNFURN 110 
Ï 0 9 ANAHEIM— 
109,HOUSES UNFURNISHED 


(CONTINUED) 
(CONTINUED) 


STANTON- 


3 br, 2 ba, $Ï65, dUp, kids, pots 
O.K. agt, fee. 776-7330. 


0 
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THE most beautiful free rental serv- 
ice for landlords, available now 
ALAN REALTY, 826-5780. 


$120, VACANT, 2~br," gar., RrdsTdup! 
agt, fee 776-7330. 


3 BR, 2 children, no pets, cpfs, _ 
drps, $160 per mo + $100 cleanlnn 
dep. 18873 vine St., near Chapman 
& Santiago. 839-2365. 


3 BEDROOM, family room, 2 bath, 
carpets, drapes, bulltins, 2 children 
ok, $300 per mo. Broker. 633-7000 
or 538:6707. 


EXEC, 
home w-swim 
pool, 3BR 
•2BA, form, din rm, & den. Inci 
drps. $250 + $100 dep. 714-737-8887. 
Wkends & after 5 wkdays. 


COUNTRY ATMOSPHERE 
SMALL RANCH 


Terrific Calif. Ranch style 3 bdrm 
home on 162 ft. lot. Spacious, coun> 
try kitchen, xlnt carpets thruout, 
horses, cows, chickens, hobbies, 
what pleases you? Try renting for 
$235 per mo. while In escrow. 
Available for $34,950. Call 
J.R. 
Gibson Co., Realtors, 111 W. 17th 
St., Santa Ana. 


547-6221 
J.R. GIBSON CO. 


YEAR old home w bltlns., crpts.. 
drps., 4 BR, 2 BA, ready to move 
in._S265 mo._ 637-1965. 


ÙTIL. Pd, 2 br home, oar, $167, 
kids. Agt, fee. 776-7330. 


. e 
• 
RENT-A-HOUS! 


UTILITIES PD., 2 BR home, $167.50, 
appll's., qar., VAC., bkr. fee. 
Calif's. Largest Rental Service 


HOMEFINDERS j r 
774-6090 


OVER 25 of the cleanest, most beau' 
tiful homes for reht in Orange 
County, from $225. You'll be glad 
you callid ALAN 
REALTY, 826' 
5780. 


ENGLISH TUDOR 
TWO STORY 


GREAT 
Bedrooms, 3 beautiful 
baths. Medallion supreme plus air 
conditioning, sprinklers, patio, out- 
side decorative panels. Try renting 
while 
in 
escrow 
for 
$?ftT per 
month, available for $39,500. J.R. 
Gibson Co., Realtors, 111 W. 17th 
St., Santa Ana. 


547-6221 • 
J.R. GIBSON CO. 


a L A C E N T I A — 


BR., or 4 & den, singles or fam, 
$225. Agt. fee. 776-7330. 


THE most beautiful free rental serv 
Ice for landlords, available now at 
ALAN REALTY, 826-5780. 


OVER 25 of the cleanest most beau 
tlful homes for rent In Orange 
County from $225. You'll be glad 
you called ALAN REALTY. 826 
5780. 


9 S210 HEY There! 4 BR. older 
home Vi mo free rent to clean 
fncd for kids & pets, CASA DE 
ORO $15, 537-3311. 


RIVERSIDE- 
MOB IL E Home7T3Wm72T5thrtfilI 
home has everything, Including 35' 
long enclosed patio for office or 
play. Beautiful 
landscaped view 
lot. $175 per mo., Including park 
space. Will sell with or without 
furniture 
to 
responsible 
party.) 
Call "EXPO." 714-737-1800, 


BEAUTIFUL 
1972 mobile home, _ 
bdrm., air cooled, carpets, drapes, 
bit-ins + 
more. $96. Call collect 
" E X P O " 714-737-1800. 


BEAUTIFUL 
1972 Mobile home, 2 
bdrm, air cooled, carpets, drapes, 
bit-ins + more. $96. Call "Expo'' 
714-737-1800. 
ANTA A N A - 
$155, vacant, 3 br, util. pd., kids, 
agt, fee 979-8430. 


9 
9 
RENT-A-HOUSE 


UP to 3 children. Apt. $155 Includes 
all utilities. No fee. 638-4880. 
$185 
3 BR 
541-9273 


LG. 3 Br. house, bltlns, frplc, forced 
air heating, cpts, drps huge park- 
like yd. w-gardener. (714 ) 645-1038 
BIG super sharp 3 Bdrm., 2 ba., ww 
cpts. & drps., thruout, R&O, cov. 
patio, 2 car gar., fncd. yd., $250. 
No adv. fee ALAN REALTY, 826 
5780. 
BR., 2 ba., bit-Ins., dbl. oar., or 
fam. rm., $230. 839-7556. 


2 BR 1 BA, PRIV GAR & YD. 


$175. 
^ 
^554-0594 


4 br., $180, bit-Ins, vacant fenced, 
kids. Agt, fee. »79-8430. 


• 
RENT-A-HOUSE 


$125, singles or fam, 2 br, kids 
O.K. Aat, fee 979-8430. 


• •RENT-A-HOUSE 


VACANT big super sharp 3 bdrm., 2 
ba„ 
frplc., ww 
cpts, 
& drps, 
thruout. bitin, R&0, 2 car gar, 
fncd yd. $255. No adv. fee. ALAN 
REALTY 826-5780. 


MOVE TODAY", Ige. dpi., $75, appll , 
call NOW, bkr., fee. 
Calif's. Largest Rental 'Service 


HOMEFINDERS * 
774-6090 


EXCLUSIVE 
aulet area. Large. 1 
bdrm. (over 1,000 sq. ft.). Modern 
, bullt-ins, air-cond., pvt. gar. & vd. 
$220 mo. Gardener & water paid. 
Adults only. 1901 No. Millwood (off 
Sherry Lane). 541-4119 


HORSES & animals OK. 3 bedroom 
shake roof home with corrals for 3 
horses. Carpeted, fireplace, 5275 
per mo, 2 months in advance + 
$100 cleaning fee. See Mr. Wilson 
at 5001 W. 7th St., Santa Ana. 
839-8609. 


EXECUTIVE-type 
home. 4 Br., 2 
Ba., ww cots., drps., bltlns., cov'd. 
patio Call aft. 6 P.M. or wkends, 
.847-3214. 
THE most beautiful free rental serv- 
ice for landlords, available now at 
ALAN REALTY. 826-5780, 


SNGLS. FMLY'S., 2 BR, 2 Ba., $125 
appli., VAC., bkr., fee. 
Calif's. Largest Rental Service 


HOMEFINDERS jr 
774-6090 


$155, vacant, 3 br., util, pd., kidsT 
aqt. fee. 979-8430. 


® © RENT-A-HOUSE 


PRIVATE 2 "BR home, $150, KIDS., 
PETS, move now bkr., fee 
Calif.'s Largest Rental Service 


HOMEFINDERS 4r 
774-6090 


THE most beautiful free rental «erv-. 
ice for landlords, available now at 
ALAN REALTY. 826-5780. 


LO rent to right party, 3 br, oar. 
kids, pets. Agt. fee 776-7330. 


FENCED, 2 bdrms, $140, vacant, 
kids, pats. Agt, fee. 776-7330. 


• 
O RENT-A-HOUSE 


OVER 25 of the cleanest most beau- 
tlful homes for ront In Orange 
County, from $225. You'll be glad 
Vou called ALAN 
REALTY. 626- 


5780. 


VACANT 4 Br., 2 ba., now paint, 
new cpts., $240 per mo. 525-6963, 


CONDO 4 BR", or 3 & den, Vac"arif72 
car gar., patio, pool, tennis, etc. 
$235 mo. 897-0982. 


NORTH TUSTIN 
- 


OVER '/4 ACRE 
VACANT 


Great 4 br, (am rm home. Entry 
hall, 2 frpl's, 
sprinklers, 
huge 
cov'd patio. Cedar 
shingles—2V4 
ba. Trv rentlno for $280.00 per mo.. 
while in escrow. Avail, for $39,950. 6 0 4 A 3ITI0 


PARK VIEW 


Furn. & Unfurnished 
CHILDREN 
WELCOME 


bdrm.-2 bath, . 
•^Air Cond.-Pools 
•fcDshwshr-bltlns 
•jlfLndry Facilities 
•jfc-EncI'd garages 
•ifClose to schls & shops 
•jirFrom $170 


535-6610 


APTS. FURN. & UNFURN. 110 


(CONTINUED) 


CYPRESS— 
r & " 2 BR., furn. & unfurn. 
schls., gd. loc. 9671 Graham. 


GRAND OPENING 


CASA GRANDE APTS. 


• Adult & Family sections 
• 1, 2 & 3 Bedrooms 
• Central air conditioning 
• Forced air heat 
e Fireplaces 
• 4 pools 
o Jacuzzi 


•Jacuzzi 


• B-B-Q's 
t . 
. 
• Private patios, balconies 
• Dishwashers 
• Free bottled water 
FROM $166 


ALL UTILITIES PAID 
& Llncon 
(213: 


FOUNTAIN VALLEY 
- 


547-6221 
J.R. GIBSON CO. 


ruSTlN 


FROM 
Santa 
Ana 
Frwv. 
take 
Brookhurst South to Crescent, take 
ripht on_Crescent to_Park View. 


12 jLRi,.aJr' Pool, kids OK~$155 up. 
_776-8408. 


3 BR., crpts., drps., Ige. yd., wtr. 
BEDROOMS-new carpets 
pd., nr. dntwn. $235 lease. 544.-2152, 801 N. Loara 
535-0183 


" BR condo. 
$225 mo-lse STOP 
hunting. 34 apts., $110*155 


,, „ B5,, c o n d o 
SIS 
m o " s e 
?neclal allowances for June move- 


2-3BR 
$350 mo-lse 
Ins. Call owner 635-3028 or 535-5165 
4 BR 
.....$410 mo-lse 
for Info, 
4 BR, 
$600 mo-lse 
~ 


TUSTIN REALTY 
8^2-5111 
1ST MONTH FREE RENT 
— — 
1 . j 
I ' 
V 
E S , r a 
l a r9» 1, bedroom apt. Carpet, 


3 BR, cpts, drpsTIg yd., wtr pd., nr. 
drapes, refrig. Older couple for te- 
nant compatibility. Xlnt. location 
dwntwn. $235., lease. 544-2152. 


THE most beautiful free rental serv-| 
Ice for landlords, available now at 
ALAN REALTY, 826-5780. 


«los? 'o all shops 8, fwys. $125. 
Apply 2269 No. 1 Van Couver, 772- 


2 br. country home $140, or 3 & 
den, $150. Agt, fee 979-8430. 


• •RENT-A-HOUSE 


• 
THE FORUM 
* 


2 & 3 Bedrm. apts. Private patios, ww 
SP«' & drps, rec room, children's 


FENCED. 3 br., has all $235, bring 
SLie0 rhllrt ^ U^L Sn el 1'i n i, t,i,i v a i l' 
kids. Agt, fee 979-8430. 
CchJld AK 
5„m.al1 pets welcome. 


$265, 3 8. FAM., 2 Ba., bltlns, dish, 
\°0%° fo 
S 
r°" 
frpl. Ig. yard-ptlo., Lease 7-1-73, _o Pen until 8 p m 
' 
" 
1825? Lucero (213) 283-1855. 
p 
" 
•• 


2 BD., 2 Ba., AC, frplc., 2 car gar., 
adults only, pool avail., all malnt. 
incl. S240_oer mo. 838-4932. 


COUNTRY 2 BR home, '$140, AIR 
COND., vcant, bkr., fee 
Calif's. Largest Rental Servlco 


HOMEFINDERS jr 
774-6090 


OVER 25 of the cleanest most bea^ 
tlful homes for rent In Orange 
County from $225. You'll be olad 
vou called, ALAN REALTY, 826 
5780. 


CONDO, 3 BR, f"ba 


jj Holiday Harbor 


1 & 2 BDRMS. FROM 


$145 


. 
- ... den, $225 mo., 


1777 Mitchell, 89, 645-5170, (1B6). 
BR, iVi .ba, frplc., lanal, orcharî, 
nr schools-churches. Ideal for per-\AA(\ 
\ M 
family. 
Available 
now.|44U 
VV. 


2 Baths 
All elec. kitchen 


• Shag carpeting 
• Balconies & Patios 
• Rec. areas & 3 pools 
• 2 Huge walk In closets 


0RANGEW00D 


638-4734 


manent 
838-4877. 
BR 2 ba, w-w cpt, drps, a-c, frplc, 
n r x lilt ^t?!5' a u i e t cul-de-sac. $300 
1 Mila South of Disneyland 
mo. 838-9116 
off Harhnr Blvd. 


2 BR duplex cpt., drps., patio, end. $155 UP 2 ÖR, pool, child play area, 
gar... Cples._ only.. No. dogs. $155. 
.BROOKHURST CATALINA APTs! 
Avail. July 1st. 544-2826. 


WESTMINSTER 
f H E most beautiful fre 


...,'E. of Brookhurst on Catallna) 
2134 Brownwood___j76-5056 828-5200 
[2 & 3 BR S150~Up, Pool, Playgrds. 
Continental Gardens, 8101 Cerrltos 


18-5200. 
Ice for landlords, available now at _iAl_Bo^ch_j5lyd.,) 
ALAN REALTY, 826-5780. 
$130 EX. Lg 1 BR, AC, pool, cpts, 


' BR. 2 ba. Ig. backvd., 6371 Mo- 
drps, „bltlns. l level, adults, no| 
hawk Rd. 
Pets, 2200 S. Loara, nr Chapman & 
Euclid, 636-1027, 534-3337. 
BD, $250. 13622 Wllliamette, 892- 
^ 
_ 


9992. 
1 J> 2 BR, furn $ unfurn, 327 East 


BR., 2 STORY, FAM. RM., WET 
Pearson, Apt. 1. Anaheim, 534-3741 
BAR, 
2 
BA., 
PATIO, 
BLOCK 2 BR, accept small pet. From $145. 
FENCE, EXEC. HOME, $350, 839- 
Adult apt. bulltins, extra Ig clos- 
4705. 
ets, closed garage, 1223 S. Loara 


$135, FENCED, 2 br, oar, kids, pets. 
Agt, fee. 776-7330. 
. 


• •RENT-A-HOUSE 


956-2163. 


POOL + 3 BR, 2 ba., $245, has all, 
SNGLS. or FMLY'S OK, bkr., fee. 
Calif's Largest Rental Service 


OMEFINDERS * 
774-6090 


FTRTp'L., blt-ln kltch., 2 br, 5165, 
kIds, pets, dup. agt, fee 776-7330. 
BR, 2 ba, sep. fam. rm. w-frplc., 
patio, dbl. gar. w-w cpt's. $275 mo. 
1st & last, call 639-0740 after 6 
p.m. 


• 9 2 & 3 BR., cpts. - drps. - 
bltlns. Children welcome. 772-8458. 
I$76.25. moves you in. Lg. 1 BR., 


small child, pet ok. 
533-4884 
924 S. Fann, 


PARK PACIFIC 


i r 2 BEDROOMS 
* 


LUXURY ADULT LIVING 
FURN 
8, UNFURNISHED 


10250 LA HACIENDA 
Near Warner & Brookhurst 


968-3378 


FULLERTON- 


APTS. FURN. & UNFURN. 110 
GARDEN G R 0 V E - 


(CONTINUED) 


EFFlC I ETftvTptT8i garg. for "senior 
adults." Gulet, convenient & prlv. 
Nr. Euclid 8. Lampson. $35. 539-4301. 
QUIET 
2 Bdrm., bltlns/, dshwsr., 
crpts., drps., adits oly. $135. 838-1166 


FROM $115. Furn 8, Unfurn 
Klcli OK 892-4315 


* P A R K REGENCY^ 


LARGE 3 BEDROOM—2 BATH 
_ 
Single story-beautiful grounds 
• 
POOL 
e 
GAS 
BBQ 


$175 GAS & WATER PAID 


, Walk to Shopping (W. of Leonards) 
12682 Buaro St. 
638-3528 


* 
VILLA PARK APTS. 
* 


2 BR & 3 BR garden & studio 
apartment homes, ww carpets S 
drapes, air cond., prlv. patios, rec. 
room, fully equipped, 
children's 
playground, furnished units availa 
ble, children 8, small pets wel> 
come. 
9643 
Westminster 
Blvd., 
638-3540. For your convenience off- 
Ice open until 8 p.m. 


FROM $125 


1 Br., pool, 537-4688 


College View 


CHILDREN SECTION 


•^Poo! & Rec Area 
•jfcWalk to school & shops 
•&2 Bdrm., 2 baths 
•A-Air cond., dishwasher 
. 
•^Pvt. end. garages. 


FROM $160 
1506 PLACENTIA 
* P H . 528-0181 


(Between Quartz and Garnet) 
Riverside Frwv. to Orange Frwy, 
57 to Nutwood, right to Placentla, 
left to 1506, from 
Santa 
Ana 
Frwy., Chapman turnoff to State 
College, to Nutwood right on Pla- 
.centla, left to 1506. 


BRAND New from $155, 1 & 2 bdrm. 
pool. 
Near 
Orange 
Mall. 
Casa 
Clento, 2i27 Boubon St., near Lin, 
coin & Tustin Ave. 637-8321 _ 
_ 


i r PARK REGENCY 
* 


LARGE 3 BEDROOM—2 BATH 
Single story-beautiful grounds 
® 
POOL 
O 
GAS BBQ 


$175 GAS & WATER PAID 


Walk to Shopping (N. of Leonards) 
12682 Buaro St. 
638-3528 


College View 


CHILDREN SECTION 


-jirPool & Rec. Area 
•^Walk to school & shops 
•£•2 Bdrm., 2 baths 
•^•Air cond., dishwasher 
^ P v t . encl. garages 


FROM $160 
1506 PLACENTIA 
PH. 528-0181 


(Between Quartz and Garnet) 
Rh/erslde Frwy. to Orange Frwy. 
57 to Nutwood, right to Placentla, 
left to 
1506; 
from 
Santa 
Ana 
Frwy., Chapman turnoff to State 
College, to Nutwood right on Pla- 
centla, left to 1506. 


$125, VACANT home, cpts, drp, kids 
OK. Agt, fee. 776-7330 


• 
• 
RENT-A-HOUSE 


CUSTOM 2 BR home, $165. fncd.,I 
gar, kids, pets, VACANf, bkr.,| 


Caiif's. Largest Rental Service 


OMEFINDERS -fr 774-6090 


UTILITIES PD. 


• 
1 & 2 Bedroom 


• 
Adults & children sect, 


• 
Security guard 
PLAZA APTS. 


9081 Cerritos, Anah. 
827-5550 


OVER 25 of the cleanest most beau- 
tiful homes for rent nl Orangel 
County from $225. You'll be glad 
vou called ALAN 
REALTY, 826- 
5780. 


i f KNOTT GARDENS 
1, 2, & 3 bedrooms, children & sm 
pets welcome. WW cpts., air cond, 
prl 
patios, furn avail, 630 So. 
Knott, Anaheim, 827-0563. For your 


pref. phone 839-1054 aft 5. 
LARGE 2. BR_ air, _P?ol.,__klds ok, 


BDRM. houieTTba. fam.' rm., $550 
n 
mo. 714-892-6720, 213-430-8575, ask A 
MOVES you n.-Lg. 1 Br. small 


for Tom. 
' 
child, pet ok. 910 S. Fann. 776-4042 


BDRM, 2 BATH, FAM AM,"'LG HUGE 
BACKYARD, 847-4324 


• » T P W ^ H 9 U S E ' 
n u ' oood quality,'3 
ba> P°°l' clubhouse, Incl, 
In $300 mo rent., 53Ü-0687 
CRG 3 BR, 2 BA. $265 MOT 
— , 
CPTS DRPS. 
897-60411 


1 Br., pool, quiet complex, 
$120.00. Small child or pet ok. 1633 
Ball Rd., 535-4746 


• LUXURIOUS tjew-Adult.onl.y-l.«, 2 
BR apts. Furniture available. Near 
Lincoln & Dale. 2750 Yale Ave., 
oy/-ou4i i _Anahelmj_82W 742. _ 
$235. 4 BDRM . 
ha—ent< dm» LOVELY 2 BR, studio & garden apts 
gar, kIdy pets, 839-6808 
' 
d r P S'|^ndre n j«elcome i_7;«i28, 


VACANT big super sharp 3 Bdrm., 
fam. rm., 2 ba., ww cptg. & drps. 


yd™A,$2U75. 
a2dv?ar?e\r" ALAN ^ ¡ ^ ^ l ' J ^ ^ r t í o ^ t s r Ï0T6 
REALTY, 826-5780 
Marlboro._776-3305_ 


W H I T Ï Ï Ë R - 
BALBOA 


FROM $120 - 
POOL 


Ljie. 1 & 2 bdrms., on cuWe-sae, 


FASCINATING 
rentals, singles, or 
fam. ok. 2 br., $130, util. pd. & 2 
br. SI75, util. pd. or rent the entire 
property, $250, ideal for students, 
kids, pets ok. Agt. fee. 776-7330. 


OCEAN FRONT5175. 
Newlv decor. View studio. Best Bal- 
boa location. Adults. No pets. 673- 
6372 


VORBA LINDA 
- 


BUENA PARK 
- 


2 8. 3 BDRM., $150 up, dwsh., patio, 


FENCED, 2 br., home, vacant, 
pets ok. Agt. fee. 776-7330. 
kids, 
Buena 
thoroe 


. - - - 


Park Ants., 8801 
(W. of Magnolia), 


Órange- 
879-6700, 


OVER 25 of the cleanest most beau- 
tiful homes for rent In Orange 
County from $225. You'll be glad 
vou called ALAN 
REALTY. 826 


5780. 
_ 


BIG super sharp i bdrm., J -ba. 
frplc., w cptg & drps, thrgout, 
bltin R&O, 2 car gar., fncd. yard. 
$285. No. adv. fee. ALAN REALTY 
826-5780. 
, 


C O U N T R Y T b r , utils pdr$200Tmo. 
1st & 1st w-clng dep. Cples pref. 
528-6145. 


THE'most beautiful free rental serv-| 
Ice for landlords available now at 
ALAN REALTY, 826-5780. 


1 & 2 BEDROOMS, bltlns, w-w shag, 
In parklike setting close to frwvs. 
& Shopping. From $135, apply 5882 
Fullerton St., or call 523-3772. 


RENT-OPTION-VACANT 
SHARP 2 Bdrm. condo. POOL facili- 
ties $198 mo. Include maintenance 
S H ER WO OP R E ALT Y 
635-3090 


STUDENTS, slnqles, fam, 2 br, gar, 
kids, pets. Agt, fee. 979-8430. 


• 
• 
RENT-A-HOUSE 


1,500 SQ. Ft. condo for luxury minded 
adults, marbled entry & frplc in 
huge living rm, 1 BR, w-roman ba, 
& 1 Br, den, w-wet bar & paneled 
ba, 21/? car gar, w-door lift. Xtra 
Irg wrap around patio, aulet se- 
cluded area, $269, 547-4356. 


2 BD, S.W. Santa Ana, avail July 1st, 
• 549-4018, 
; 


OVER 25 of the cleanest, most beau' 
tiful homes for rent In Orange 
County, from $225. You'll be alad 
vou called ALAN 
REALTY. 826- 
5780. 


MCLEAN SAVE ON RENT 
* 


2 - 1 
2 - 1 


3418 CHESTNUT 
2218 LA VERN 


3—2 2121 JODY 
3—2 1718 HARVARD 
4—2 4003 FLIGHT 
NO 


$150 
$175 
$235 
$235 
$225 


FEE 
BKR. 
534-3502 


3 BDRM, carpets, drapes, frpl, bull 
tin stove, $190 mo. N.W. Santa 
Ana, call 537-6464. 
O 2 "BR, cpt., drps, bltlns 9 
FNCD YD _ _ _ _ _ _ _ _ _ 542-2486 
LOVELY 2 Bdrm. hse. Nr. Baker & 


Washington. Adults, 836-8938 


FOR lease, 3 BR, townhouse loc. on 
"Greenbelt Park, nice patio, pool 
riv. 979-7959. 
$225 YOU all come 4BR 2 bath 
Kids & pets OK 
near schls & 
parks CASA DE ORO $15 537-3311. 


• 
$130 OLD fasfilon 2Bdrm Belni 
cleaned. Families CASA DE OR( 
$15 537-3311. 


O VACANT 5BR home, fresh patnt 
thru-out Fncd back yard, bring the 
kids Rent or option to buy CASA 
DE_ORO $15-537-3311. 
NO"W VACANT—2335 No. Pofnseftia"", 
3 Bd., separate dining room, cus- 
tom built home. $325 per month. 
Owner-agent. 
547-4181, 
979-1429 


_Evenlnns^ 
3 Br., 5210. 1102 S. Shefly72 Br. $165. 


1025 W. Chestnut. 551-2401 
$190. SPOTLESS 
2 BR. «, dining 
room 
fully 
carpeted. 
Available 
June^ 25,_542-3044. 
_ 
BIG super clean 3 Bdrm., fam. rm.. 
2 ba., frplc., bltin R&O, ww cptg. 
f; drps. thru out. 2 car garage, 
ncd. vd., $275. No adv. fee. ALAN 
REALTY, 826-5780. 


RENT OPTION FHA-VA 
VACANT 


Terrific Spanish style 7 br., din. 
rm., home. North East. Bowling 
green & park nearby. Select oak 
floors, 'neath w-w crpt., 140' lot. 
" Service 
porch, 
sprinklers. 
Try 
" renting for $18? per mo. while in 
escrow. Avail, for $27,950. Call. 


547-6221 
- 
J.R. GIBSON CO. 


• 9 


SPOTLESS 3 Bedrooms, or 2 and 
den, 3 baths, Family Room, formal 
dining, beautiful bltin. kitchen, ww 
carpels, drapes, 2 fireplaces. Locat- 
ed in finest area. No pels. $375.00 
Eves. ph. BETTY STANLEY, 544- 
5207. 


SANTA ANA REALTY CO. 


610 W1J7th SL 
Realtors 
542-6721 


SAN JUAN CAPISTRAN0— 
NU 2 Br, duplex, cpts, dros, 
mun pool, $225 
830-8418. 


BR., fam. rm., din. rm., 4571 Vìa 
DeJLVaHe, $290, 524-0338 . 870-4400 


APTS. FURN. & UNFURN. 110 


Buena Villas 


GARDEN APTS. 
1 & 2 BEDROOMS 
From $140 


LARGE PRIVATE PATIOS 
HEATED POOLS 
CLOSED GARAGES 


527-6763 
7731 FILLMORE DR. 


2 Blks. So. of Knott's Berrv Farm 
Corner of Grand & Fillmore 
F R E E * a V T r 7 m E ~ N T ~ f T n p W G i T - r n r o - a p — ¡ 7 7 ^ 
afijar 
rr~irtïïlK 
ç f r v i t f 
Adulte *. famiiv unite 1 OR 2 BR, ige. attrae., AC, adults, 
• 
- - - - . 9> family units,| 
8PA1 
8 m 
35-SJ50, 521-9J49,_ 


no pets, 1-2 & 3 bdrms. from $130 
& UP. 879-0111. 


Fair Housing Landlord 


ANAHEIM- 
"A'Villa La Quinta Apts. 
Deluxe, 1 &2 luxury apts., bulltins, 
air cond., dishwasher, pool, patio. 
639 South Webster 


i f 527-4410 i t 


•^FAMILY S T Y L E S 


BR., 2 Ba., $150 1 Br.,, $125, 
cpts., drps., newly redec., lotlos, 
6041 Fullerton Ave., anytime 523- 
0975. , 


THE WHOLE THING 
FROM ONLY $129 


1 & 2 BDRM 


AIR COND. GARDEN APTS. 
FROM $135 


And vou set a rent discount «very 
month. 


I 7101 9th St. 
523-9651 


LA PALMA PARK 


F R E E Tennis & Swimming Lessons 
Tournaments for children & adults 
Plav area for children 
Full time activity director 
3 large rec. rooms with saunas 
2 Swimmlno ocois 
2 Tennis courts 
F R E E 
coloring 
bocks, 
b a l l o o n s , , — 
candy, cakes, coffee & donuts. 1 & COSTA MESA — 
2 king size up to 1050 sq. ft. fur-1 
" 
«•••>»« 
nished 
& 
unfurnished. 
Carpets, 
drapes, dishwasher, color coordl, 
nated appliances. Open 9 to 7 • 7 
days for your conven. 


SECURITY PATROLLED 


1 & 2 br's, 2 bath, dshwshr, Idrv. 
foe., air cond. Pool, near schools & 
shops. 


FROM $155 


523-1070 
7334 El Domino 
From Knott's Berrv Form west 
on La Palma. 2 blocks turn right. 


ENJOY LUXURY 
RESORT LIVING 


•THE LAKE* 


O BACHELOR, 1 & 2 BDRM. 
a 
FURNISHED & UNFURNISHED 
« LOFTS & PVT. SUNDECKS 
0 FIREPLACE—AIR COND. 
• SECURITY PVT. GARAGE 


FROM $160 


2800 MADISON AVE. 
FULLERTON 
524-6732 


GARDEN G R O V E - 
CHËÉRFOL 
1 feed room, walk 
In 
closets, 
carpeting 
& 
draperies. 
Quiet area near shopping & trans- 
portation. 
(Near 
Brookhurst 
& 
G.G. Frwys). F R E E 
UTILITIES, 
from $115. 539-9209. 


SPECIAL 
MOVE IN 
BONUS 


LIMITED TIME ONLY 


NEW 


YOUNG FAMILY APTS. 
1 AND 2 BEDROOMS 
FROM 
$155 


FEATURES: Child dav care cen- 
ter, central air conditioning, dish- 
washer, walkln closets, extra cabi- 
nets & storage, pool & rec. facili- 
ties, extra parking, furn.-unfurn., 
pets ok, close to schools. 
The Acacian 


537-3600 
12321 Trask Ave., GG. 


IMMEDIATE OCCUPANCY 


LARGE 1 Bedroom, walk In clos-j 
ets, from $120 utlls. paid. 12652 


Flower, Apt. 1. Call 53£18298f 
2 
B D R M , 
1 
child 
OK, 
frplc., 
dshwshr. bltlns., crpts., drps., $150 
rn9._838-1166.. 


HUNTINGTON BEACH- 
2 & 3 BDRM, 2 ba, $190 up. Pool 
secluded, xint children area. 
18881 MORA KAI LANE 
(E. of Beach off Garfield) 
962-8994 


LA H A B R A - 
LARGE 1 & 2 bedrooms, vv-w car- 
pet, nice furniture. Must see to 
appreciate. $135 - $155 APOIV 250 
Montwood No. 14, or call 526-3479. 


LA MIRADA— 
$135 UP. 1 & 2 Bdrm., 2 ba., POOLS 
Rosebeach 
Apts., 
pluygrd., 
nr. 
schl. S.W. Rosecrans & Beh. 521-1470 


MIDWAY CITY- 
4 BR, ccptd, drps, cul-de-sac, frplc, 
2 BA, Ig backvd,: 3 patios, nr park 
& college, $279. 993-6519. 


ORANGE- 
•Ethyl at the 
Price of Regular 


PARKLANE GARDENS 


1 BR. $ 1 2 5 - 2 BR. $145 


Gas & hot waler paid 
P00L-AIR COND. 
SECURITY PATROLLED 
Carpet, Drapes, Garage 
938 N. Highland 
633-4840 
1 Blk. E. of Tustin at Collins 


Across from Staters Mkt. 


APTS. H J R N . T & U m m 110, APTS. FURN. & UNFURN. 110 


SANTA A N A - 


* 
POOL T I M E * 


IMMACULATE 2 BDRM. APTS. 
FENCED POOL —CPTS, DRPS 
1 CHILD OK 
$135 UP 


OASIS PALMS 


1410 E. FRUITS ST., SV«A. 
Off Grand corn. Reason Bulck 


VIKING 
1 & 2 BEDROOM 


ADULTS ONLY 
NO PETS 
POOL & AIR CONDITIONING 


223» LENITA LANE 
NEAR 17TH & TUSTIN AVE. 
543-3320 


'The Redwoods 
7 


ADULT GARDEN APTS. 
1 & 2 BDRM. PLUS 
1 BDRM LOFTS 


e Central Air Conditioning 
O Dishwashers 
O Private Patios, Balconies 
O Continuous-Cleaning Ovens 
O Walk-In Closets 
6 Clubhouse . Pools 
FROM $175 


Includes Waier & Gas 


1000 Cobrillo Park Drive 
(Between 17th & 
jit - 
between Tustin a Mabury) 
SANTA ANA 92705 


(714) 543-1868 


SANTA A N A - 


(CONTINUED) 


* 
WARWICK SQUARE 
* 


Best of Everything For Less 


Deluxe 1 BR. APT. 


(FROM) 


$140 Utils Paid 


WILL FURNISH 
2 BEDROOM ALSO AVAILABLE 
• POOL 
«GAS BBQ 


(Take Santa Ana Frwy 
to 1st 
St.; West Vi blk, to Saddleback 
Inn, turn south on Lyon, about 2 
blks. to WARWICK SQUARE). 
780 SO. LYON ST. 
i r 835-0955 i r 


LOVE AT 1ST BITE 


Furnished & unfurnished 1 & 2 
Bedroom. Adult apts., no lease, 
2414 N. Tustin Ave., Santa Ana (J 
mile No. of_17th SMJ714) 547-5771. 


LARGE And extra clean apts from 
$110. Spanish speaking manager. 
541-0271. 
_ 


LRG. 1&2 BR, AC, gd loc. 
1901 N. Bush 
542-6197 


STANTON- 


• SOUTH COAST VILLAS • 
1, 2 & 3 Bedroom apts, central AC, 
bltlns. dishwasher. Cnlldren wel 
come, $159 up, 546-_8823J 


BR, patio range. Refr. Chll OK. 
$135. 132 W. Mayfair, 557-7282. 


VILLAGE 
$125 UP 


9 1 & 2 Bedrooms 
® Pool 
©Barbecue 
©Patios 
©Drapes 
©Air Condition 
543-6032 


2701 W. McFADDEN 
(NEAR FAIRVIEW, SANTA ANA 


2 & 3 BR. $150 UP. Pool, Rlavgrnds. 
Continental Gardens, 8101 Cerrltos 
(At Beach Blvd.) 828-5200. 


TUSTIN- 
• R E G E N C Y 
PARK 
GARDEN 
Apts. From $155. 1-2-3 bedrooms 
Bltns. air cond., heat, frplc., 4 
swim pools. Children & small pets 
welcome. 14541 Del Amo, Tustin, 
838-8633. For your convenience, off' 
Ice open until 8 p.m. 


APARTMENTS FURN. 


BUENA PARK 
- 


(CONTINUED) 


111 


Come Stay With Us 
PRE HOLIDAY SPECIAL 
1 Bdrm. Completely Furn. 
$39.50 WK. & UP 


SIESTA 


MOTEL APTS. 


• No deposit ONo Feet 
«Utilities paid 
A Heated pool 
O Laundry 8. Maid Service 
•Television 
Air Conditioning 
Monthly rates available 


522-2422 
_ , 


7930 Beach Blvd. 
Buena Park 


COME IN AND M A K E 
YOUR OWN INSPECTION 


NISHI 


HAMPTON SQUARE 
LUXURIOUS ADULT LIVING 


2 Bedrooms 


From $175 


ALL UTILS. PAID 
FURNITURE AVAILABLE 
IDEAL LOCATION 
Just West of Newport Frwy., corner 


Williams & McFadden. 
6331_McFADDEN 
836-5702 


WESTMINSTER- 
LGE. attract, clean 2 Br., free utlTs . 
ww drps., no pets, very small in- 


_far,t ok._S140 
W4-5014. 


1 8. 2 BR, studio, cpt, drps, enclosed 


APARTMENTS FURN. 
ILL 


S R A H E I M - 


WE HELP YOU 


WRITE ADS 


THAT PULL 


REAL ESTATE FOR RENT 
APTS. FURN. & UNFURN- 110 


LA HABRA 
- 


' v . w X w . C 


I WOODLAKE 
I V I L L A G E 
S 


1 & 2 BEDROOM 
1 
MODELS 


FROM 
$ 1 4 5 
| 


Utilities Paid 


Tired of looking 
for a beautiful 
S 


Apartment? 
STOP Wasting Gas 
£ 


Come & See Us! 


A ONE STOP APARTMENT SUPERMARKET 
» 
9 FLOOR PLANS FOR YOUR CONVENIENCE 


A L L 
A I R C O N D m O N E D 
| 


GEBBffinEHSSEEBBUl^HBBBBBBRSBSflBSSBnSBDBEHHi 


ASK TO SEE OUR UNIQUE E & D FLOOR PLAN 


FURNISHED OF COURSE - ALL OR PARTIAL ' 


(SMALL ADDITIONAL CHARGE) 


9v?l SOUTH IDAHO 
YORBA LINDA 


(213) 697-2214 


Adjacent to La Habra Fashion Square Imperial & Beach Blvd. (39) 
Dial a ride mini bus will come to your doorand take you anywhere 
in La Habra for only 50c. 


REAL ESTATE FOR RENT 
APTS. FURN. & UNFURN- 110 


LE CHATEAU MAJORCA 
1700 N. TEMPLE 


_ 
ANAHEIM 
. 


NW Cor. Oransethoroe & Kraemer 


524-8211 


1 BR, $110, stove, refrig, gas iTwfr 
free, adults no acts, pool, 125 Fah- 
rlon 
Place, off 
Broadway 
near 


State College, 635-6298. 


$135, Attractive,"! br, bltfns, laundry 
facilities, util pd, adults only, no 
pets, 535-0153_ 


IMMÄC. 1 & 2 BDRMS 
FROM $125 


OShaq Cptg 
«Redecorated 


OEncI. aarases 
OGarden area| 
OConvenlent location » 
Adult & Family Section 
Lincoln Arms 


145 S. WESTCHESTER 
827-1771 


Off Lincoln, btwn Western & Knottl 


•;r FROM $115 
FURNISHED 


1 i 2 Bdrms, neat S> clean 
Private patios, pool, rec room 


774-8428 


Palm Garden Apts, 629 W. Vermont ] 
2 LG. bd , bltlns., w-w, gar., no kldi, 
no nets. S145-$155. 534-7314. 
~ TIKI L0A 


i t $140 i t 
1 & 2 BEDROOM 


QUIET LUSH GARDEN APTS. 
Away from traffic & hustle 
0 DISHWASHER 
• POOL & REC. A R E A 
• AIR-COND. 
. 


• ADULTS ONLY 
9 NO PETS PLEAS 
„ „ „„„, 


217.3. KNOTT 
827-52801 


NEW 


NEWPORT 
VILLAGE 


JR. 1 BDRM. 
$133 


Decorator Furnishing 
$25 
Utilities 
$12 


TOTAL $170 


Rented Furnished Only 
UTILITIES PAID 
Baker St. at Newport Fwy. 
714-557-0075 


Brand New 
The California 
Dream Can 
Come True 
For You 


LIVE ON THE WATER 


WE HAVE A LAKE 


• Recreation Pavilion 
• Billiards - Gym 
• Private Patios 
©Immense Rooms 
• Olympic Size Pool 
OScenlc View from each apt. 
• Jogging Path 
•Color TV for your apt. available 


1 & 2 BDRMS 
FROM $160 UP 


PINE LAKE 


11750 EUCLID 


GARDEN GROVE 


638-0880 


LGE:. i BR„ w-pool, wsfilng. facllC- 
tles, stove, cpts., drps., at 11701 
Stuart Drive, 636-3076 


SANTA A N A - 


PEPPERTREE 


P R E V I E W 
S H O W I N G 


1 B E D R O O M 
2 B E D R O O M , ! B A T H 
2 B E D R O O M , 2 B A T H 


F U R N I T U R E A V A I L A B L E 
A D U L T S ONLY. NO P E T S 


801 S . L Y O N 
S T . 


From 5131 
From *158 
FromM67 


836-5767 


S A N T A 
A N A 


(Between First St- & McFadden Ave.) 


LARGE FAMILY 


WEEKLY APTS. 


Deluxe kitchens, $32.50 wk-1 per- 
son, 535.00 wk-2 persons; 1 or 2 
children free, playground-pool, free 


^til]tjej^635^5M_ajiytjrne. 
• SPACIOUS, 1 bdrm., all util. Pd., 
close to shopping, S125. 535-7582 or 
774-2430. 


LARGE 2 bdrm, TO ba. In 4-plex. 
Pool, 
sauna, 
exercise 
rm, 
air 
cond., bltlns, $175 mo. No fee. Sa- 
ber Realty, 778-4000. 


SPACIOUS 1 & 2 Bedrooms, w-w 
carpet, 
drapes, 
pool, 
close 
to 
frwys. From $137—$155. Call 533- 
7589 or apply 216 Gulnlda Lane. 


1140. 1 BDRM. Utilities paid. 618 N. 


Pauline,_776j6388. 


$185 UP 2 Br., furn, rental-purchase 
option. Pool, child play area. 
BROOKHURST CATALINA APTS. 
(E. of Brookhurst on Catallna) 
2134_Brownwood 
776-5056,_828-52t)0 
2 & 3 BDRM. $175 Up, oool, play- 
? 
r o u n d s. Continental Gardens, 
urn., rent purch option. 8101 Cer- 
rltos (at Beach BIvd.) 828-5200. 
LG. 1 BR, apt., $l40 mo, ail util pd, 


gar, 774-0409. 


$142., Ig. 2 br., bltn., nu cpt., drp., 


tile, paint., gar., kids. 
63040.85. 


BACHELOR 
apt". 
Furn. 
Utilities 
paid. $135. 801 N. Loara, 535-0183. 


MOTEL APTS. OFFERS 
Pre-Holiday Special 
$39.50 WK. & UP 
Come stay with us 
1 Bdrm. Completely Furn 
COME IN & M A K E YOUR 
OWN INSPECTION 


• No deposit. No fees 
• Utilities paid 
• Heated Pool 
• Laundry & Maid Service 
• Television 
• Air Condltlonlns 


Monthly rates available 
522-2341 


7039 Orangethorpe, Buena Park 


APARTMENTS FURN. 
0RANGE- 


(CONTINUED) 


m . 


^•Lge. Attrae. 1 bdrm. furn. 
ADULTS UTILS PD 
532-3065 


LG. achelor apt. $8ï, util pd., next 
to Ora. Circle. 45+ Slnoles. 538- 
2844. 
. 


UTIL, pd., vacant, dup.', aaf, fèé 
767-7330. 


KIDS, pets ok. 1 br. $95, dup., 
fee. 776-7330. 
agt, 


Luxury Living 


AT 
THE 
CITY 


FROM $155 


TERRACE 
APARTMENTS 
CALL 639-3027 


SANTA A N A - 


FREE UTILITIES 


8702 VALLEY VIEW, NO. 36 
1 & 2 Bedrooms, bltlns, w-w car- 
pet, swimmlno pool. Security pa- 
trolled, close to frwys & shopping 
good neiqhborhood & quiet living. 
$140. Call 995-0632 


$32 WEEK ADULTS 


Village 
Inn, deluxe 
apts., full 
range & oven, maid service, lin- 
ens, 
housewares, 
laundry. 
Free 


ytHsi_522-7250 anytime. 


2 & 3 BR. $188 up. Dwshr, patio, 
Buena Park Apts. Furniture rent, 
al ourchase option 8801 Orange- 
thorpe fW. of Magnolia) 879-6700. 


PARK MANOR 
1 BR $150 
2 BR $165 


• INCLUDES ALL UTILS 
• QUIET ADULT LIVING 
• SORRY NO PETS 
• MUST SEE TO APPRECIATE 
0 UNFURN. ALSO AVAILABLE 


7300 8th St. 
521-3224 


PARK LA PALMA 


- air 
Top decorator furnished pool 
cond - nr shopping. 
1 BEDROOM 
$160 


1 BDRM & DEN 
S180 


2 BEDROOM 
$180 


7875 Oleander Circle 
Off La Palma, 1 b|k E. of Beach 


CORONA DEL M A R - 


BEACH cottage - summer rental 
$.300 wk. 
675-3794 


COSTA MESA 
- 


TV MOTEL 
Range-oven O Families welcome 


3 ROOM WEEKLY 


Accommodations for children avail 
No cleaning deposit 
1914 S. Anaheim Blvd. 
KE 5-5226 


LG. 2 BR, apt, call after 3, wkdys 


535-9670. 


1 BR 575, util, pd., cln., dup. agt' 
fee 776-7330. 


$135. UP Beautiful 1 br, util incl 
King & Dble. size beds. Adults, no 
pets. Heated pool & parking. 9050 
CrlsJ_827-6809. 
BR, $128, adults^ Infant ok, nr 
D-Land, 1623 Micheli^, 956-3176. 


GORGEOUS huqe 1 br., new sbaa, 
pool gar., free Utlls. $135. 635-7835 
1337 W. Lynne 


LET'S MAKE A DEAL 


SPACIOUS furn. 8. unfurn. 1 Bdrm 
apts. Carpet 8. drapes, stove, encl 
garage: Xlnt. location. We'll give 
vou a deal vou can't aftord to 
miss. $115 & call 533-0544 to ask 
about our deal for lower rent. 


ADULTS spac. 1 BR, huqe walkln 
closets, beaut decor 
all util pd 
$135 clng. fee. 
Young Reol Estate 
776-4330 


Weekly Rates 


$34.50 & up 


• MAID SERVICE 
«LINENS 


• NO LEASE 
©SWITCHBOARD 


• HEATED POOLS 
«UTILITIES 
INC. © KITCHENETTES 


CASA MONTEREY 
821-1360 
2748 W. Lincoln, Anaheim 
CASA VALENCIA 
821-3690 
2630 W. Lincoln, Anaheim 
CASA CORDOVA 
821-3330! 


3360 W. Lincoln, Anaheim 


EVERYTHING 


IS HANDY 


AT 
PAMPAS 


SHOPPING centers, frwys., pool, 
patios, friends. 


Bachelor 1 & 2 bedrooms 
1631 pampas Lane, Anah. 
774-1805 


w r s n BDTsÌ 157TTp, kids ok, furn, 


530 Anna, 527-2603. Available. 
LG. 1 BR. CLEAN crpts.; drps., bit- 
_lns.JJ19^Mayfal 
a IUJJMÌS. 


FROM $120"util pd, quiet, adults, no 
" ~ 
"""" Mil 
" 
' 
pets, 1 Br. 1606 
or 826-7837._ 


ilchelle, 535-8636 


REAL ESTATE FOR RENT APTS. FURN. & UNFURN- 110 


STANTON- 


For Results 


Use Register 


Classified 


REAL ESTATE FOR RENT 
APTS. FURN. & UNFURN. 110 


FULLERTON- 


WALKING DISTANCE TO CAL STATE FULLERTON 
EL DORADO APARTMENTS 


1&2 BDRM • 2 BATHS 


FURNISHED OR UNFURNISHED 
COMPLETE RECREATION FACILITY 
• Ultra M o d e r n • All Utilities P a i d • Air C o n d i t i o n e d 


•ADULTS ONLY FROM $135« 
M A D I S O N & PLACENTIA IN FULLERTON 
5 2 3 - 3 8 3 6 
524-A.Sfrl 


N E W 


ADULT APARTMENTS 


No Gimmicks, No Free Rent, etc. 
Just HIGH VALUE for your MONEY 


An excellent place to moke your home! 
Furnished or unfurnished 
Pool, Air Cond., Locked Garages, etc. 
NO PETS 


Truly Beautiful Apts. 


$I40 - $250 


1, 2 & 3 BDRM. 


Monticello Apts 


12241 Arrowhead St. 


Stanton, Calif. 
539-7262 
534-0370 
636-2602 
638-1939 


• • • B H n B B M O S 


ANYONE FOR TENNIS? 
F R E E LESSONS BY TENNIS PRO 


CLUB 
Continental 


Apts. 


FOR SINGLES 
& YOUNG MARRIEDS 


With 2 stories of rec., 1 party 
room, pins pono chess tables 
•6 Pool Tables 
•Men & women's gvm & sauna 
• Swimming o Jacuzzi Pools 
• Tennis & Vofleyball courts 
SECURITY Patrols, Gas Bar-B-Que, 


Ige. storage lockers. 


Choice Modern or Spanish, 2 
BR, 2 B A f u r n 
$249 


1 BR, furnished 
$185 


Bachelor 
$150 


Also 
1 
BR 
unfurn. 
with 
fridge & dishwasher. 
$170 
ALL UTILITIES INCLUDED 
530-5200 
2175 Mallul Dr., Anaheim 
Harbor Blvd., between Orangewd. & 
Chapman, Vi Mile So. of Disney- 
land behind VanJJe Kamps. 
ATTRACTIVE 1^BR"-FURN. 
(Senior Citizens Welcome) 
$125. 
Adults only, no pets 


825 S. East St. 
774-9026 


1 BD., UffL. INC., NR. D'LAND 


_ _ _ _ _ _ _ 535-6374 
YOU'LL h i n t . Iq. clean 1 Br. adnit 
act, quiet. S135 mo. Util Pd. 535- 
633tV 


$110. NICE 1 BR, adults,"no"peis,"326 
So East, 774-8979; 543-4273. 


CASA de ORO 


ALL UTILITIES PAID 
COMPARE before you rent • cus- 
tom designer featuring: 
• SPACIOUS kitchen with Indirect 
lighting O separate dining area • 
Full 
length 
marble 
Pullman 
King 
size bedrooms 
• 
Pool • 
BBQ • Surrounded with plush land' 
scaping. Adult living at Its best. 
No pets. 


• LARGE 1 BDRM., $185 
UTILITIES F R E E 


365 Wilson 
642-1971 


FENCED, 
vacant, Dartlallv 
furn., 
$100, util. pd. Aat, fee 979:8430; 


$Tl5, 1 Br., furn., 2 people $125. Sgls. 
ok. Agt .fee. 645-0111 . 


-A- BEACON RENTALS 
* 


it $30 WEEK & UP 


• Studio & 1 Br. Apts. • 
• TV & Maid Services-Available • 
• Phone service, heated pool • 


Children 8. Pet Section 
Ad good for $5 on 1st wk. rent 
2376 Newport Blvd.. CM. 


548-9755 
¿45-3967. 


1 BDRM., adults, no pets, pool, gar. 
$140. 790 Hamilton. 548-1929. 


FULLERTON- 


$27 wk. or $109 MO, 


Spac. furn., full kit., free utlls. 
sm. tam. 522-?341 anytime. 
VACANT, partially furn., 
agt, fee 776-7330. 
$95, dup 


EUCLID HOTEL 
• 
LOW WINTER RATES 
NOW IN EFFECT 
FROM $28 WEEKLY 
NO CLEANING DEPOSIT 
Bachelor units available 
_ 


• Blt-ln B&W television color TV 
available OKItch 
-i-frlg. units 


• Air condition Pool ^Utilities in- 
included • Carpets • Drapes 
laundry facilities 0 Phone service. 
1000 S. Euclid 
871-7200 


DON'T RENT A MOTEL RM. 
Live like a KING or QUEEN 
(At rents you can afford) 
We can accommodate you for any 
short term rental in our beaut. Ige. 
1 bdrm., air cond., apts. including 
swimming, gym. Saunas & FULL 
SERVICE. No dep or fees. Fuller- 
ton Condominium Apts., 400 N. 
Acacia (Corner of Chapman). 


i r 525-2780 j r 


$32 WEEK ADULTS 


Village 
Inn, deluxe 
apts., full 
range S, oven, maid service, lin- 
ens, 
housewares, 
laundry. 
Free 
iitils^ 522L7250_any_tlmeL 


1-BR. utils pd. Quiet living, a'dulf 
$130. 10720078 West Ave. 870-4942 
. 
BDRM., $135. " Util. pd.; "adults 


only._N r.State_College,_870-8M0. 


1 BR, pool, nu furn, cpts, drps, loci 


gar, quiet $135. 879-064* 
_ 
_ 
1 BR Furn., wtr "pd. $120 mo no 
children or nets, mature adults 
525-8454 


GARDEN GROVE- 


FURN. apt. clean nice location, re- 
tired woman_only,_543-6582. 


STUDENTS, 
fam., singles, 
1 br. 
_ hour.e;_uMI. pd. agt, fee 979-8430. 
LARGE 
1 bdrm. $135. Utiis.^pd. 
Adults, 
no pets. Days 542-5896; 


eves 532-2086. 


1 OR 2 Br. quiet, nr. bus., stores, 
pool, ac, adults, no pets. op. Wells 
Fargo Bank, 110_W. Santa Clara. 
tflCLA CHALET, 1228 So. PacificTl 
BR, all utils. furn. ph. collect 
wkdays 1-629-9661; wkends & eves. 
_ 1-629-7317, ask for Cecil R. Berry. 
$120. LG. 1 BR, utils pd, adults, no 
pets, 728 E. Chestnut, 543-4273. 
! 8, 2 BDRM.. FURN. & UN 
FURN. 
CARPORTS, pools, easy 
access to S.A. & NwDt. frwys. 
Adults only, no pets. $125 8, up. 


DE ANZA PLAZA 


1402 FRUIT ST. 
543-6620 


1 BDRM. FURN. $190 
ALL UTILITIES FREE 


Pool, Air cond., patios & balconies. 
Dishwasher, floor to ceillnc doors 
& drapes. Security patrol. Adults. 
No lease or nets. 2 Bdrm., 2 fca., 
also avail. 


VILLA FAIRHAVEN 
W of Glsssell (Grand) 
S of G.G. Frwv 


1100 & 1200 E. FAIRHAVEN 
LARGE 1 bedroom, carpet, drapes, 
stove & refrig. Ideal location, walk 
to work at Civic Center. $145 814 
N^ Van Ness 836-0337. 
$75 BACH. Apt., upstairs, Util pd., 
__ldeal_for retired lady. 543-1418. 
1-2 BR, $125 to S150rPool nr. stores, 
adults, 547-7111 or 836-5326. 


IDEAL sgl., 1 blk. N. of Civic Ctr. 
$100.' 544-2182. 
• 


$ 1 4 5 - $ l 5 5 - $ l 8 0 


Large 1 & 2 Bdrms. all utlls. pd., 
new 
paint, 
garage, nicely 
fur- 
nished. Large all grass courtyard. 


836-5049 


616 E. 5th St., No. 3, util pd, for 
Info, Mr. Estrada, 542-2001 or 558- 
9830 


NEWLY decor, cozy, quiet, over pvt. 
home, sgl. adult, gar. $115. 835-0222 


ir 921 LACY ir 


Large clean 1 Bedroom, couple 
over 30, no pets, 547-4047 


STANTON- 
2 & 3 BR $175 up, pool, playgrounds. 
Continental gardens, f u r n i t u r e 
rental-purchase option. 8101 Cerrl- 
tos (at Beach Blvd.) 828-5200. 


$35 WK. & up. 1 BR., 2 BR7~S 
bachelor, color TV, linens. 821-4626. 
BDRM. $130 DELIGHTFUL adult 
apt. Like new. Dutch clean. 8641 
Cerritos, 995-2748. 


$120, NICE ig. 1 bdrm., near shops, 


no pets. 894-1902 or 630-0185. 
- - 
1 BR., for mature lady, aüto. wash-! 
er. Utils, pd., $76 mo. 527-2584. 


WtSTMINSTER 
- 


$125 PER. M0. & UP 


• 
FREE UTILS. 
o DRAPES 


• 
BUILTINS 
© CARPETS 
© 1 & 2 Brs. 
9 Fully Furn 


CHILDREN OK 


8382 Westminster Ave. 
892-4315 


2 BR, htd. pool, close to schl, fwv 8. 
playground. $180 ind. util. Child 
OK. 14092 Ash St., 897-9792. 


• KONA KAI APTS. • 
Free util, htd. pool, Ige. liv. rm. 
1 8. 2 br. 
897-4147 


$114 1 BR. 
$129 2 BR. 


$10 EXTRAS, all utils.. Infants OK. 
Pool, cpts. & drps. 897-6653. 


ALL UTILITIES PAlb 


2 Bedroom aarden apt. Prlv patio, 
crpts 8. drapes, pool, laundry facll. 
Children welcome, only $165, call 
892-1137. 7592 "C", 23rd St. 


APARTMENTS UNFURN. 113 


ANAHEIM- 


GOOD LIVING 
AT FAIR PRICES 


NEWER deluxe 1, 2, & 3 bdrm, 
unfurnished. Children w e l c o m e . 
Wall to wall carpet, drapes, heated 
Dool, carports storaie lockers. 


710 SO. BEACH BLVD. 
826-1867 


ADULTS 8, CHILDREN SECTION 
PETS O.K. 8, 2 bdrm. apts. Furn., 
unfurn. In park-like seettlng. Pool, 
includes all ullls., max benefits 
minimum rent Security patrolled 
¡3S-r — 
PL EASE CALL 638-2487 


.. nel. 
636-5098 


1 Bdrm. apts. $130. up. Utils 
10631 Tlbbs Circle 
$25 W E E K L Y bach. 8, Singles. 13075. 
Westlake off G.G. Blvd. 8. Century. 


1 BR, beaut, new furn, cpt, paint, 
adults, $125, 11642 Stuart Dr. 


SUITABLE 
for retired adult, $85, 
avail 6-15, eves, 638-7518. 


2 BR, close to shopping area. $140 
mo. Children OK 828-8012. 


QUÏÊTTclean, 1 BD, adults, no pets, 
$135. 12911 Galwav, 530-8259. 


HUNTINGTON BEACH 
- 


1 BR house $100, util, pd., agt, fee 


9/9-8430. 
_ _ _ _ _ _ _ 


V4 ACRE, 
partially 
furn., 
1 br. 


house. Agt. fee. 979-8430. 
. 


MEN, sm. beach hotel rms. $21.50 
wk. Apt. $95 mo. 536-7056. 


$140 ULTRA nice, 6 pools, 4 gardens, 
sauna, pvt. patro._Adlts. 846-0259. 


NR'OCEANFRONT 
Beach, sunBcY, 
newer 2 BR. Elegant furn. New 
cpts., drps., Indry, patio, 
BBQ, 
gar 
nr. shops. Pier, $245 yr. 
round, married, adults, baby ok, 
536-2131. 


LA M I R A D A - 


& 2 BR $162 up. Rosebeach, furn. 
Rental-Purchase option. Mr. schl. 
SW Rosecrans 8, Beh. 521-1470. 


NEWPORT BEACH- 


$35.00 WEEK 8, UP 
Bdrm , 2 Bdrm. 8, bach. 
•Maid service, Color TV & pool 
THE MESA 


415 NJJewoori Blvd_ 
646-9681 


1 BR. house, $145, util. pd., kids, 
pets, agt. fee. 979-B430. 


ORANGE- 


BREA 
- 


SINGLES, cpts., 1 br., gar., 
pets, dupl. Agt. fee. 776-7330. 


BUENA P A R K - 


klds, 


$27 WK OR $109 M0. 
IMMACULATE 
large furn. apts. 
Separate kitchen, 522-3341. 


S28.50 WK. 1 BR, kit, utlls linens, 
j62j)_0rangj'-0!!ve Rd„ 637-8579. _ 
1 & 2 Bt>., 5115-S130 util. pd., adults, 


15. pets,_639-38281_509 N. Citrus. 
$33 A wk. Singles COLOR TV,TIt7, 
A-C, El Don Motel, 538-3834. 
_ _ 
"1 BR 
F'JRN. A Q T U T i C T D 
• 


Adults only $125. 
993-7805 


1 BR., newly decor. Nr. Chapman" 8, 
Main. $130. No pets 
no children. 
533-9586. 


HILLVIEW APARTMENTS 


n 
2 BR. Adults, pets from $145, 
WW cpts., drps., hid. pool. Small 
pe's welcome. Short walk to shop- 


13892 PONDEROSA ST. 
836-5428 
Oti 17th St., i inks. W. of Npt, hwy. 
18,2 ndrm, $110-$125, util pd, adults, 
no pets 633-0042, 864 N Olive. 


1 & 2 BDRM & STUDIOS 


Newly 
d e c o r a t e d , 
carpeted, 
draped, air 
cond., heated pool, 
closed oarages. 


$150 UP 
100 N. ACACIA 
774-2947 


WALNUT PARK WEST 


2 i 3 Br's, 2 baths, frplc, natlo. 
D-W, pvt. spacious. Like living ii 
your own home. Adult 8. children; 
section. Frcm $195 Including «a- 
rage. Nr 
Euclid 8, Katella, Man- 
a9er at 1684 A. Dudley. 638-7670 


PALM VILLA 
2 BDRM. STUDIO 


Security Guards Patrolled 


GARDEN 8! studio spacious Park- 
llke grounds. Carpets, drapes, air 
cond. Pool, pvt patio. Children wel- 
come. 


1230 SO. EUCLID 


CORNER EUCLID & BALL 


535-1230 
VIKING 


J BEDROOM—FIR EPLACSS 
* R O M $143 
FAMILY SECTION 
GAS & WATER PAID 
7Ü4 S Knott Mgr. A-I 


826-8877 


1 BR, qar., $110 no fee. 605 R. 
Sabina. 638-4860. 


© O BURTON MANOR O 
SPACIOUS 
cathedral 
celllnas, 
2 
bdrm., 2 ba., shog 
cots, dlsh-| 
washer, pool, call Bill Morlarity, 
_days, 635-9000 & 535-1693, eves. 


L A R G E T B R , ADULTS'NO PETS 
1127 W Chestnut 
535^4253 


SPACIOUS 2 bd. nu crp & drp. re- 
frig. 
stove, 
nice 
neighborhood. 
JVaikJo mkt. 8._schl. $140!_635JL8588 


FROM $164 


COME SEE OUR CLEAN COURT 
- TYPE APTS. 2 & 3 Bdrms., 2 
swim pools. Washing facilities, air 
conditioner, f i r e p l a c e sections, 
dishwasher. 


235 W. ORANGEWOOD 
Managed by Wm. Walters Co. 


2 B R 7 T 
3613. 
Da, lower, $145 mo. 1-675- 


THE GREAT ESCAPE 


Spend the summer in this Alpine 
retreat featuring Ige oval pool, 
sauna, tennis ct, pufling qreen, air 
cond, bltlns, furn & unfurn, spa- 
clous 1 BR, all util. furn, nu 
mgmt, limited time offer $165 per 
mo., Call 535-2309 or apply 1144 N. 
Euclid, Anah. No. 27. 
_ 
_ BR.," "XTRA. STORAGE, 
CPTS" 
DRPS., GAR. RM. FOR WASHER- 
DRYER, •> C H I L D R E N 
OK. 


$135I__776-9438 772J9144_^ 


1 BR, near East 8, Ball, $110 mo. 
526-4718. 


REAL íSTATt FOR RENT 
APARTMENTS FURNISHED 111 


HUNTINGTON BEACH— 


• HUNTINGTON BEACH FINEST « 


SPANISH COUNTRY ESTATE LIVING 


2 Acr«» beautiful pari- like »urroundinfl». Sunken pool. Sparkling Spanish founloini. 
• Spneiouj Room» • Sfpouiie dining room 
• Walk in Clot«lt • Horn« lik* kitchen k cohinftj. 


1 Bedroom Unfurn. S16S. Furn. $185 
2 Oedroom Furn. $215 


ADULTS 
• ALL UTILITIES FREE • 
tJOpns 


LA.QUINTA HERMOSA 


16211 PAmiDElN 
Wnlk to Huntington C«nttr 


4 Blk. S. of Son DIP90 Frwy. on Bsoch. I Blk. W. of Holt to Porkiltlo 


( 7 1 4 ) 8 4 7 - 5 4 4 1 


2 BDRM. lower S125., fenced, crpts, 


drps, bltns. 533-3137 aft. 5. 
NO SWINGERS - LB. clean adult. 1 
BR, $130. 2 BR, $140, pool. Closed 
qar. 772-0246. 


2 BR, pool, Ig vd, crpts, drps, q=>- 
raoe, $145 per mo + $50 deposit. 
Kids )K. 4 ml to D.Land. 897-7238. 


SUMMER Fun 2 Bd, pool, $140-$145, 
bltns, Iq llv rm, pref 2 children, 
NO PETS, 533-6651 ,_or_535:3707. 


ADULtS-CHILDREN-PET 
Normandy Park Garden ADIS. 
Pool, patio, closed Gar, A-C 
2 Bedrooms 
from $155 


920 SO. NUTWOOD 
772-3870 


CAL. style living 2 BR., 2 Ba., cpts., 
drps., alr-c., encl. oar., w- pool. 
$165jno. 558-0703 
_ j 


$130, I.G. 2 BR, in 4 plex, xtra nice, 
modern, nr schls, buses & shop- 
ping, closed oar, call alt 12, 774- 


_2553. 


DELUXE 2 "br., ?~ba. in 4-plex. 
630-5506 
533-1226 


2 BR. qd. location, Incl bltlns, drps, 
cn>ts, no_pets.^638-4426. 


$170, 2 BR, 2 BA, $l'80, 2 BR, 2 ba, 
den, gars, avail soon. Inquire 130 
So. RTdseway, Apt 2, 821-7503, 539- 


_4783. 
1 BR apt., encl. oaro., nr. Bali"*& 
Euclid, 554-0253. 


I * 
V 
I 
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APARTMENTS UNFURN. 113 
ANAHEIM— 


(CONTINUED) 


12 BR., redec. pool, patio, aar. 1 
child, no pets. From S135. 147 S. 
Magnolia 821-9965 


PRICE REDUCED 


on gorgeous NEW 2 Br., 1 Ba. 
apt.. Cathedral ceilings & all the 
noodies. Now onlv $150. 7852 E. 1st 
St., (2 long Blks. So. of Beach 
Blvd 
& Ball Rd.) 826-8294 or 832- 


4040, 


» V I L L A D E L S O L « 


2828 W. LINCOLN 
B E T W E E N D A L E 8, B E A C H 
A N ARTISTIC achievement in Medi- 
terranean 
Beauly 
8. 
tranquility. 
Colorful flowers, qreen lawn, flow- 
ing fountains, w á t e r f a l l s 
and 
streams. Beaut, ree. rm. 1, 2 & 3 
br, furn. or unfurn, from $160. Gas 
8, wtr. od. We invite you to see it. 
Refined adults, no pets. _ 


I ©SPACIOUS 
3 & 4 bdrms, 
new 
paint, cpts i* dros, a-c, $175 up. 
'636^0136. 


|2" BR upstairs, spacious blt-íñ range 


,& ovtin, water pd„ gar. B2M50A. 
I N I C E ' 2 br, locked gar., refrió., $130 
Adults. 607 Eton. 776-5385. 


APARTMENTS UNFURN. 113 
COSTA MESA- 


(CONTINUED) 


$1354155 


1 & 2 Br, cpts. 
& 
drps thruout. 
Ldry 
fac 
Child ok. 
741 W. 18lh_St. Apt. B_ 642-8075, 536-2796 
G A R D E N 
APTS. ~1 & 2 bdrm. urf 
furn., 
fireplace, dishwasher, 
prl 
vat^ patio. $165 to $190^ 557.-2841 
N E W 1 & 2 Br., 2 Bn., drps., cpts., 
pool, BBQ, gar., adults. No pets 


__376_W._Bav. 
$165, 2 BR. li/2 bo., studio on cul-de- 
sac, priv. patio, pool, crpts., drps. 
bltins., 
nr. 
shopping. 
Children 
O.K., no pets. 735 Joann St., 646' 


« 2 BEDROOMS © 
6 UTILITIES INCLUDED Q 


I O V E R 1,000 sa. ft. living space, blk. 
kitchen. 
Color 
coordinated 
wifh 
bath, lots of trees and grass. Pri- 
vate patio or balcony. 
Beautiful 
color schemes. 
• NEW SHAG CARPETS 
• MINUTES TO FRWY. 
• CLOSE TO SHOPPING 
• LARGE POOLS 
• FAMILY AREA 
|801 N. Loara • 
535-0183 


2-BR, cots, dpes, bltlnï, pvt patio, 
gar. CDle pref, 548-5711. 


V E R Y NICE, 2 BR, unit; beariTcell 
ings, cpt, drps, patio. $165. Adults 
only, no pets, ref, 23S4 Santa Ana 
Ave., 673-0395. 


FOUNTAIN VALLEY- 
2 BR, 2 ba condo. See ad undor 
class 176, Ph. no. 639-5396. 


FULLERTON- 


SHARP 


11 Br, util pd, $130 mo. 9081 Pacific 
Ave. Ph. 828-8953 


12 BDRM., alr-cond., shaa crpt. 


pd. $160 mo. 1624 So. 


. 
gas 


9th. 772-1551. 


4-PLEX type apts., nu 3 & 2 Bdrm., 
2 Ba., cpt., bltns., dswhsr., $225 8. 
$170. Call 
aft. 6 p.m. 
776-2489. 
Open housB Sat. St Sun. Adults, no 
pets. 302 Leatrice 


I CLN. 2 br., 1% ba., cpt, drps, bltn, 
end patio & gar, until pd, 1 child 
ok, no pets. $175. 1741 Neighbors. 
Euclid & LaPalma. 527-3995. 


• PORTO-FINCH 


12 Bedrooms, air cond, priv. patios 
closed garages. Furniture availa 
ble. Adult St family section. Child 
ren & small pels welcome. 638 
'3900, Anaheim. 
Ill 
W. 
Orange 
'wood. For your convenience ofc 
open until 8 p.m. 


1 & 2 BR, ADULTS NO P E T S 
1127 W. Chestnut 
535-4253 


SPACIOUS 
* 


2 bdrm, 1 ¡1 2 baths, shaq carpet- 
Inn, drps., dshwshr, air cond. frplc. 
pool, iaduzzi, billards & ping ponq 
rm, recreation rm, locked security 
drive ways. Adults only & small 
pet accepted. _826^290. 


|2 BR $125. X T R A LG. newly deco- 
rated. Plush shaq. Larqe play area 
for tots. 1253 Wren, 535-9474. 


IDYLW00D 
APARTMENTS 
1 & 2 BEDROOM 


® 
GAS AIR CONDITIONING 
O 
SPACIOUS 
FLOOR 
P L A N S 
0 
B A L C O N I E S OR 
PATIOS 
O 
S H A G C A R P E T S 
« . DECORATOR 
D R A P E S 
M A X I M U M 
QUIET 
& 
PRIVACY. 
Sauna 
bath, 
exercise 
gym, 
bit 
liards 
Jacuzzi 
pool, 
Volleyball, 
»huffleboard. card room. pool. 


1800 B R E A BLVD., F U L L E R T O N 


879-0120 


APARTMENT FOR RENT 


3 BR unfurn. from $150. 2654 Mil- 
jton St., Full. 525-0665 aft 3 pm. 
$75 off 2nd Mo's Rent 
WITH THIS AD FOR 
NEW TENANTS 
FOR JUNE ONLY 
We Beat All Competition 


1 BDRM $140 
2 BDRM STUDIO $180 


3 BDRM STUDIO $225 


• G O L F C O U R S E V I E W 
• 
BUILT INS, dishwashers, carpets t> 
drapes, air cond., pools. Walk to 
shopping. 


2440 - 50 NO. HARBOR 
Mr. Colby Mgr 525-6569 


$135 


2 & 3 BDRM. TOWNHOUSE 


2950 W. Lynrosc, 8282760 
(North of Ball, East of Beach) 
From $160 1 child ok, no pets 


I T S T O R Y apts. 2 bedroom, family 
room, patio, pool 776-4693. 


12 BR, cpt., drps., gar., pool, 2071 S. 
Mountain View, 534-0638; 


I QUIET 1 br. SI 15; 2 br. $145. Xlnf. 
[area, pool, end. qar. Adits, 913 


Park Cir.. 871-8997; 772-4182. 


K L O N D I K E F A M I L Y 
APTS. 
1-2-3 Br's. AC. Patios, large rms. 


1318- Kodiak St. 
637-8600 


12 BR, util pd, shag, drps, child, sm 
pet,_OK, S150, S160, 827-2922. 


O C H I L D R E N W E L C O M E ® 
5142 & up, 2 Bdrm., 1 story, 4: 
plex, cpts., drps., builtins, dish- 
washer, washer-dryer hookup, en-l 
closed 
garage. 
Some 
with 
fire- 
place, enclosed 
patio, 
cul-de-sac, 
playground, near school, park 8< 
freeway. 1199 N. West St., 772-6628. 
I R E D U C E D 
to sfl5. "l Bdrm, plush 
w-w crpt., bltns, htd pool, Arlington 
Arms Apts, 772-8030. 


| LGE. 2~Br„ $135 WW cpts., drps., 
bltins., fncd. yd., lock gar., nu 
park across street 879-2523. 


i t SHANGRI-LA APTS i t 


| Families 
welcome, 
1-2-3 
Br's, 
2 
baths, air cond, priv. patios & bal- 
conies. 
drapes 
pool, rec 
room. 
2045 S. Haster, 530-7942. For your 
convenience, ofc. open until 8 p.m. 


• Huge 2 bedrooms 
® Parklike grounds. 
• Carpets, drapes, builtins 
• E N C L O S E D GARAGES. 


1113-1125 W. PORTER 


870-6646 


O FULLERTOhl P A L M S 9 
Orangethorpe & Euclid Area 
Beaut, 
redec. 
entire 
apt. 
color 
coord., tile kitch., bit-ins, Ig. oven, 
disp., dwshr.. etc. w-w cpt., inc. ba., 
drps., AC, htd. pool. Closed gar. 
Adulls, no pets. From $150. & up. 
1330 S. Citrus Ave. 


VIKING GARDENS 
* 
ALL UTILITIES PD. 
2 BEDROOMS 


528-7860 
1600-A No. Placentta Ave. 


371-5184 


40!-A West Ave. 


2 BR., crpt., drps., pool," pvt. pat.", 
bltins., adults. 526-2138, 870-9532. 


3 BR., nr. Cal state, very clean, 
$190 mo. 2607 Andover. 
637-0296. 


1 BR, $125 mo. Util pd. walk Mo 
shops mature tenants, no children 
or pets, 525-4482 or wkdays, Mr. 
Pitts, 632-2294. 


APARTMENTS UNFURN. 113 
HUNTINGTON BEACH- 


(CONTINUED) 


l~BRrS"trfncd~vdrideSl~for retired 


_couule, 847-3065. 


A tew nice 2 bdrm apts still availa- 
ble at S E A A I R 
APTS. $130 to 


/¿''¡JTI CA NR B E A C H 
536-4037 


' 
." FAMILIES WELCOME 


Xtra. Ige. 2 Bd., all util. pd., Ige. 
play area for children $170. Close 
to schls. & shopping. 536-8294. 2106 
Florìda St. 
_ 


N E W 2 BR, 2 BA near beach, un- 
furn. crpts., drps., range St pvt. 
natio,. 960-1128. 


2 B D R M , stove, crpts, drps, no pets 
nr Beach Blvd., $14S mo. 548-0524 
2 BR, 2 BA, fIrepli dshw, din rmi 
W-D hook, end, gar. 847-8928 


APARTMENTS UNFURN. 113 
SANTA A N A - 


(CONTINUED) 


SI30, SPAC, 1 br apt, stove, refrig., 
gas, wtr. pd. newly crptd. thruoùt, 
543-1418. 


$150. 2 Br., cpts., drps., gar. W&D 
hook. 2 child. O 536-7972, 546-0306 


LA MIRADA— 
$135 UP 1 & 2*ir., 2 Ba., pool, 
plaayrd. nr. schl. Rusebeach Apts, 
S.W. Rosecrans & Beach. 521-1470, 


NEWPORT BEACH- 
APT for lease, 2 Br, 2 Ba, crpt, drps 
& appliances. $265 per mo. Phone 
days 548-5244, eves 637-1272. 


PARK NEWPORT 
APARTMENTS 


B A C H E L O R 1 OR 2 B E D R O O M S 
A N D TOWNHOUSES 


hr. $189.50 Open 9-6 Daily 
SPA 
POOLS 
T E N N I S 


ACROSS from 
Fashion Island at 
Jamboree 
on 
San 
Joaquin 
Hills 
Road. 


(714) 644-1900 


0RANGE- 


P L E X 
2 B R 2 BA, A I R 
COND, 
CPT, 
D R P S , 
DSHWSHR, 
SOFT 
WTR_$180 mo 639-9587 
F O U N T A I N E B L E A U , 
F a s h U . , 
Square Prestige address for those 
to whom quiet, diqnltv & spacious 
grounds are valued. Lg. 2 Br., ~ 
Ba., at surprisingly 
reas. rates, 
1529 W. Culver, Org. Vft blk off Main 
BDRMS., 2 baths, built-ins., dish 
washer, 
air 
cond., 
carpets 
a 
drapes. $185 mo. 425-429 Fashion 
Park Court. Agt. 838-8081. 
BR $150 up. Pool, ail elect, A-C, 
infants, pet ok. 407 N. 
Batavia 
633-2671 
Kids Welcome 


2 BDRMS 2 BATHS 


A L L UNITS F R O M 


$170 
Orange Park 
Villas 


3138 E. Maple 
538-3702 


East of Newport Frwy. East 
of Chapman, left on Prospect 


$150 MO. larqe 2 br, frplc, washer- 
drver, hookup, locked gar, bltins, 
baby ok, 538-0516. 


3 BEDROOMS 


bdrms., frplc., patio, pool, sar- 
den apts. From S1B9. 633-4772. 


fa TOWNHOUSES 
2&4 BR, 2V2 to 2Vi Bath 
. 
FAMILY & ADULT AREAS 


I F E A T U R E S , Central air-cond., car- 
pels, drapes, range oven, fireplace, 
washer, drver hook-up, private pa- 
tlo. 635-0420. 
: DON'T PAY RENT! 
BUY A 2 BR. T0WNH0ME 
AT 


WIND TREE WEST 


IMMEDIATE OCCUPANCY 


I FROM $18,950 


i 
(ONLY $950 TOTAL MOVE-I 


OSecurlty Gate 
»Fenced Patios 
OShaq Cptg. 
»Shake roofs 


• Draperies 
»Plus much more 
1152 N. West Street, Anaheim 
PHONE (714) 774-1420 


$50 OFF on 2nd mo. rent. Xtra Ig. 1 
8, 2 br., S125-$145. Bltins. S. AC 
Caroline Apts., 4131 Carol Dr. off 
Magnolia, 
1 blk. 
bef. 
Common- 
wealth, 871-7782. 


BR, immac. $115, cpts., free utils 
gar., drps., bltins, paneled, 1934 E 
_WIIsoni_532-2117,_544-8435. 
IMMAC. 3 B D R M . 2 BA. Air-Cond., 
new shag, frplc., bltns., 2 pvt. pa< 
tios. $$250_mo. 639-1394. 


LGE. 2 Br., bltins. cpts., drps., air 
cond.. $155 mo. Call 998-0196 before 
9 or after 5. 


SPAN, style Ige. 2 8. 3 Br., 2 ba.. 
very nice area. Walking distance 
to Org. Mall $165-$235. 2051 Hrnh 
land. Ph. 998-0859. 


1 BD, apt, partial furn, w-gar, tri 
Plex, $135, 495-4076, 639-9542. 


3 BD, 2Vt ba, pvt patro, cpts, drps, 
bltins, cent, air, $275. Owner, 633- 


_4691 
LGE. 2 Br., frplc, nr. tustln & Ki- 
_tella,_$up._530^6605,_541-3007 
2 .BR. Iq. kitch. 8, outdr. 


Newest. Frwv., 
540-3368. 
pref. 


. oto., nr. 
adults, $150. 


2 
BR, 
cul-de-sac, 
c p t s , 
drps, 
dshwshr, dspsl, W8iD, end 
gar, 
family area, pets ok, $165, 998-0935. 


02 B D R M unfurn. cpts, drps, wash- 
__er_&_dryer hookup. 870-6642. 
GOLD Medallion, 2 br. west Fuller- 
ton. Cpts., A.C., garb, disp., sm. 
fenced yd., gar., no pets, $135. 
635-3495. 


$100 UNFURN. 1 bd., washer hook-up, 
_ g a r . 879-4623, 2320 W. Roberta. 
GARDEN GROVE— 
LGE. 2 BR. 2 BA. $145-$155 


C L E A N , 
quiet 
twhnse., 
bltins., 
Infant area no pets, nr. shops & 
dishwshr., patio, pool, shag crpt. 
G.G. Frwy. 14152 Flower & 15th. 
638-4970 


ONE 
ONLY, 
2 
BR., 
TROPICAL, 
POOL S I D E , NO-WAIT 
L A U N D R Y 
RM 
ENCL. GAR. ADULTS. $135. 


_?581_MAU R E E N DR. 539-8039. 
•4 P L E X , 3 Br, 2 Ba, A-C, frplc, 
cpts, drps, dishwshr, aar. $275. All 
bills pd. 638-0558. 


REDUCED $120 POOL 


Lge. 1 Bdrm., on cul-de-sac 
cpts., 
drps., end. gar., child ok, no pets. 
1016 Marlboro. 776-3305. 
LG. 1 BR, drps, cpts, util pa, adults 


only, $120 mo. 535-8353. 


NICE 2 br apt, centrally loc & shopg 
cts. Children, pets, Idnry, school 
nearby, yard $145. Call for appt 
aft 6 P.m. 846-2612. 


QUIET 1 STORY 1 BR aarden apt. 
,nr St. Colleqe & Ball, $140. 776-6238 
or 637-1794. 


E X T R A nice. 2 BR in 4 plex. Pvt. 
patio, wshr. h-up. nr. shops. $145 


_534:9001. 
LG. 2 BR, new cpts., drps., newly 


redec., childremJS145. 533.-1917.__ 
LG. 2 BR 
ant., upstairs, $165 per 
mo. 537-1136. 


Nice Clean Quiet Apts. 
On Tree Lined Street 


ADULTS 
O N L Y 
NO 
PETS 


Unfurn. 
1 BR. 
$115 
Furnished 
• 1 BR. 
$140 
VISTA MANOR APTS. 


11231 E U C L I D 
636-2012 


Between Katella & Orangewood 
Ofc. Hrs. Mon-Sat. 9-4 onlv 
Sunday 2;6_o_nlv 


LUX. 2 BR., 2 Ba., cent, air., util", 
pd. x'cept. gas. $180. nr. Tustln & 
Collins. 790 " D " 
Adele, 544-1290, 


_534J830£_541:4883 
2 BR, Duplex. $165. Quiet resident'! 
street. Adults - no pets. 637-5658 


PLACENTIA— 


MARQUIS MANOR 


3 BR, 2 ba, apt. homes. Starting at 
$220. Children & small pets welcome, 
furnished units available. Central air 
& heat. Dishwasher, fireplace, ww 
carpets, drapes. 1439 Apt " A " Pros- 
pect Ave., 528-9591, for your conveni- 
ence. 
2 BR studio, AC. cots, drps., stove, 
pvt. patio, aar., no pets, $165. In- 
quire at 549 W. Center, Apt. A, 
Placentla or cai I 534-3128. 


SAN JUAN CAPISTRANO- 
CONDO. for íease: nu 3 BR, 1 ba., 
bltins., 2 car gar., water 8i trash 
incl. $195 
mo. 493-5645 eves. 
& 
wkends. 


i r GARDEN APTS. 


YOU'LL LOVE THE 


"Hearthstone" 


2337 E. Santa Clara 


1 BR. from 
$155 


2 BR from 
$180 


2 BR.TOWNHOUSE 
from 
$205 


3 BR. TOWNHOUSE from 
$235 


NO LEASE REQUIRED 
F U R N I S H E D OR 
U N F U R N I S H E D 
R E N T A L O F F I C E O P E N D A I L Y 9-6 


Phone 547-6769 


A D U L T S O N L Y 
S M A L L PETS 
W I L L I A M J W A L T E R S CO. 


^UNFURNISHED 
APTS. 
* 


• 
2 B E D R O O M S 
O 2 BATHS 


• 
B U I L T I N S O 
C A R P E T S 


• 
PATIOS O ENCL. G A R A G E 
2701 S. ROSEWOOD 
549-2251 


Maximum one child $140 
_ 


2 BD., oar., nr. Buffums', adults, 


util. pd., $150. 835-2114. 835 French 
St. 


Beach, Mts. & Resorts 
11 


( C O N T I N U E D ! 


by week or_wknd._531-7393 
COZY 
"mt." 
cbn 
Arrowhead 
$50 
_wkencL Frplc. 3BR_slps 9..7/4J662 
P A L M 
S P R I N G S 
beautiful, 
pool 
home, 3 br., frplc., A-C. Comp etc 
ly turn, bv day, week onno. 534-4098 
BIG 
Bear" cabin 
by 
lake. 
Daily 
wkends or vacationJ714) 539-1027. 
C R C S T L I N E 2 bd. w-frpL Lq. dcck. 


Reserve now Joe summer 838-7174. 
M A M M O T H 
L A K E , 
2 far. condo., 
sips 6, compl. furn. Pool, tacuzzl, 
summer rates 839-7558. 


L E A S E your own priv. campsite In 
Pines with runnlnq streams, over- 
looks larqcst lake in So. Cal. EZ 
access 
but 
awav 
from 
crowes, 


from $150 yr, 528jJ313J 


R U N N I N G Springs home by wk or 


wknd,_raserve f ^ U A C ^ 3 ¿ 9 7 5 ? ^ _ 
BIG B E À R Cabin, frplc., Ige. deck, 
privacy, no neighbors. 5?7-9672_ 


BIG B E A R — M Ó „ WK, O R ~ W K E N D 
¿LE_EPSJ_0,_557-882A 


OCEAN FRONT SAN C L E M E N T E 
Spectacular view, pool, furn. 1 & 
_BR._SJ25_ & $150. wk. 213-282-3305. 
BEAUT. Big Bear Home, bltns, sun 
deck, firepl, TV reas. 523-3424. 


• 516 E. W A L N U T 
• 
Larqe clean 1 Bedroom, working 
_adult over 30, no pets, 547-4047. 
B R A N D new luxury 2 Bedrm. studio 
apts., $225, all elect., air cond.,| 
color coordinated, 9th 8c Spurgeon, 
adults, no pets. 547-1324. 


i BR, 
2 
Ba., absolutely 
elegant, 
bltins., 
2 
children 
ok, 
542-3146, 
J3862_Ponderosa, nr. 17th & Tustln 


* 
LARGE 2 BR STUDIO 


Refrig, IVi ba, air, patio, pool. 1717 
_N. Spurgeon, 542-2568. 
I 
BD. apt., very cln.. Sr. citizen 
lady, walk to town. 401 S. Brich, 
crnr. Chestnut. 543-1498, eves. 541- 
278?. 
• 
$125 
1 BR 
541-9273 


BR, civic ctr., 1 sty., adults, no 
pels $120, 609 Baker, 541-9949. 


STANTON— 


& 3 B D R M . $150 Up. Pool, play- 
ground. Continental Gardens, 8101 
Cerritos. (at Beach Blvd.) 828-5200. 


* 
NEW, NEW NEW 
* 
CARPETS, DRAPES & PAINT 


2 BDRMS., bltins., walk to school, 
children welcome. 527-5955 or 774- 


2430. 


L 6 É 2 br. free utils, gar, afFcond., 
dishwshr, & pool, 821-6095. 


N E A R 
Huntlnqton 
State 
Beach 
bdrm., avail June 23 thru Auq. 
18th,L_no^inq]es^ReJ._req.L_?6219.604 
R U N N I N G Sogs., 2-sty. home, clean 
_ & cozy. Col. TV, sips. J2, 838-8774 
MTN. Cabin for rent at Green Vat 
ley Lake 2 hr. Dr. from Orq. Co, 
Reserve now for June & Aug. 831 


BIG Bear modern 2 br, frplc., cpt. 
v^kly.or ^0j^knds._546-629?. 


VACATION 
In 
Crestline, 
Ooätlnq, 
fishing & swlmmlnq, 3 BR, home, 
sips 8, rent by week, (714) 338 
1045. 


ROOMS FOR RENT 
121 


¡Í8 WK. w "kitchen, $30 wk. up apts. 
.2376 Newport Blvd., CM. 
548-97551 


S A N D M A N Motol, 12091 Trask ave^ 


638-8580 Wkly rms., $22.50 8. Up. 
N E A R 10th 8c French, pvt. entrance] 


quiet &j:ln,__835-4880_calJ aft^jl 
ORANGE. 
Lrg. 
cust. 
home. 
Pvt. 


entr 8< bath. Close in, 538-9740. 


MAN-woman 
ro"om 
with 
kit 
ortv. 


near stores .etc. Anah. 635-8337. 
S H A R E 
3 BR 
house with i 
other 
students, 
nr. Goldeswest 
College 
turn., call Donna or Bob, 536-2448. 


2 BR, 11/2 ba, bltin stove, nu crpts & 
dr^s, paint, $150. WIds OK. 533- 


!-BR 
bltins, cpts, dpes, $140. Sun 
porch, 10541 Sylvan St. nr Maqno- 
lia & Cerrltos. 778-4243. 


$145 
2 
BR, V/2 ba, studio, cpts, 


drps, stove, fed yd, 544-4723. 


D U P L E X 
2 bdrm. 11/2 ba. stove & 
laundry 
rm. 
Unfurn. 
530-4424. 


2 BR. Studio, 2 Children OK 
$145. 
638-5766 


USTIN - 


LGE. 2 br., air cond., frplc., priy 
patlo^cpts, drps, S160^544-092_0, 


^ S A D D L E B A C K S 
^ 
PARK VILLAS 


FROM $180 


15 A C R E S 
SOUND P R O O F E D 


APARTMENT HOMES 
2-3-4 BEDROOMS 


Children 8c small pets welcome 
Htd. Pool 
©Air Cond, 


Dishwasher 
»Fireplace 


Washer - Dryer hookup 
Double carport parkina. 


838-0608 


1722 M I T C H E L L , TUSTIN 
S.A. Fwy to Red Hill to Mitchell to 


apartments. 
For your conven. ofr. open 'ill 8 pm. 


M E N , sgls., dbls., $12 up. PH, Kt. 
. .Clean, _324_E. Pi 11 e^5J9_E,_4tji._S,A, 
ROOM for rent, prl rm, & ba, kitch- 


enjriv, T.V., 638-2284. 
' 


C O L L E G E 
Student only, turrTTrri; 
kitchen, pool, $58. mo. 870-1277, 


D E P E N D . 
Working 
woman 
only. 
Ç.M. $75 mo. All home priv. 546- 
1490. 


G E N T 
R M 
IN 
INFO. 639-4131. 
O R A N G E , 
FOR 


ROOM In pvt. home for lady, incls. 
everything, refs. 545-3395. 


ROOM, pvt home, nr Chapman & 
Harbor, kitch priv, if deslr, after 
4:30, or wknds, 537- 


LG, pvt. ent., ba., refrlg., nr. New 
Hope 8c 17th St., S.A. 636-3434, 547- 
0918. 


LG. 2 Br. IV2 Ba, air cond. modern, 
all electric, new cps, bltins, priv. 
patio. Adults. $170. C a N J ^ B M l . 
NU dlx. Ig. studio, 2 br. 9 ba. 
Walkin cists. Air cond. Adits. 


1762 San_Jua_n 
838-1460 


STY., 3 br., 2 ba., oil "blfiris. rm. 
for wshr.-dry.. cplg., sm. 
patio. 
Access to rec areas. $225 mo. 630- 


3666^ 
1300 SQ. FT., 2 br., 2 ba., squeaky 
clean, fireplace, air, carport, dish- 
washer, 
b u i l t i n s , 
front patio. 
$180.00, adults, grnd. floor, 1341 
San Juan St.,J32-6314 
" P L E X , 2 BR, 1 ba, gar, nr shop, 
adults, no pets, $185, 832-0241- 
"TOWNHOUSE 
C O N D O M I N I U M 
, 4 BR, all 2i/a ba, gar 8c carport, 
pools, fr 
$210, 838-1751, 534-0072. 


* 
NICE LARGE 2 BR 
* 


Clean, air cond. 15962 Myrtle at cor. 
Newporf Ave. 838-1054. 


CLOSE 
in, 2 blocks to Tustln Vil- 
lage, big rms, 2 br, apt, on tree 
lined street, only 1 yr old, arch 
walk-In 
closets, 
air 
condition, 
dishwasher, all bltins, closet in qar, 
only $185. mo. call 832-0241 to see. 


F A M I L Y 
apt. In 4 Plex, 2 Br, air 
cond, frplc, dishwshr, garbage dis- 
posal, bltins, no pets, $165, 17082 
Whitby Circle. 


SANTA ANA- 


$145 LG. NULY DECOR. 2 BR. 


Adults, no pets, pool, refrig. cpts. 
drps., nr shops, 12882 Galway 591- 
1474 


NEW 2 BR, shag cpts, drps, alr-c, 
dshwasher, sm. terrace, sun deck, 
flas BBQ, all util. pd. $175, 638- 


_?9731. 
2 BR., w-w, drapes, bllt-lns., vac., 
bkr„ 893-0577, 532-5860. eves. 


OPENING SOON 


FHA 236 Housing program 


1-2-3 bds. avail. 
Westminster Arms Apts. 
13884 Euclid Ave. 534-6081 
Vergo Garden Apartments 
1 
B E D R O O M 
apartment, 
central 
heat 8, air cond. Large patio. Adult 
liivng - NO PETS. 


12341 Lewis St. 
G A R D E N G R O V E 
638-4780 


2 BDRMS., 2 BATHS 


$145 


F A M I L Y 
A P A R T M E N T S 
Shag cpts. avail. Priv. Patio. 
Air Condition. Pool 


* 
VILLAGE GARDENS 
* 
4109 W. 5th, 
SANTA ANA 


"O THE 
Islander 
adult 
only. 1-2-3 
bedroom garden apts, private pa- 
"os, Mtins, sound proof, frplc, cen- 
tral air cond. 547-3228. 
2724 No. Bristol 
Santa Ana 


BEDROOM, 1 BATH $135 
BEDROOM, 2 BATH $180 
TUSTIN CONTINENTAL 
714-838-7389 


SLP. rm. for mature man, no hip- 
__pies^ Priv. hm. East Anah. 772-6P92 
S I N G L É 
room, private bath, North 


Santa Ana, 542-9649. 


S Í E N only, sleeping rm, kitchen & 
. laundry priv, pool, 537-7471. 
NICE Ige rm with balcony uose to 
_ fwy, gar park|ng1_962-7249 
CHRISTIAN 
home kitch priv, qar 
$87.50, 1586 W. Baker St., 
CM. 
546-8229 


INDUSTRIAL PROPERTY 135 


(CONTINUED) 


A U T S I Z E S — A L L ~ À R Ê A S 


833-8551 


INDUSTRIAL BROKERS 


A L L SIZE 
INDUSTRIAL 


& C O M M E R I C A L 
BUILDINGS 


THE REAL ESTATERS 
(714)_546-1600 


NOW L E A S I N G in Órariqe, 1460-2470 
sq. ft., spaces, 16' ceilings, 3 phase 
power deluxe AC, offices. 
R E A L T Y S E R V I C E S 
558-8661 


I F ORANGE 
* 


New 5200 sq. ft. unit A larqe air 
cond offices. Grass 
& 
trees 
In 
front. Orange Countv best rental 
buy at $572 mo. 


Wm_._ Wlntpn_Realfv 
8M£?71 


B U I L D I N G S for Sale or Lease. Or- 
_ anco_Lndystrlal_(7J4)_528-0J20. 
N E X T 
to S.A. 'Frwy. 
at "Katella". 
1,500 sq. ft., new building with A.C. 
office & insulated warehouse. Wal 
sworth Real Estate. 956-7420. 
600 Sq Ft 
3,000 so ft 


1,000 Sa Ft 
6,000 sa fl 


2,000 Sq Ft 
6,000 sq dt 


Off Newport Fwy., S_.A. 
714-979-2020 


4,000 OR 
6,000 sq. ft. New bldqi, 
sprinkled 
w 
2 
deluxe 
air-cond. 
ofes, 
2 
restrooms 
on 
Newport 
Fwy. 
at 
Edinger 
plenty 
Park. 
Coll for appt. 541-9211. 


STORES & OFFICES 
FOR RENT 


(CONTINUED) 
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DENTAL SUITE 
NEWPORT BECH 


Established 
dental 
suite 
serving 
Newport. Beach 8< Costa Mesa. 3 
operatories lab, dark room, private 
office & reception area. All cabine- 
try. Adiacent to Medical Bldq. 8, 
Pharmacy. All utilities, air cond., 
music 8c lamtorlal Included, fully 
crpjd. & drps. Call Mr. Howard 
(714) 645-6101. 


3 O F F I C E 
suite in Garden Grove, 
"tils. pd. Free 
anltorlal service, 
$100. Call Saber Realty. 778-4000. 
O F F I C È - F Ì X UP 8, S A V E 
900 SQ. FT.—$115. SANTA ANA 
Walsj«prthJ?eaJ_Estatc_JL^56-7420 


600 SQ. FT. store or office 5179 Lfiv 
co n Ave., Cypress 
$125 mo. 528 
9766 eves. 


GREAT LOCATION 


SANTA A N A FRWY. F R O N T A G E 
New 3900 sq. ft. 8, 1660 sq. ft. 
comm.-lnd. with offices, 2 ml. so. 
of Disneyland at St. College Bl., 
Cent. Hlq. 8, A.C., 2 priv. rest 
rms., O.H. doors, 220 pwr. excess 
prkg., 92,000 cars a day pass. 


381 8, 453 No. Anaheim Blvd. 
Orange - Owner 


^ 
ORANGE 
* 


New 2500 sq. ft. units. 2 air cond. 
offices, 2 baths, fncd. rear yard 
with approx. 1500 sq. ft. $350 mo. 
WINTON R E A L T Y 
836-79711 


ORANGE 
* 


New 5200 sq. 
ft. unit 4 large air 
cond. offices. Grass 8, trees in 
front. Oranqe County best rental 
buy at $572 mo. 


WM. WINTON R E A L T Y 
' 835-7971 


IR ORANGE -A- 


1000 sq. ft. unit 
$110 mo 


WM. WINTON R E A L T Y 836-7971 
EDINGER - SANTA ANA 


2500 so. ft. unit. Large air cond. 
office, near freeway $300 mo. 


WM. WIN TON R E A LTY 
836-7971 


1,000 
SQ. 
ft. 
office 
& 
storage 
space. Buena Park 
Ind'l. area, air 
cond., heat 8c dec. $250 mo. 522- 
0480 days 838-0312 eves. 


STORES 


N. Tustln Ave. 
OFFICES 


547-0993 


I F MAKE MONEY HERE 
* 


B U S Y S H O P P I N G 
CTR. 
NR. 


_FR_W^.J800_SQ._FT.,JJ45,_778w1000. 
New Stores 
Now Leasing 


700 to 6,000 SQ. FT. 
IN COMMERCIAL PLAZA 
518 S. Brookhurst, 
Anaheim 


Features include 


• LOCATION ON M A J O R B L V D 
• A B U N D A N T 
P A R K I N G 


€» W E L L L I G H T E D AT NIGHT 
• A I R 
CONDITIONING 
O C E N T R A L 
H E A T I N G 


O P L U M B I N G 8. B A T H R O O M S 
MR. L A U F O R D AGT. 
(213 ) 828-4520 
O F F Ï C E for rent, 12x20, secfv serv- 
ices avail, S100 mo. I.C.C. Instru- 
ment Co., 1483 E. Warner Ave., 
S.A., 540-4966. 


S M A L L ofc. for rent in G.G. area. 
$40 mo. 534-4444. 


I N D U S T R I A L 
bidg^ 
for 
rent 
Ö? 
lease, 4800 sq. ft., call 530-3333, or 
l-(213)-433-4109. 


197000 SQ. 
FT. 
bldg 
on 
Newport 
F™Y.'Jl_S.A. 979-2020 


M A I N St. Org 
3000 sq. ft. unit, Iq 
front ofc, xlnt loc. $330 mo. WM- 
liam Winton R.E. 836-7971. 


NÏCE 
ROOM 
IN 
Q U I E T 
HOME, 
CLOSE TO F R W Y S , 963-4643 


$100 LG. furn., priv. bath, entrance, 
patio, Newport Bch, also sm furn 
rm, $70, 642-3436. 


ROOM 
In 
beautiful 
private 
home 
new furn. Prlvls. Santa Ana. S36 
9705. 


Motels & Hotels 
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, „_, $35.00 W E E K 8. U P 
1 Bdrm., 2 bdrm. & bachelor 
• 
Maid service, color TV s, pool. 


„ 
J A D E 
P A L A C E 
11231 Beach Blvd. 
897-9043 


DOWNTOWN SANTA ANA 
TAHITI APT. MOTEL 
KITCHENS $35.00 


P E R W E E K & U P 
Maid serv., Pool, TV, air, kitchen 


893-7521 


11850 B E A C H AT C H A P M A N 


MILNER HOTEL 


COMP. hotel service, Incl. elevator, 


wkly. & monthly rates. 
604 N.^ Main St. 
542-8855 


DON'T RENT A MOTEL RM. 


Live like a K I N G or Q U E E N 
(at rents you can afford) 
-We can accommodate you for any 
short term rental In our beaut. Ig. 
1 bdrm, air cond., apts. Including 
swimming, gym. Saunas & FULL; 
S E R V I C E . No dep. or fees. Fuller- 
ton 
Condominium 
Apts., 400 
N. 
Acacia (Corner of Chapman). 


j r 525-2780 jc 


WESTMINSTER— 


* 
1 BDRM. UNFURN. $160 
ALL UTILITIES FREE 


POOL. Air cond., patl03 & balco- 
nies. Dishwasher 
floor to celling 
doors & drapes. Security 
patrol. 
Adults. No leasn c 
pets. 2 Barm., 
2 ba., also avail. 


VILLA FAIRHAVEN 
1100 & 1200 E. FAIRHAVEN 


W ot Glassell (Grand) 
S. of G.G. Frwv. 


2 BR. UTIL. PD., $165. Cpts. - drps - 
bltins - nr. Huntg. Center. Child 


_OK,_8143 McFadden^892;2824, 
2 BR. studio cpts., drps., enei, patio 
8, pool, $165 util. pd. Kids 
OK. 


893-3410. 


18,2 B D R M , from $125, new cpfs & 
drps, bit-Ins, nr. Civic Center. Call 
897-7B79. 


2 BR. unfurn. starting at S139.5Ò util 
paid, 1 infant ok, separate adult 
area, pool, no pets, 892-9215. 


PITCAIRN MOTEL 
• 
$26.95 
* 


. , „ , . „ P E R . W E E K & U P 
$32.50, Up. Kitch., maid serv., TV, 
pool, air, 1/2 mi. S. Disneyland on 
Harbor. 


534-8294 


$35.00 P E R WK. & UP. COLOR TV, 
Maid service & kitchens. The Bay- 
cliff Motel, 455 N. Newport Blvd., 
Newport Beach. 646-3265. 


THE ALLEN HOTEL 9 


Wk- $16-$20, Dallv $5 for 1-2 peo- 
ple, Maid Service & free parkin^. 
412 So. Harbor. Fullerton 
525-5860 


MOBILE HOME PARKS 
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/ENA PARK- 


PARK MANOR 
BR. $135 
2 BR. $150 


© I N C L U D E S A L L UTILS. 
O Q U I E T A D U L T LIVING 
« S O R R Y NO PETS 
© M U S T S E E TO A P P R E C I A T E 
O F U R N . ALSO A V A I L A B L E . 
7300 8th St. 
521-3224 


$100 M0. 


Ask about our 1 mo. Free plan 
Lrqe. bachelor, full kitch. free util, 
furn. Avail. 522-3341 


8550 Commonwealth 


NOW 


IS THE TIME 
TO MOVE INTO 


VILLA BUENA 


KINGSIZE 2 BDRM. APTS. 


$120 to $150 


Come see! You may qualify for 
our 
fringe 
benefits 
program. 


6664_KN0TT AVE. 523-8210 


8. 3 BR. $150 UP. dwshr., potlo, 
Buena 
Park 
Apts. 8801 
Orange- 
thoroe (W. of Magnolia). 879-6700, 


^ 
PARK PAGE 
^ 


Larqe clean 2 & 3 bdrms., 2 baths, 
carpets, drapes, builtins, enclosed 
plavqround, pool. 
8111 P A G E 
523-3149 


Ask about our 4-7 plan 
2_bls. S. of Oranqethorpe off Stanton 
©SPACIOUS 
8,""luxurious"2" Br., 2 
ba., cent, heat 8, air bltins R8.0. 8, 
refrig. 
ww 
cpl., 
patio, 
carport. 
Adults. $150 mo. 6322 Stanton Ave., 
No. E. 522-5281. 


FREE 5 LB. HAM 


1 BR $120. 2 BR $140. Family bldg. 
Swimming pool. 522-1556. Regency, 
7591 - 10th. 


1,2 & 3 BEDROOM 
$130 UP 


Spacious air cond., pool, no 
8071 E. 7th St.,. Bu. Pk. 521-6978. 


nets, 


CAPISTRANO BEACH- 
Ñ E W Span. dplx. 2 bd, 2 ba, 
adults, no pets. $210. 493-1137. 


2 


DW, 


O C E A N 
V I E W 
new 2 BR, 2 ba., 
dwshr.. refrig. $235. (714 ) 496-9209. 


COFtONA- 
$225 Nice 
2 
Br, 
nr 
Beach, 
Sm'l 
child OK Avail 6-15. Agt fee. 645- 
0111 


* B E A C 0 N RENTALS 
* 


2 8c 3 BR, frplc, cpt, drps, patio, 
elect, bltns, children 
OK, 
12141 
_ Adrjanjt^638-2475. 
L A R G E 2 8< 3 BR., 2 bas., new cot., 
drps., pool 8c rec. rm. No pets. 
.13051 Gilbert. 530-7202. 
2 BR unfurn. apt. Adults, pool, Se 


lected pets. 534-3097. 


1 BD. modern spac.. all elect., new- 
ly decor., bltins, pvt. gar. 
Frwv. close, adults. 63B-2370 


LG. 2 Br. w-dshwshr, disposal 8, bltin 
range, also pvt. enei, patio. 12162 
Tamerlane Dr. 


i c SAGE PARK 
^ 


2 8, 3 bdrms., 1 8, 2 baths, clean, 
walk 
In closets, carpets, drapes, 
playground 
adjoining 
school. 
1 
mile of Disneyland, 1 block of ma- 
jor shopping. 
11781 SAGE ST. 
534-0363 


$145 FREE UTILITIES 


2. Br., 10422 Lampson, 539-6519 


H O M E style atmosphere. Unfurn. 1 
BR, $115, util. incl. La. 8, attrac- 
tive. Step to shopping center & nr. 
fwy., private gar. Adults, no pets. 
13052 Rocking 
Horse 
Road 
G.G. 


Seemanager.jApt.?^ 


STUDIO, 2 bd., IVi "ba., pvt. patio, 
gar., kids ok. $160. 897-4569 


i r 2 BEDROOM 
$ 1 5 0 * 


Xtra nice, balcony, laundry room, 
pool, builtins, carpets, drapes. 


13101 Benton 
636-2185 


1 BR"., crpts., drps. All util. pd. Must 
see to appreciate only $115. 12621 
Mornlnsside, Apt. 1, 839-6794 


child. 


pool, 


HUNTINGTON BEACH- 
$152.50. 2 BR, cpt, drps, 1 
_17542_Jcfferson Ln, 842-2834, 
2 8. 3 B D R M , " 2 ba, $190 up, 
secluded, xlnt children area. 


18881 M O R A KAI L A N E 


(E. of Beach off Garfield) 
962-8994 


• 
$135 2 BR., cpts., drps., bit Ins: 


- j y ä i k _ J ypejpt. 894-2152. 
W A L K to beach.T'br". IV; ba, pold 
shag, 
sundeck. 
$195 
mo. 
Call 
wkdys. 11-3. 536-5189. 


1 BR, retired lady preferred, close 


In, 542-8848 or 542-5693. Bkr. 


L A R G E 
bedroom w-w shag, large 


patio. 
Raitt 


Only $145. See at 405 
'C", or call 835-9476. 


1-2 BR, $125 to S150. Pool nr. stores 
adults,! 547-7111 or 836-5326. 


©CHILDREN WELCOME® 


M O D , roomy, 2 br. flats studio, 
w-11/2 ba., cpts. drps., bltins, laun 
dry facilities, storage lockers, nu 
shop'g., parks 8, schl. Madison Cir- 
cle Apts. 1241 E. Edinger, 836-6498 
1 
BD. 
stove, 
refrin., qar.. 
Indry, 


adults, quiet, 543-7336._ 


E X T R A 
ig 1 Br apt. All utils pd". 
Shaq cpts., drps, stove, refriq, $130 
nr Newport Frwy. 558-3882 br 548- 
1517. 


• QUIET 2 BR, qarden apt, AC, 
patio, & htd pool, $200, 542-9877. 


DVt 


2 BR., upstairs, cpts.. drps., bltins.. 
sep. 
gar. 
Nr. 
1st 
4c 
Harbor. 
547-8102 or 839-1999, 
©$145 
2 BR 
541-9273 


L A C Y Ln., Spacious 2 br., on Jacar- 
onda tree-lined St.. Span, decor., 
adult. $130 mo 541-6661; 547-2331 


WHY RENT? 
BUY A 
BEAUTIFUL T0WNH0ME 
ONLY $17,950 


WINDTREE SOUTH 


2 BEDR00M—2 BATH 


e Enclosed Garage 
• Air Cond. 
• Shaq Cptg. 
• 
Draperies 


Fenced Patio 
• 
Much Morel! 


615 SOUTH EUCLID 
PHONE 
(714) 839-4320 


CUTE 1 BR apt, close "to shopping, 
bltjnjl. AC, 
pvt 
patio, $125 
mo. 
838-8706. 


REAL ESTATE FOR RENT 
APARTMENTS UNFURN. 113 


HUNTINGTON BEACH- 


COSJA J/1ESA- 
ÑU spac. 2 br. pvt. pto $Ì69-"$175. 


2009JWaple, 642-2689, 544-0680._ 


2 BR, cpt., drps., pvt. patio, $150, 
_833-2761 or 645-6828. __ 
1 BR, duplex, $105, 1 reliable ädült", 
no pets, close to shop, 548-1710, bet 
^10-5. 


BACH. APT.-$!15 
1 BR.-SÍ35 


NO P E T S 9 5S7-7J7¿> 
| 


NOW READY 


C A S A T I E M P O 


YOU CAN SEE THE CLOCK 
FROM SAN DIEGO FRWY. 
(just North of SD Freeway at Magnolia) 
D E L U X E 1 & 2 BR w/FIREPLACES 
• Private Patios • Dishwashers 
• All Heating Paid • Jacuzzi • Heated Pool 
> Recreation Building • Luxurious Landscaping 
Adults Only 


STOP BY AND S E E US DAY OR NIGHT! 
F O R Y O U R C H O I C E O F A P T . 


8912 Heil Ave., Huntington B e a c h 


M g r . M r . & M r s . Elliott 847-4982 


VILLAGE GREEN APTS. 
2 BEDROOMS. 2 BATHS 


S I N G L E S T O R Y G A R D E N APTS. 
Mature adults only 
Washer & drver hook-upi 
Pool-recreation area 
Social activities 
$175 


14181 G O L D E N W E S T 
892-1276 


$1041 BR. 
$119 2 BR 


$10 E X T R A S , all utils. Infanls OK. 
Pool, cpts. 8, drps. 897-6653. 
_ 
1, 2, & 3 BR, shag" cots, 
OK. 
7790 
831-9479 


NEW lrg. .. 


drps, pets 
& 
children 
Hazard, 
963-4567, 
days, 
eves . 


WHi.llliWI I HI 11 If WIMmifflJWgBg—WMBMMHBn 
TO 
BUY 
M O B I L E 
H O M E P A R K 
O R A N G E 
COUNTY 
OR 
LONG 
BEACH A R E A OR L A N D 
SUITA- 
BLE, 
P R I N C I P L E S 
O N L Y , 
539- 
8727. 


ROOM AND BOARD 
125 


UNITS, appr. 2750 sq. ft. ea. 3 
phase pwr. $250. 14656 E. 
Fire- 
stone,_La_MIrada, 633-0257, 639-7200 
450 SQ. ft. air "cond. offices display 
windows, 
prime 
corner, 
Grand 
& 
Warner. 


MARTIN & ASSOCIATES 


BUS. PROP. FOR RENT 
137 


Stores For Lease 
^ 


T E R R I F I C LOCATION FOR: 
C O C K T A I L - FOOD - D R Y C L E A N 
All types of. retail businesses 
Coming Soon - Orangewood 8< Knott 
Cypress - Call Herb Press - 635-0820 


LOV St dbfljar w-office suitable used 
cars, auto repair or ? S300 mo 618 
fc. 1st. 633-0860 ; 538-2741. 


1 SHPG. Center store or sales office, 
E. 17th St., S.A., AC, 21'/2X85, $300, 
mo. 547-0171. 


W A N T E D G R E E N H O U S E S IN ORG. 
CO. A R E A . 635-6437, 


S M A L L 
store for rent. Barbershop 
or etc. G.G. B vd. & 
Westlake. 
548-2134. 


2214 SQ. FT. Store bldq. Suitable for 
cleaners, laundromat, bike shoo or 
beer bar. Gd res. neighborhood. V2 
mi. from bch in H.B. 714-531-0140. 


4000 SQ. ft. nr. Pep Boys, Clark Dye 
Hardware, 
Goodrich 
Firestone 
& 
Riviera 
sofa. 205 S. Main, 
S.A. 
Alley entrance to 544-1026. 


ORG. CNTY AIRPORT 


1560 Sq. Ft. at 38Vhc 


EXECUTIVE OFFICE SPACE 


Ideal for Construction Co., Archt'l, 
Accountant, Law offices. 
• F U L L Y 
C A R P E T E D 


• T I L E D R E C E P T I O N F O Y E R 
• A I R COND-CENTRAL 
H E A T I N G 


• P A N E L E D E X E C U T I V E O F F I C E 
• A B U N D A N T 
P A R K I N G 
B E A R D D E V E L O P M E N T 
CO. 


. For a ppL_ (7141 
540-7434 or _83|y901 
O F F I C E 
Space 
for 
Tease 
17173 
Brookhurst 
St., Fountain 
Valley, 
Brookhurst Plaza, 1025 Sq. ft. cptd. 
dpes, a.c. 213-986-2000. 


ORANGE COUNTY PROP. 149 ORANGE COUNTY PROP. 149 


(CONTINUED) 
ANAHEIM- 


wT>-/TMV-n 
(CONTINUED) 
IC VACANT I T 


28 govt, owned homes, 1-5 bdrms, 
no escrow or loan fees. Low down. 
Call U.S. Govt. Affiliated broker. 
544-4015 


A B A N D O N E D , Free lists of repos- 
sessions In all areas, Agt, 776-7330. 
$23,950 WON'T LAST 


Nice patio for entertalnlnq. 3 bed- 
rooms. Dining room. Cule family 
kitchen 
with 
dishwasher. 
Lush 
greenery. Move-in condition. Brk, 
HB. 892-4401 
4 bdrm. near schools 
$27,500. Shag carpeting. 2 baths. 
Formal 
living 
room 
and 
dinino 
area. 
Customized 
kitchen 
with 
built-in range 8. oven Covered pa- 
tio. Immaculate 
yard. No 
down 
terms, brk, G.G. 894-4451 


Country Estate; 


Real 
living here In 
this 
spacious 
4 BR, 3W bath, sop. fam. rm. +i 
Iq. game 
rm., air 
cond., lovely: 
vtevj, 
>/2 
acre 
lot. 
Zoned 
tori 
horses. 
Choice 
area, 


* Century 2 1 * 


R E A L E S T A T E 
2123 E. B A L L RD., A N A H E I M 
776-2141 


TARBELL 


BY owner 3 br., 2 ba. w-w cpt, frplc 
cov'd palio, blk wall, spklrs, as- 
s u m e ^ J o a n . 778^4432 _ 
• "3 8, 4 BDRM. H O M E S 
• 
_ 
. $500 Dn„ No Qualifying 
Bankruptcy OK. 
Bkr. 537-3311 


Government 
Repossessions 
• 


NO LOAN OR ESCROW CHARGE 


9 


A V A I L A B L E TO A N Y O N E 


We Manage & Sell 
in Orange County 


CALL 835-1443 


Get addresses & details 
No Obligation 
9 


After 5 PM 
838-3699 


Loomis Properties Inc. 
2106 N. Main 
Santa Ana 


FHA-VA R E P O ' S are available to 
everyone, Including qualified Inves- 
tors. Completely 
r e f u r b i s h e d 
homes. 3-4-5 bedrooms. All areas. 
Call! 


S O R E N S E N R E A L T O R S 


827-7830, 638-3722 


S.A. CIVIC CENTER LOCATION 


Prestige space at reasonable rates. 
Ideal for both young atlorneys and 
established law firms. Lav/ library 
avail. 
All 
services 
as 
well 
as 
crpts. & drps. Professional Build- 
ing, 811 N. Broadway, Suite 444, 
Santa Ana, 547-5407. 


NEW SHOPPING CENTER 


Stores & offices for lease, 600 to 
3,000 sg. ft. Fountain Valley, now 
80% 
leased, 
high 
traffic 
street, 
immed. 
occup., 
ideal 
for 
hard- 
ware, paints, drug store, dentist, 
insurance office, etc. Brookhurst at 
Heil St. Call owner, Bob Wish, 
546-2131. 


VA & FHA REPO'S are availabie to 
all. 2 to 5 bedrooms. Some with 
pools. All areas. Most have been 
remodeled. Low down and low cost. 
VA 8, FHA loans. New list dally. 
S O R E N S E N R E A L T O R S 533j27a)_ 
•4 BR, pool, ap- 
3 BR, din rm, 


O NO Money down 


prox. $220 mo. • 
_ 


fam rm, school next door, $26,000, 
5°,a dn, or $ 0 dn, Gl o $750 total 
cost, fast possess—3 
BR, h u q e 
yard, • 4 BR lux condo, Ft. Val- 
ley, lo dwn, • $15,550 total dwn, 
assume lo Inf pymnt. great area. 3 
BR, immed. possess • 
Govt, re- 
possessed 
homes—all 
areas, 
lo 
dwn, no escrow fees. 


M E L E N D E Z 
R E A L T Y 
722 S. Main St., S.A. 
542-4497 


Or call Dan Estrada 
542-7937 


MOTIVATED SELLER 


BOUGHT 
already new home. This 
Is Ideal for luxury living 8, enter- 
tainment. 
Location 
couldn't 
be 
belter. On cul-de-sac. All custom 
built homes, Loara high school dis- 
trict. 3 very qood size bedrooms, 
1% baths, largo living 8. separate 
family 
room, 
kitchen 
St 
dining 
area g. an 18x40 heated & filtered 
pool. Separate locations for teen- 
age children. Just reduced price 
$49,900. 
Katella 
Realty, 
627 
So. 


Brookhurst, 772-0150. 


BY owner" lovely 3 bdrm., fam. rm., 
frplc, 
ba, ad location In W. 
Anah, contact Mrs. Parsons 635- 
_8500_ 
_ 


IMMEDIATE OCCUPANCY 


FROM $18;950 


1 or 2 story - 2 bedroom -2 baths 


WIND TREE WEST 
Townhomes in Anaheim 
ONLY $950 TOTAL 
MOVE IN COST 


• 
Security Gated 
• Shag Cpts. 


• Fencsed Patios . «Shake Roofs 
• Draperies 
« M u c h mtich more 


1152 N. West St., Anaheim 


PHONE (714) 774-1420 


F I X E R U P P E R - D I R T . , 
but all it needs is a good cleaning 
8. paint. Your chance to save a 
bundle 
on 
this 4 Bdrm, 2 
Ba, 
POOL home, all for onlv 528,500, 
T C M K E Y R E A L T O R S 
.176-9302 


3000 Sq Ft Store 
...7 
$720 


2880 Sq Ft Store 
S500 


Bkr._828J627Jr._7 am fo_12jriidnight 
OFFICE St wall storage yd, W. S.A. 
suitable bldnq, contractor, rentals, 
etc, $210, 532-1298, 542-9787. 


XLNT. 
LOC. 
NR. 
DNTWN. 
L.A. 
very convenient to Hollywood, Har- 
bor St Santa 
Monica 
frwys. 1st 
floor loc. w-prkng. 2500 sq. ft. of 
ofc. St warehouse fac. Sublet or nu 
lease. 
Please 
call 
213-381-1858 
wkdavs 9-5 


W A N T E D COCKTAIL - 
RESTAUR- 
ANT location. Have new liquor lie. 
897-667«..or 774-7080. 


STORES & OFFICES 


FOR RENT 
141 


E L « M Î N O BANKTBLDG! A N A H 
Offices St suites, 150-3000 sq. ft., 
decor, 8. part to suit, Agt, 774-9899. 


S P A C E 
for 
lease, giant 
shopping 
center 
In 
Cvpress. 
1800 sq. ft. 
equipt. for restaurant or deli; 2000 
to 4000 so ft shell, will build to 
sulf; 20,000 sq. ft. for free standlnq 
bldgs. Agt. 546-5022. 


PATIO 
O F F I C E S 
P L E A S A N T 
atmosphere. Convenienti 
Anaheim location, reas. For fur- 
ther information. 420 S. Euclid. 


LOT 
with garage hoist. 2 offices. 
Suitable for auto repair, sales or ? 
618 E. 1st, S.A. 538-2741 aft. 5 or 
wkends. 


i c LANDSCAPED 
* 


Attractive ofc. space, 180 sq. ft., xlnt 
No. 
Santa 
Ana 
corner 
lot, 
air 
cond., cpls, drps, ample 
private 
off-street parking, $80 mo. All utili- 
t i e s paid, 547-6991,_eves, 542-4077. 


"DELUXE" OFFICE SPACE 


POSH, new exec, office suites on 
Tustin's 
"Golden 
Mile" 
(Irvine 
Blvd.), 
402 
sq. 
ft. 
from 
S135. 
Ground floor space still avail. Best 
_terms 8< price. CalManice_832-4040 


FOR LEASE 1,200 SQ. FT. 
Ideal for Real Estate or Insurance 
oflice, 
Carpeted, 
air 
cond. 
8. 
forced air heat, and tenant ¡nv 
provements. Immediate availabili- 
ty; 
Call 531-7350 


^ N E W DELUXE OFFICES 


CHAPMAN AVE., ORANGE 


Various sizes up to 5,000 sq. ft. 
Fully cpt'd. with zoned air, drapes, 
all util., ¡anltorlal. Near Orange 
Civic 
Center. 
1215 E. 
Chapman 
Ave. Very prestigious burldlns for 
professional tenant. 


HOBBS ALLEN CO. «533-8100 
1215 E. Chapman 
Orange] 


O F F I C E S — 800 to 17000 sq. ft. - 
cent, air, pvt. rest room. $160 St 
$190. 
146 
E. 
Emerson, 
Orange. 


638-4694 or_538-7197_evcs. 


E X E C . OFC. S U I T E ütií's 8, ianitor 
pd. air cond., cpt., patio, Xerox 
9776 St 9778 Katella, Anah. 539-1661. 


O F F I C E rent or lease on Chapman 
near Gilbert, G.G. 539-1133. 


©STORES 
541-9273 


m a 


$27.50, .WK. 
men 
& 
women, 
home 


_coo_ki npi^colpx. 1V£_S A._ 558-9757. 
GD. Food, lunches 
packed, linens, 
priv. rm.. priv. hm.. Full. 870-7429. 


GUEST home, for men or women, 
Hvdro-therapv 
pool. Garden 
Gr., 
539-2230. 


3500 FT. Plumbed for beauty shop or 
schl Near 19th 8, Nev/port, Costa 
Mesa. Mr. Pope 645-2820. 


IN 
SHOP'G 
C E N T E R , 
19TH 
and 
Newport 
Blvd., 
Costa 


2700' 
ST. 
Mesa, Mr. Pope, 645-2820. 


ir $175 i t 


750 SO. FT., air conditioned, 
pa- 
nelled, carpets, easy frwv. access, 
Santa 
Ana 
location. 
547-6469 or 


586-7930 
_ 


A N A H E I M 
suite, 6 "rms, pkg. 
nr 
mun ct. & j t y pfes._AqW74;?8?9. 


PUBLIC NOTICE 


We have 27 VA, F H A vacant homes 
for $500 down. Call vour Federal 
REAsent, 638-4000. 


GOVT. REPOS. 


No points or escrow fees, over 50 
to choose from In Orange Countv. 


$20,500 
S500 Dn S.A. 


$23,500 
$500 Dn S.A. 


324,500 
FHA (Condo) Lag Hills 


$25,500 
$500 Dn Full 


$25,500 
$500 Dn Westm 


$25,950 
$1,450 Dn Irvine 


$26,500 
SI,450 Dn Irvine 


$26,500 
$500 Dn S.A. 


$27,500 
$1,500 Dn B.P. 


$27,950 
FHA Fall. 


$33,500 
$1,500 Dn S.A. 


$38,500 
$1,000 Dn Ana. 


$39,950 
$2,000 Dn Cerritos 


$44,500 ...$2,500 Dn (Pool) Placentia 


For these 8, other listings, call 
W A M B O L D T Really 
547-8207 


CENTRAL AIR 


thruout. Sunken don, 3 BR, 
Vh 
baths, fireplace, shaa cpt. Alley 
acccss 
with 
room for 
boat 
or 
trailer. 


Frank Reed Rltv. 
99S--2671 772-3025 


S U P E R 
N I C E — N E A R 
DOWNTOWN 
location. Custom built home, for- 
mal dining rm, paneled family rm, 
huge POOL, dressinq rms, priced 
at only $65,000. 


T O M K E Y R E A L T O R S 


776-9302 _ 


A S S U M A B L E 
6%".""BEAUT. 
3 
BR. 
split 
level 
home. 
Plush cpts. 8« 
drps. thruout. All bltins. in kitchen. 
Picturesque 
landscpg. 
w-pond 
8, 
waterfall. Vh car aar, $34,900, 776- 
1767. 
_ _ 


$27^500 4 BDRM, 2 BA 
Crpts., drps., Iq. fncd. yd. 
Hetherton Really, 
526;3353 


4 bdrms.-$27,500! 


No down terms available. Picture 
windows, 2 baths. Dinino 
room, 
patio. Nice yard. Fruit trees. Top 
first home. brk. 772-89» 


TARBELL 


321 S. State College, Ana 


ADDED FAMILY ROOM 


$24,950 


Would you like an Added Family 
Room or Den? This lovely home 
has 
3 
Large 
Bedrooms, 
comfy 
Kitchen, 
Plus an Added 
Family 
Room, carpets, and drapes and is 
exceptionally clean. If has a pad 
for your boat and camper. Close to 
all shopping and schools. 
Terms 
available. Total hrice only $24,950. 
Call Katella Realty today. 776-2440. 


KATELLA 
REALTY 


121 N. S T A T E C O L L E G E A N A H E I M 


776-2440 


SELLING 
YOUR HOUSE? 


Wait—You need not worry. We will 
pay cash for your 3 or 4 bedroom 
home. Call now. We're open eves, 
7 days. 
H Red Carpet 


REALTORS 
892-4456 


13880 Beach Blvd., Westminster 


ANAHEIM— 


* 
THE DIRT B O M B ^ R 


Should be dropped on this sprawl 
inq 5 Bedroom that needs lots of 
Cleaning 
and 
Scrubbing 
Lonq 
Atrium Entry provides Privacy 8. 
Security. 
Other features 
Include, 
Huge F O R M A L LIvinq room with 
massive floor to ceHInq brick Fire- 
place, 
Elegant 
Formal 
D I N I N G 
Room. Step Down Family or Rum- 
pus Room. Like New Shag Carpet- 
ing 
but walls need paint. Over 
grown Landscaping needs weeding 
St pruning. Xlnt. Anaheim location. 
3 Blocks to Loara Hiqh. Distress 
Price $31,500 Call 776-2231. 
• SEYM*UR 


R E A L T Y St I N V E S T M E N T 
1205 S. EUCL|D_(S. of BaII) 
Anah 


ORANGE COUNTY PROP. 149 


T A K E A SECOND TO THINK! Why 
pay 
rent? 
You can own a 
home 
with 
payments 
less 
than 
rent. 
Some no down and no cosls. 
S O R E N S E N 
R E A L T O R S 
827-7830 or 638-3722 


* 
VA & FHA REPO'S 
* 


A N Y O N E CAN B U Y I 


TARGET REALTY 
827-7000 


REST HOMES 
129 


$115 PER M0. & U P 
• FREE UTILS. 
• DRAPES 
O BUILTINS 
9 CARPETS 
© 1 & 2 Bdrms. 


• 
children ok 


8382 WESTMINSTER AVE. 
892-4315 


$110 1 B R 
draperies, cpts, stove, 
over 40 no pets or children. 892- 
3600. 
_ 
_ 
_ 


• 2 BR, $145. N E W SHAG, POOL. 


Playgrd., bltins. Nr. all. Ideal for 
_younq familv._Np.pefs. 893-3149. 
1 BR, $115, Util Pd, in 6 plex, bltins, 
8472 15th St, 894-1155. 


$165, D L X E . 2 br, 2 ba, comp, re 
modeled, nu crpts. St drps., bltin 
range - child over 10, no 
pels 
537-5563. 


YORBA LINDAj- 
LG. 2 BR, w-vd. In 4-pIex, cpts., 
drps., bltns. 18182 Mandarin, 524-0799 
*CASITAS YORBA L I N D A * 


I D E A L C O U N T R Y L I V I N G 
FOR F A M I L I E S 
2 St 3 B E D R O O M S 
O A L L U T I L I T I E S P A I D 
• 
F O R C E D A I R H E A T AIR COND. 
O POOLS 
• GAS BBQ'S 


R E C R E A T I O N 
18700 Y O R B A LINDA BLVD. 


. 
_ 
_ 528-4336 


TOWNHOUSE, 
3 
Br. 2 "Ba. 
GarJ 
Pool, tennis court, $200 mo. 636-i 
2004 


DUPLEXES UNFURN. 
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* B R 
newly "' decor,' carpet',""drps. 
bltins, encl. pallo S. oar. $160. San- 
ta Ana,_n0_pct5^54118129. 


iTooTTiCE, clean 1 br. Santa Ana 
area^dults^ r e f w e q ' d . 776-2753. 
"BR. quiet, cln. patio, elderly lady 
pref. No_pets.JS.A. 543-2522. 


" D B R M , 2 ba, dbl oar, ericl rear 
yrd, 
bltns, 
frplc, 
nr 
Broadway 


Shopplngi 
Anah^$260^_5214)679. . 


2 BR, 2 ba, $"250, 26771 Las Palmas, 


Caplstrano Beach, 837-1462^eve. 
$150. L A R G E 
2 "BR., "shag carpets, 
drapes. 
Quiet 
area 
near 
Lucky 
M a r t ^ Adults^no pets.,542-3044 


n o v E L Y T & r i r r c r w 
" " " " 


for you Wellare welcome. 541-0356 
L O V E L Y Christian home. Lie. bo"ard 
& care. $225 Semi private, $275 
Private._Santa J V n a ^ J Ì M ^ m 
PVT. resd'l. 24 hr. care hörne cook- 
ing^ beautiful 8. cheerful, 772-0168, 
A M B U L A T O R Y 
Lady or äent, priv 
or semi, reas. 530-3345. _ 


B E A U T I F U L nèw "guest home, xlnt. 
food, all diets, wheel chair, walk- 
ers acceptable Welfare welcome. 
Special 
arranqements 
avail. 
for| 


vacajjons St wcckends. 638-947L 


H A V E 
O P E N I N G S 
iri Rest 
Homes 
for aged, men St women. In Corona 
& Riverside. Good food & country 
atmosphere. Welfare welcome. (1) 
686-5425; 


CHRISTIAN Ladies home, best food 
St care in town. 545-2640. 


Garages For Rent 
131 


E N C L O S E D 
storaqe, full time at-| 
tendant, $9.50 per mo & up, 556- 
8860.. 
SINGLÉ" 
556-8660. 


garage, $20 per 
month. 


GARAGES 


For Recreational 


Vehicle Storage 


Extra High 9 Ft. Doors 
Closed, Locked, Secure 


7932 Lampson, Garden 
Grove. Near Beach 
Boulevard (Hlqhway 39) 8> 
Garden Grove Freeway 
PHONE 892-9433 
• 


"$27.'50 S T O R A G E RM" 12x18" FT." 
541-6279 
_ _ _ _ _ 


2 BR TERRACE 


SUNNY, cheerul, breeze-swept up- 
sta Irs apt 
Huge window view on 
tree 
lined 
street. 
Refrig., 
ranqe 
cpts., drps. 
IMMAC! 
$160. 341 So. 
Harper, S.A. 52B-3486. 


Beach, Mts. & Resorts 
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T 


VACATION R E N T A L S BIG B E A R 
1 or 2 BR houses, 522-5541 
CABIN 
Bin 
Bear 
Lake. 
Wk. 
or; 


Wk.end. 633-8553 or 639-3597 
L A K E Tahoe cabin, No. Shore, 3 br, 
1": ba, wklv. 838-0880. _ 


S U M M E R 
rental 15' trlr. w-canopy, 
enclosed yd., pels & children ok. 1 
hlk from Doheny Beach Park. 635- 


_5672.bef 3 p.m. 
• BIG B E A R 2 br + rumpus rm, 2 
frplcs, sips 10. $50 wknd, or wkly. 
774-9230. 


STORAGE SPACE 


Located In the city of Orange, lust 
off Katella Ave. 12'x25' units - only 
$45 per month. Ideal for ooal or 
camper, 
antique 
car, 
furniture 
storage or surplus good. 


VALENTINE REALTY CO. 


R E A L T O R S 
635 E. C H A P M A N AVE., O R A N G E 


532-6777 


RANCH PROPERTY 
FOR RENT 


$30 8, UP on Harbor nr Disneyland. 


Ulll 8, pk. gd_. fir. 537-2267 eves. _ 
O F F I C E S 
300-1000 
ft., utils., A-C" 


Brookhurst St G.G. 636-0122. 
2 S T O R E S or "offices In Anaheim, on 
W. Lincoln, 1200 sq. fl. $250. 1058 
sq. ft. $210. Call Saber Realty 778- 


_4000. 
_ 
__ 


" D E L U X E PATIO O F F I C E 
10568 M A G N O L I A , 
Anah. 
near 
all 
frwys. IncL services, $75._827-3290. 
MISC steel file 8< conference table. 
897-7994. 


S T O R E - O F F I C E 


900 sq. ft., $235 mo., carpets, pan- 
eled, convenient 
location. 227 S. 
Tustln, Oranqe. Bkr. 547-6469. 


BEAUT. Dec. office suite, to share 
or sub-lease, loc. in Laguna Niguel 
499-2266, 9-4 pm. 


COSTA MESA 


550 sq. ft. corner sulle in prestige 
office bldg. Harbor 8< Adams. $275 
P-m. 545-7131. 


DELUXE 305 SQ. FT. 


Office, air conditioning, cpt, drps, 
East Irvine Blvd., qround floor lo- 
cation, reasonable rent, off street 
. parklnq, B. Gibson, Realtor. 832- 


6611. 


P R I M E 
location 
Tustln 
Ave., 
Or- 
ange, 330 to 690 sq. ft 
air cond., 
cpts., drps., 30 cents per sq 
ft. 
639-6420. 


A T T E N T I O N G.l.'s, only $15. moves 
you into a brand new 3 BR, VA 
bath t o w n h o m e , location-Santa 
Ana, 772-6603, bkr, 543-0542. 


PUBLIC NOTICE 


50 H O M E S FOR S A L E 


VETERANS ADMINISTRATION 
SALES BROKER 


636-1700 


ALSO, WE BUY HOMES 


1150' I M M E D . occup. Will divide for 
2 or more tenants. Coast hlohway 
at Newport_BI._Free_prkg. 642-4644. 


M F G - R È P S — B U SIN ESSM E N 
A-C, cpt, drps, ofc on 
premise, 
sec'l 
service, 
$65^145 
Incl. 
util 
S.D. fwy -.N. Htg Bch 847-8001 
BEAUT, lux 
exec, office, 15x60, w 
separate 
secretarial 
and 
recepì, 
area, 
16x13. 
Overlooking 
Balboa 
Bay. Conveniently loc. Ili Newport 
Financial Center. 500 Newport Cen, 
_te£_Dl\, 
833-9320^ 
2 F R O N t 
O F F I C E S 
$100. util. pd. 
250 sq. ft. + pvt. ba. 836-8390 S.A. 
Frwy._at_Grand_Ave^off_ramp. 


TUSTIN St Chapman, Org. 2^000 sq. 
ft. $375 per mo. Walsworth Real Es- 
tate. 956^7420. 
BRAND" 
Nu 
stores, 
offices 
17301 


Beach, Htg. Beach, 842-2834 
STORE In shopping ctr, 15x50, 15081 
Edwards 
St., at 
Bolsa 
in 
Htg. 
_Beach,Owner._(7J4) 728-1727. 
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5 A C R E S In Yorba Linda for Rent 
or Lease Zoned Horticultural use 
or 
14 
horses 
without 
variance. 
Commercial stables with variance. 
Close to Nixon School. $500 mo. 
528-5677. 
_ 
_ 


XLNT. loc. for stable. 15A - level 
Chula Vista. 538-9740. 


INDUSTRIAL PROP. 
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^ ^ T N A H ^ R T ^ A f ^ A A N A ^ 


G A R D E N G R O V E - A L L SIZES 
DON Y O D E R , 838-1618 
* 
COSTA MESA i r 


1300 sq. (t., priv. office, A-l cond., 
$195 mo. 
1465 - 1700 - 3000 sq. ft., new bldg., 
3 phase pwr. 


C. ROBERT NATTRESS, RLTR. 
COSTA M E S A 
_ 
642-1485 


SANTA ANA - 1ST K G R A N D 
. 1000 St 1430 Sq. Fl. Units 
3 Phase, R O N COSBY, 55B-3901 
T 


^ S P A N I S H DECOR 


Deluxe suite 288 sq. ft. 9 up. Air 
cond., 
w-w 
carpeted, 
drapes. 
4 
prime locations w-easy access to 
frwys. Ample parkinq from $35. 


©1100 Sq. Ft. Also Avail 


5.27-2288 
OR 
776-4330 


MEDICAL DENfÀL SUITES 


Established 1 bldg. with xlnt. loca 
tion for general 
practitioners 8< 
specialists. 
Ample 
parking. 
6552 
Bolsa (at Edwards) Htg. Bch. Call 
(213) 435-8226. 


William Wajters Co. Realtors 
. 


L O V E L Y office suite". Nr. W. Orange 
County Court 16x26. $130. 
S39-1527 


8 O F F I C E SUITE-1750' cp"t, ac- 18c 
ft., In Ml Indus. Park, vie. Ncw- 
port Frwy 8, EdlngcrJ_675-260_L 


i r REPOS 
+ 


New 
list 
daily. Get yours 
now. 
Free, no obliqation. Lots of great 
buys 8. qood terms for anyone. 
R E D C A R P E T 
R E A L T O R S 


774-9230 


I W I L L B U Y YOUR" H O M E 8, P A Y 
Y O U 
CASH 
TODAY. 
NO 
GIM- 
_MICKS! 879-0063 Ask_for John^ 


$500 - $800" DOWN 
NO QUALIFYING 


9652 Cornwall 
4 BR Condo 
H.B. 
6478 Cathay Cr. 
3 BR, 2 BA 
B.P. 
5632 Alfred 
4 BR, 2 BA, 
West 
921 E. Hunter 
3 BR,2 BA 
S.A. 
10932 Rustic Ln. 4 BR, 2 BA 
Anah. 
9182 
Reading 
3 
Br., 
1 
Ba., 
W. 
2813 Camden 
3 BR 2 BA 
S.A. 
1280 S. Cedar 
3 BR + Den 
S.A. 
23376 Via San Mtquel 3 Br H i ba Lg. H 


B E V E R L Y JACKSON 
R E A L T Y 
545-8245 
or 
847-6033 


L O V E L Y 3 BR, 2 ba, $32,000 or $260 
lease, back of Salk 8, Elem schl, 
prin 00^838-2748.. _ 


SUNDAY OPEN HOUSE 11-5 
P R I C E D way under market. Neat 
& clean 4 BR 2 bath nicely cpt'd., 
lge. patio, EZ care yard, pool size 
lot. Dog run, sell, low down or 
lease option. 


11822 POES, A N A H E I M OR CALL 


CASA DE 0R0 
537-3311 


„ 
O W N E R MUST S E L L 
3 
Bdrm, 
2 Ba, fireplace, 
BBO, 
builtins, room air conditioner, buil 
tin book shelves, central location, 
huge lot, only $28,950, terms tol 
suit. 


TOM K E Y 
R E A L T O R S 
776-9302 


FIXER UPPERS 


PAINT-CLEAN-SAVE $ 
Anaheim - 4 BR - Pool 
$28,500 


A N A H E I M - 3 BR - 2 Bath 
$28,500 
W E S T M I N S T E R - 3 BR, patio $73,500 
GARD. • GRVE.-3 
BR-carpet $22,500 
B U E N A P A R K - 3 BR - patio $23,950 
SANTA ANA - 3 BR - 2 Bath $24,500 
Consider car, boat or what 
have vou as down payment? 


S H E R W O O D 
R E A L T Y 
635-3090 


GOVT, repossessions, all areas, call 
now for free list, bkr, 635-7760. 


WANTED: 
2 P0DNERS 


10 Horses & 12 Kids 


To take possession of this WAGON- 
W H E E L CHARM R A N C H 
HOUSE 
nestled on 
A C R E S 
S M A C K 
DAB 
in the city. 2000 sq. ft. of 
custom 
design 
w-step 
down 
22' 
F A M I L Y 
ROOM, 
2 
brick 
fire- 
places. Round-up Kitchen w-pantry 
+ 
DINING 
for 
20 
cowboys 
8, 
cowqlrls. Separate 1 Br. 
BUNK- 
HOUSE. 10 pipe corrals. Havbarn. 
Tack room. Pump house. Vets lab. 
Workshop. Hideway study. MUCH 
M U C H 
A',ORE!! 
CALL 
TODAY 
FOR 
M O R E 
D E T A I L S 
A N D 
APPT. 
TO 
S E E 
FOR 
YOUR- 
S E L F ! ! ! 


(714) 778-3300 


FOREST E. OLSON, INC. 


REALTORS 
801 S Brookhurst SI. 
Anaheim 


FOR sale by owner. $30,500. Home 3 
vrs. old. Xlnt. cond., 4 bdrm., 2 
ba., fam. rm., ww crpts., frplc., 
landscaped w patio. 637-7135. 


BY owner," 3 br., 2 ba., ww cpt., 
frplc., 
cov'd. 
patio, 
blk. 
wall, 
spkrs., assume, 6 % % 
loan. 778-1 
4432. 


A S S U M A B L E 6=4. Beaut. 3 BR. Split 
level home. Plush cpts. 8< drps, 
thruout; All bltins. In kitchen. Pic 
turesque landscpg. w-pond 8, wat 
erfall. Community swim pool. 2'/i 
car qar. $33,700. 776-1767. 


G R E A T 
3 BR. 
8< den, beautifully 
landscaped, 
cul-de-sac 
lot. 
Must 
see to appreciate. S34.900. Try 5 % 
down. 


P A L M E R S 
I N V E S T M E N T 
5384389 


STORES FOR RENT 


Cypress-New Neighborhood shopping 
center. Terrific • location 
for 
all 
types of Retail Business. 


Call H E R B P R E S S 
635-OB20 


^ 
M A K E NO M I S T A K 


this Ramblng Ranch Style 3 bed, 
room 2 bath area home is the Best 
Buy In Town! Located on a large 
tree 
shaded 
lot in an 
excellent 
Anaheim 
neighborhood, 
special 
features include large formal liv- 
ing room highlighted by a Bio Biq 
Brick 
Fireplace! Queen's 
kitchen 
with 
Built-in 
R8.0 and loads of 
Stor-AII Natural Wood cabinets! 3 
Twin-sizo 
Bedrooms 
with 
Large 
Wardrobe c l o s e t s ! 
Landscaping 
needs some cutting and the house 
needs painting St cleanlnq but Oh 
What A Buy at 524,500!' It's VA 
CANT! Call 776-2231. 
•SEYMOUR 


R E A L T Y St I N V E S T M E N T 
1205 S. Euclid (S. of Ball). 
Anah 
BEAUT home by "owner. 3 Iq bd, i 
ba, immense liv rm, fam rm, cov 
patio, fncd, sprklr sys, nu ext pnt 
$33,500. Eve appt. except wkends, 
630-2847, 776-6763. 
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7Ai 
CcMsU/* 


OF / H O M E S / V - - 


"• NOW R E N T I N G O 
NOW R E N T I N G 
P A L I S A D E S 
CEN- 
TER L U X U R I O U S NEW O F F I C E S 
WITH 
A 
PATIO 
A T M O S P H E R E . 
C O M P L E T E WITH: 


PLUSH 
C A R P E T 


D R A P E S 
P I P E D IN M U S I C 
AIR 
CONDITIONING 
Conven. lo frway, restaurants & Or- 
ange Co. Airport. Located at In- 
tersection 
of 
Campus-Irvine 
8, 
Bristol St. From $115 per mo. No 
lease required. All utils pd 8, free 
ianitorlal service. 2082 S.E. Bristol 
St., Newport Beach. 557-7010. 
Sub-Leased oflice space, priced far 
below mkt., ready lo occupy or 
build lo suit. 1,000-5,500 sq. II. Call 
vour office Icasinq Bkrs. Summit 
Realty. Mr. Savage nr Mr. Olson. 


714-547-0736 
r U X U R I O U S "office suite", pvt. bo., 
$155 mo. lireproof bldg. 1638 E. 
17th S.A. 835-1707. 
FOR Iease 450 sq." ft. space in"sm. 
shop'g. dr. Nr. Euclid 8, Ball Rd. 


_805_S. Euclid, Anah. 638-8244; 


O 
M O D E R N " O F F I C E S.A. 
• 
$95. mo., GD. LOC. 
558-8636 


Now Available 
To The Public 


OVER 75 GOVERNMENT 
OWNED HOMES!!! 


NO ESCROW 
F E E 


NO POINTS 
NO TITLE 
F E E S 
NO NOTARY 
F E E 
LOW DOWN 
S O M E R F I X E R 
U P P E R S 
S O M E 
R E F R U B I S H E D 


R E A L T Y 


821-9200 or 638-8700 


8518 Katella, Garden Grove 


ON K A T E L L A AT D A L E 
_ _ 


W O N ' T LAST! 


Best school areas, choice neiqhbor- 
hood, 4 spacious BR'S, VA BA, frpl 
In Master Bedrm. Frple in liv rm. 
Bltin 
R8<0, dshwshr 
& 
washing 
machine. Forccd air heat, crpts 8, 
drps. Hurry and see now $31,950. 


ELLIS-SCHRADER, INC. 


534-7200 


" I R V I N E S " 
ORANGE 


O R C H A R D S 


"The Ranch" offers 4 br.. Immac- 
ulate 3 vr. old homo. Oriental gar- 
dens on a auiot cul-de-sac adioin- 
inq a green belt. 
WALKER & LEE 


R E A L T O R S 
546-0022 


» 


• O R A N G E i 


I 
14x16 


F A M I L Y ROOM 
$36,900 


I S h a r p . 
3 
B d r m . , 
2 
Ba.. 
I paneled family room, formal 
j dining 
room, 
professionally 
I landscaped, 
l a r g e 
m a s t e r 
I bedroom with s e p a r a t e vani- 
! tv. 
Owner 
has 
purchased 
! another home. M u s i s e l i now. 


j 
Now $29.5(10 


| Must sell i m m e d i a t e l y . 
Iie- 
I duced 
another 
$1,000. 
Up- 
{ d a t e d interior, n e w s h a g ear- 
J pet. built ins. bathroom pull- 
I m a n s . Villa Park High School 
| District. 
Quick 
possession. 
| Call now, m a k e offer. 
I 


N K K D K I ) 
NKW O W N E R 
$34,950 


Kxtra nice. 4 R d n n . , 2 Ba., 
| del piso tile entry, fireplace, 
j l a r g e separate 
Master 
bed- 
room. light and airy kitchen.' 
Priced 
for quick sale. 
Call 
now for appointment. 


^ 
F O U N T A I N 
V A L L E Y ^ ! 


F A N T A S T I C 


G R E E N B R O O K 
' 
Most popular Granada m o d e l 
for only $56.500. 4 B d r m . , 3 
Ra., 3 c a r g a r a g e . F o r m a l I 
dining, l e s s than 2 yrs. old. | 
Parquet entry, wet bar. on a 
quiet cul-de-sac. Call 963-5611 


B E T T E R T H A N 
N E W 


D r a m a t i c 
Seville Model 
for 
o n l y 
$43.900. 
C o m m u n i t y 
pool, 
clubhouse, 
s a u n a s . 
3 
Bdrm.. f o r m a l dining, lots of 
stone. Central location. Call 
963 5611 


ASSl'.MEABI.E 
Vacant, 
4 
Bdrm.. 
2 ' 2 
Ra.. 
i m m e d i a t e 
possession. 
Onlv 
$32.500. Total p a y m e n t .$268 
per month. Call 963-5611 


M E R E D I T H 
MANSION 
3 I,g. B d r m s . , 2' 2 Ba. h o m e 
with 
l,g. 
family 
room 
in- 
formal 
d i n i n g . 
B e a u t i f u l 
grounds. 
Only'$49.9511. 
con- 
vcntional 
terms. 
Call 
963- 
5611. 


^GOODWIN 


. í' C Ci M f Í A 
N 
f 


ESTABLISHED 1875 


2(i.S(i S a n t i a g o 
B l v d . 


998-4(ifi.'i 


17187 
H r o o k h u r s t , 


% o rifili 
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I ANAHEIM- 
¡ANAHEIM- 


(CONTINUED) 


OLD WORLD 
CHARMER 
+ Guest House 


I ENTER 
RURAL 
RUSTIC 
CHARM 
from old world parlor to COUN- 
TRY KITCHEN + 
banquet DIN- 
NING. Huge living rm. 8, HIDEA- 
WAY STUDY. Sweeping stairs to 
IT 
MASTER, 
HUGE 
GAME 
ROOM and children's QTRS. SweeD- 
Inq veranda 
overlooks 
malestlc 
lives li SUMMER 
GUEST COT- 
TAGE. CALL TODAY FOR 
DE- 
TAILS 8, A PREVIEW. CALLI 


(714) 778-3300 


FOREST E. OLSON, INC. I 


REALTORS 
BOI S. Brookhurst St., Anaheim 
the very sharpest 


Emotional 4 bedroom with bril- 
li a n 11 v colored landscaping. 2 
baths Patio. Dining room. Custom- 
ized kitchen with dishwasher. Rear 
living room. Air-conditioned. Cus- 
tom interior. $28,900. Brk. 635-0070 
# TARBELL 


1584 W. Katella, Ana 


jCharming Cinderella 


Home in excellent condition. 3 bed- 
room, 2 bath Tree shaded corner 
lot. Exceptional neighborhood. All 
this for only $31,500. No. 253 


DONALD M. 


(CONTINUED) 


IY R ~ vroli~l,750~s"a7"ft~3"br.T^iin~ 
rm„ 
brick 
BBQ, cement 
patio, 
SDrklrs., air cond^ Dichondra Iwn., 
VERY 
NICE. $3X500. 528-2780 & 
993-0641. 


BEACH 
TRIPLEX 
$23,500 


OLD WORK CHARM SURROUNDS 
OWNERS 
UNIT 
from 
beveled 
glass entry to banquet 
DINING 
ROOM w-bullt-ln h a n d r u b b e d 
stralnglass hutch. Gourmet kitchen 
w-walk-ln pantry. Hldewav study 
for dad. 2 Adlolnlng 
SQUEAKY 
CLEAN 1 bedroom units will near- 
ly make your total payment for 
vou. Only minutes to one of Calif's 
finest beaches & marinas. No va- 
cancy factor. Huge lot with floral 
BUSH GARDENS 
landscape. NO 
DOWN TO VETS or finance any- 
way 
you 
like 
ENJOY 
SMOG 
F R E E 
LIVING 
TODAY! 
CALL 
NOW!! 


(714) 778-3300 
FOREST E. OLSON, INC. 


REALTORS 
801 S. Brookhurst St.. Anaheim 
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ANAHEIM— 


(CONTINUED) 


DesperateT 
OWNER 
Desperate. 
Large 
shade 
trees. 4 bdrms., 2 baths. Rear liv- 
ing rm. dining rm. bullt-lns. Car- 
pets. Move-In c o n d i t i o n 
brk/ 


$26,750. 635-M70_ 


BY owner. Home sTiow exec., Loara 
Schl., 4 Br., din. rm., paneled fam. 
rm.. 2'/j a., cov. breezway, pool, 
boat-trlr. access. $44,500. 776-6838 
appt. only. 


$1000 £>N $38,500 4 Br. 2Vs ba. 6Kr\ 
821-9500 


CINDERELLA HOME 
Xlnt W. Anah. local, 3 BR, 2 ba, 
dbl gar, Irg fncd bkyd, $33,800, 
assume V.A. Loan, by owner, 826- 
3097. 


ANAHEIM 
ESTATE 
Over 1 Acre, 4000 + sq. ft., southern 
style. Maid quarlers. 3 bdrms, Iqe 
fam rm, 3 frplcs, 3 baths, stable, 


_$97,000._Call 539-1661. 


| LOVELY 
Park 
Village 
home. 3 
Bdrm., 2 ba., log burninq fire- 


Bird 


place, modern kltch., great area. 
5% 
down. $29,950. Call 
SABER 


Realty, 778-4000 


YOU ARE LUCKY THIS 
BEAUTI- 
FUL HOME IS STILL FOR SALE. 
1ST BUYER DID NOT. QUALIFY. 
By owner, Beautiful 4 br„ 2Vi ba., 
2300 sq. ft., Ilv. rm., den & fam. 
rm., 2 frplcs., Indscpe., pool, nr. 
all best schls. Terrazzo entry, gold 
shaq thruout. $49,400 firm. 1768 
Colonial Ave. Call 534-B627, 772- 
9057, 523-0110 for appt, 


ASSOCIATES 
REALTORS | 


832-8800 


17802_lrvine Blvd. Tustin 


VACANT—OWNER HAS LEFT 
this charming 3 bdrm, 2 ba. home. 
New c a r p e t s , freshly painted, 
built-ins, dishwasher, 
Iq. 
family 
rm. tree shaded lot, covered pa- 
tio. 
Immediate 
occupancy 
with 
terms to suit. 


TOM KEY REALTORS 
776-9302 


i c FIXER UPPER i c 
4 BR, V/2 bath, condo. over 1400 
sq. ft., carefree living, attractive 
features 
thruout 
— 
full 
price, 
$23,900. 


J. THOMSON REALTY 


956-B740 


SAVE REALTOR'S F E E - 1 ACRE 
IN S.A. CANYON $90,000. PRINC. 
ONLY._637-O531. 
_ 


1,900 SQ. FT CUSTOM HOME. This 
Is one of the nicest custom built 
homes. All the rooms are very 
spacious. Has 2 fireplaces & many 
more features. Hurry on this One. 
Asking price S32.000. KATELLA 
REALTY. 871-9165. 
'MINI RANCH 
VzAcre-Bargain 


$262 MO. PAYS ALL 
ENORMOUS 34' PONDERO- 
SA 
living 
room ifl, formal 
Dine. M A S S I V E 
country 
styled stone fireplace 
Rear 
of home Is a WALL 
OF 
GLASS overlooking dance pa- 
vilion St grounds. Round-up 
sized 
kitchen 
& 
breakfast 
eating' area with 
PEGGED 
OAK floor. Separate master 
suite & children's wing. In- 
tercom. Gas 
Bar-B-Q. 
As- 
sume existing $26,350 loan. 
NO-QUALIFYING _ 
HUR- 
RY. 


CALL 539-7724 


FOREST E. OLSON 


REALTORS 


ORANGE COUNTY PROP, 149 
BUENA PARK - 


(CONTINUED) 


ABANDONED 
ESTATE 


ONLY $19,900 


CUSTOM RANCH HOME,, Iron date 
entry, wide SWEEPING 
CIRCU- 
LAR. DRIVE, 
court vard 
with 
MINI ORCHARD, charming home 
with huge bedrooms, two baths - 
ROMAN STYLE - close to schools 
arid shopping - IMMEDIATE POS- 
SESSION - owner is anxious •; 
STEAL IT. Take advantage! 


FOREST E. OLSON 


INC. REALTORS 


821-5040 (213) 924-12011 


Across From Knott's Berry Fa rm. 


FORMAL DINING on a "Budget 


Lovely 3 bdrm, 2 bath home de- 
signed with a woman In mind. 
Bltn features In kitchen, fireplace 
lends a cozy touch to large living 
room. A heavy shake roof adds an 
elegant touch to . the , ranch type 
exterior. Good VA 
loan to as- 
sume with low down & payments 
—'-- $224 per mo. Total 


ORANGE COUNTY PROP. 149 
FOUNTAIN VALLEY- 


(CÖNTINU6D) 


MEADOW HOME, 3"br., 2>/a 5a7,TgF 
yd., new Painr In3:, laroe rooms: 
$39,500 REX_L. HpDGES,_847-2525, 
GREAT LOC. 3 BR, l'/j Ba., hrdwd, 
f oors, dishwshr, 'bltlns., lovely pa- 
tio, nicely decor.,' xlnt. school 
$20,500, Bv Owjier. 871-9778. 


• * 
BUDGET. PRICED 
IMMACU 
LATE: 3 bdrms., 2 baths, blt-lns 
covd patio, genuine hrdwd floors, 
Take over payments cheaper than 
rent, or submit new loan. Only 
$25,450. 


FIRST PIONEER Rlty. 
842-4421 


FULLERTON- , 
HAPPINESS Is 1 acre or Vi an acre 
2,250 sq. ft, or 2,030 sq. ft. Both of 
these lovelv homes have spacious 
bedrooms, family rooms, both art 
custom built, homes & much more, 
Call 
now, KATELLA 
REALTY, 
•871-9165, open evenings, 


HOT POTATO! 11 
Two Bedroom Cutle w/1 Bath, Sql. 
Car. 
Gar., 
nice' trees 
shaded 
street, huge rear, yard — many 
trees and shrubs. Freshly redec, 
nice shaq. carpets .&. new open 
mesh drapes. Walk to shpq. Good 
for tired and retired! $24,750. 


RED CARPET, REALTORS 993-9800 


KATELLA 


price 
REALTY 


of only ... 
of 
$28,500. 


_530-0212. 
$32,800 sWTÄTPool home 4 Br, î Ëa 
Bkr. 821-9500 


V A O R F H A 


Huqe 2 story, 4 br, Vh ba, shake 
roof, water softener & lots of ex 
tras. Only $42,000, 


MOTHER IN LAW SUITE « ^ Red Carpet 
3 BR, fireplace, forced air, built 
Ins, 1% ba. + 
addttional 1 BR, 


super sharp'. W i a s * I M S : REALTORS 
995-2100 


| Frank Reed Rltv. 
995-2671 772-3025 3 - B R — s u p e r 
s h a r D eHcfwnteOome 


In Loara HS District. $31,500 Bkr, 
774-0601, 826-9071 eves. 


HORSES! HORSES! HORSES! 


IVi acre site with custom built 
3200 sq. it. home designed for 
country living 
Contains 3 larqe 
bedrooms, 20x27 family room, 22 x 
19 game room, 4-car garage - and 
a work shop. Great place for kids, 
horse 
lovers, 
and 
antique 
car 
buffs. . . .$92,500. 
CALL 544-4900 8 AM-9 PM 


TAKE OVER GOVT. LOAN I 
$795 TOTAL DOWN 
TOTAL CLOSING COST 


IVa YRS. old quality built home. 
Air conditioned. Good carpets, cus- 
tom drapes, bit-In range & oven, 21 
spacious brs., dbl. det. gar. Total 
price $23,950. 
' 


I Frank Reed Realty 772-3025 995-2671 


Repossession 


Sparkling 
clean 
homes, 
newly 
painted, carpeting in soma 2, 3, 4 
& 5 bedrooms, some with pools, 
fully 
landscaped 
VA, 
Gl, 
FHA 
terms. Many no down payments 
required. From $15,950 to $36,000. 
COLLINS-WATTS, INC. 


1893-5063 
(213) 697-6194|REALJr 
Y„ 


VISION 


# red 


1.1641 Magnolia St., G.G. 
HOME 
SELL YOUR HOME DIRECT TO 
BKR. 48 HOUR SERVICE. 
RED 


_CARPET REALTORS. 774-9230. 


| CLEAN 2" Bdrm., 2 ba, dining rm., 
1200 sq. 
ft. 
Condominium, 
alrl 
cond., bit-Ins, fireplace, shag cptq. 
& drps., pool. $21,950. 5 per cent 
down. Call Saber Realty. 778-4000.1 


REALTORS 
Serving Oranqe & Villa Parle 
Orange-Santa Ana areas 
18002 Irvine Blvd. 
Tuslln 


POTPOURRI 


AND POOL 
$23,500 


i i h i r 
Ä „ r f d f „ n s i r i l l 
W O O 
T H A T 
W O M A N ! ! 


Xi.» ilSih SllL «io «^ni-c 
PUT her into this cozy Ranch Style 


3 BED - 2 BATH 
"$1,650 DOWN" 


Assume payments less than you 
could rent. Absolutely no qualify- 
ing. Sparkling clean like a model 
home. New shag carpets & drapes. 
Paint fresh as all outdoors. Total 
price 523,650. Ca'l Now!! Submit 
your terms. 
WALKER & LEE 


REALTORS 
539-7753 


and out with new tile floors 
kitchen and bath. . .Forced air 
heat. . .Reflnished kitchen cab! 
nets with new hardware and count- 
er top. . .Tons of sundecklng sur- 
roundlnq an 18x30 free form An- 
thonv pool complete with underwa- 
ter light and diving board. . .dou- 
ble detached garaqe. Unbelievable 
?? It sounds like but this repos- 
sessed home Is for real and any- 
one can buy for low down terms 
hurry!! 


w 3 Lge. Bdrms. - 2 Baths - Big 
Mod Kit. w-Blt-ins. Re/ax B/4 the 
glowing Br. Frplc. in neatly redec. 
Liv.-Rm. - Nice size Fam. - Rm. 
Matching Wallpaper and Curtains, 
C o u n t r y 
atmosphere-Split Rail 
fence cov. w-roses. New paint in 
and out. Re-surfaced 
Driveway. 
Only $31,950. 
RED CARPET, REALTORS 993-0800 


• 
$28,500 
• 


3 Bdrms., family rm., with fire- 
place, blt.-ln range, oven & dish- 
washer. Seller may pay part of 
Veteran's cost. 
SHERWOOD REALTY 
636-0600 


VACANT & ANXIOUS 


To sell this newly decorated 3 
Bdrm 8. large separate family 
rm. home, like new ww car- 
pets, clean as a model home. 
Lovely floor to celllnq fire- 
place, bit-in range & oven and 
priced at only $29,000 which is 
the 
G.I. 
appraisal. 
Seller 
mriht Lell G.I. terms. Submit 


Local Orange County 
Number Call 956-3940 
T®lar Realty 


NO DOWN PAYMENT 


5 Bdrms, 2 baths, huge add on fam. 
rm., epto. drps, elee bltlns, room 
for boat & trailer only $30,500. 


Red Carpet 


995-2100 


Realtors 
774-9230 


502 S. St. College Bl., Anah. 


INVESTORS 
DREAM 


4 UNITS—$48000 


|JUST LISTED . . . and what a BUY- 
FOUR large units, completely fur- 
nished. ALL RENTED. Lo-io ,va' 
cancv history. Close to everything. 
Owner liquidating and sacrificing 
for fast sale. HURRY, call 774-8200 
- 
iM\/rcThACMT 
for appointment to see. 
& INVTB I MTN I 


JOHN BRISCOE & Assoc. 429 s. EUCLID 
ANAHEIM 


435 N. State College, Anaheim, Calif. 


JUST LISTED 


4 BDRMS. 


LOVELY 
SWIMMING POOL 
EXCELLENT AREA 
$29,250 


VACANT 
FHA & Gl TERMS 


This sharp home has a large love- 
ly built-in decorator kitchen, 1% 
baths, beautiful full wall fireplace, 
formal dining, forced air heating, 
entry hall, lush like new shag car- 
pets, drapes. Loads of paneling & 
planters. Double qarage. It has ev- 
erything. Fantastic buy, see it to- 
PAUL ALLEN 


REALTY 


533-6030 


806 W. LA PALMA, ANAH. | 
truly ideal! 


$31,500. Groat family 4 bedroom. 
Bo&t & trailer area 
LarPe yard 
for the kids. Shag carpets 2 baths. 
Dining 
room, 
bullt-lns. 


BLUE RHAPSODY 


GARDEN Kit. W 3 patios surround- 
ing it — 2 & Den or 3 Bdrm. — 
Sep. Utll, RM. + Bl. Wall Fence 
"Model Home" clean - Only 5 yrs, 
young. Prof. Ldscpd. Great area, 
close to shops; $33,900. Red Car- 
pet. Realtors, 993-0800. 


CUTE 
Custom, 3 br, gualltv con 
structlon 
Huge lot, $22,000 RED 


_ CARPET RLTRS. 522-5401 
OWNER 
desperate. Corner 
lot 
bdrm. 
Large 
boat 
gale. 
Huge 
kitchen. Rich paneling. 2 baths. 
Rear living rm. Dining rm., family 
_rm._Brk. $27,500., 821-7171 
We've 


RED UCi D~$ 1,500 


Features spacious bedrooms, wall 
to wall carpets and drapes, thru- 
out-sparkllng pool-only $35,950 with 
5% down. Call 524-8820, Walker " 
Lee Rltrs. 


ATTENTION G.l.'s. only $15. moves 
you Into a brand new 3 BR, V/i 
bath t o w n h o m e , location-Santa 
__Ana, 772-6603, Bkr, 543-0542. 
ABANDONED. Free lists of repos 
sessionsJn all area5._Aot._776.7330. 
BY Owner, 4 BR, Vh ba', ww cpts 
new paint, blk wall, assm FHA 
loan, $24,500, 828-5681, after 5. 


Gl NO DOWN 
3 BD, ranch style, beáut maint, 
adult occup, patio, fam rm, bkr, 
557-8623. 


VACANT 
QUICK POSSESSION 


Four year old spanish style 4 Br, . 
Ba, home In xlnt Anaheim area. 
Crpts, drps, bltlns, forced air heat 
and a low price of only $30,900 
don't delay call us now. 
• 
larwin realty inc. • 


827-2221 
24 hrs. 
213-430-0322 


SHAKE ROOF BEAUTY 


Super deluxe, 
excitingly clean 
fantastically 
priced, 
hardly 
de- 
scribes this lovely 3br, 2 ba home. 
Ideal Anaheim area on cul-de-sac 
street for added safety. Better hur- 
ry. Woh't last long at $33,950. See 
for your self Call! 


O larwin realty, inc. o 


827-2221 
24 hrs. 
213-430-0322 


Paint & Save 


On this large 5 Bdrm home that 
has got to be Vhe best buy in 
years. Large wrtertalnlng step 
down family rm, formal dlnino 
rm, loaded with extras, but 
needs 
tender 
love 'n 
carel 
Close to Loara High School 8. 
St. Justin's parish. Offered at 
$31,500. 


Local Orange County 
Number Call 956-3940 
T*lar Realty 


& INVESTMENT 
429 S. Euclid 
Anaheim 


COUNTRY CLUB ESTATE 
In xlnt condition. 3 large bedrooms, 
VA baths, family or formal dinlriq 
room, large back yard. Room for 
boat & trailer, oversize double at- 
tached garage, lots of fruit trees. 
Priced at. $32,950. 
K A T E L L A 
FEALTY. 627 So. Brookhurst, Ana 
helm, 772-0150. 
BDRM., 2 ba., Indrv rm. or 5th 
bdrm. Ln assumption. 635-7817. 


Gl TERMS 
$23,500 


3 BDRM. BEAUTY 


WOW-WHAT A 
BUY! 
Located on 
quiet, tree-lined street-warm wood 
paneling in over-sized living room 
- formal dine. - country kitchen - 
big 
b e d r o o m s . 
CARPETED 
THROUGHOUT! 
Patio 
living 
in 
large tree-shaded backyard! Don't 
miss out - CALL TODAY! 


CALL 879-2200 
FOREST E. OLSON INC. 


REALTORS 


BREA- 


| REALTORS 


NO DOWN 
G.I. 


for this 1800 sg. ft. home. Ample 
room for any family, 5 bdrms., 2 
baths + a convenient & comforta- 
ble family rm. Efficient electric 
built-in kitchen appliances, huge 
lot with room for boat or trailer, 
desirably located in Loara High 
School district. F.H.A., V.A., & 
conventional terms available. Steal 
at $30,500. 
^ r Red Carpet 


NEW Home In Glenbrook Hills, Ig 
lot, 3 br, 2 ba, flrepl, dshwshr, 
continuous cleaning ovefi, fam rm, 
buyer may select own floor cover- 
ing. Move In now. $35,325, 10% dn 
714-496-5281 or 714-JE4-2100. 
_ 
A BANDITOS RANCHITO 
MOST elegant home ever! He will 
LOVE the paneled 28 ft. Fam 
Rm. with Brick floors — Arched 
Frplace — huqe wet bar w Beer 
tap. SHE will drool over the For- 
mal Din. Rm. and M Bdrm. W 28 
Ft. — Incl. sitting area — 3 full 
baths — 3 car garage — 
New 
$5,000 
rear 
vard. 
Sacrifice 
at 
$49,500. 


RED CARPET, REALTORS 993-0800 


REALTORS 
1831 W. KATELLA 


778-2700 


ANAHEIM 


room. Large utility 
room. brk. 778-5700 


Family 
room. Guest 


TARBELL 


2091 Lincoln,, Ana_ 


CUSTOM HOME 


1900 SQUARE FEET 


This lovely home is in Anaheim's 
finest area. There are 3 Huqe Bed- 
rooms or one may be used as a 
Family Room. Two wood-burning 
Fireplaces. Carpet:., Dra.)C3, dou- 
ble naraqe -ind mnnv extr-s Truly 
a O'r.tom Home. There Is room for 
youi boat and camper. Total price 
only 
S3?,COO 
Call Katella Really 
loday. 776-2440 


KATELLA REALTY 


121 N. STATE COLLEGE, ANAH. | 


776-2440 


NO DOWN 
PAYMENT 


...Veterans. Lo-Lo down and excel 
lent terms to all non-vets. Home 
features: Large bedrooms, Aircon- 
ditloning. Formal 
Living 
Room, 
Family Room. Stone F.P. Home- 
makers kitchen, deluxe bullt-lns. 
Dining. Bio, professionally lands- 
scaped. D-D Garage. Extra cement 
area for boat 8. trailer, house 
trailer, extra cars, or whatever. 
Call Now, 774-8200 


John Briscoe & Assoc. 


[435 N. State College, Anaheim,_Callf. 
LOARA HIGH SPECIAL! 4 Bedroom 
fixer 
upper. 
Fireplace 
bullt-lns. 
Huge corner lot. Paint and save. 


| BS* owner, open house, 1104 W., 
Ndrh St. 4 BR, fam rm, nu shaq 
crpfs, frplc, nr all schools 
space | 
fof boats, trls, ctc. immed. poss. 
$4i.V00. 772-6308. 
'•it OLD SPAIN i t 
rtf-d Tile Roof 8. Black Wrought 


Isli Estate! This Sparkling Beauty 
boasts over 2,000 sq. ft. of luxury 
l i v i n g ! 
HUGE 
Formal 
Dining 
Room, HUGE bedrooms, Sparkling 
kitchen! Separate Maids Quarters 
with r^ivnio bfth' 
<c0' dr"^ 
M 
manicured to perfection! Step-up 
to Quality 
Living 
in Anaheim's 
m o s t 
prestinous 
neighborhood! 
Priced for Quick Sale at $43,500. 
Call 776-2231 
• SEYMOUR 


REALTY & INVESTMENT 
'J205 S. Euclid (S. of Ball) 
Anah. 


Ov/ner Is anxious. Submit your of- 
fer. 
Priced 
at $30,000 and all 
terms. 
SORENSEN REALTORS 533-2730 
NO DISCRIMINATION 
ANYONE CAN BUY THIS 


VA 


REPOSSESSION 
4 BDRM-FAM RM. 
POOL 
$34,000 


This lovely home Is located In a 
fantastic area. VA Is In the proc- 
ess of repairing & repainting this 
home Inside & out. Home's extras 
include good carpets, heavy shake 
roof, spacious bedrooms, built-ins, 
double garage, huge lot plus large 
pool. Yes! with small down vou 
rr.ny buy this lovely home. Won't 
last. 


635-4330 


TOM KEY 


REALTOR 
504 N. State College Blvd. 


G.I. terms, 5 br, 2 ba., family rm., 
lot with room for boat & trailer 
Loara High, $30,500. RED 
CAR. 
PET RLTRS. 778-2700 


START HERE 


A 2 bedroom doll house. Great vard, 
, $24,500. Hurry & call. (OR2450). 
MJB REALTY 
529-3948 


OWNER Is moving. Heated & "fil- 
tered pool. Covered 
patio. Air- 
cond. 4 
bdrms, 
Rock 
accents. 
Lovely view. Gas built-ins. Fire- 
place. Shake roof. Brk. $36,500, 


_529_-1972 
__ 


BUENA PARK— 
Price Reduced 


On this sharp 3 Bdrm. home 
with step down living rm. & Indi- 
rect lighting. Hardwood floors, 
F.A. heat, R&O 2 full baths. 
Originally 
offered 
at 
$28,95Q. 
Now priced at only $27,000. 


Call 522-0220 


T®lar Realty 


& INVESTMENT 
7914 Valley View, Buena Pk. 
FHA OR G.I. 
FOUR BEDRMS. 


$27,000 


Two 
baths, 
remodeled 
kitchen, 
forced air heat, two car garaoe, 
Seller 
will 
pay 
points 
for 
all 
terms. 
New 
GI 
loan 
payments 
would be $225.67. Call for Informa- 
tion. WALKER 
& LEE 
Realtors 
892-4435 
Wise Lookers 


Will eriloy the luxury of this 3 
bdrm, hardwood floor home v;llh 
dining area and POOL. Loaded 
with goodies such as F.A, heat, 
fireplace, patio & plush land- 
scaping. Here is the amazing 
part. 
Only 
$26,900 
with 
NO 
DOWN TO V.A. buyers. 


Call 522-0220 


T*lar Realty 


& INVESTMENT 
7914 VaNey View, Buena Pk. 
BY' owner, 4 'BrTT 450 sa. ft."fam" 
rm„ cash to existing FHA loan. 
Anyone can assume or some cash 
& 2nd T.D. Cell Bruce, 537-2250 er 
821-1560. 


Got Something 
Special 


THIS outstanding heavy shake roof 
home, features 3 bdrms., 2 baths, 
hardwood floors, beautiful ww car- 
pets, drapes, bullt-lns, huge cov- 
ered patio. Only $30,700 - best 
terms. Call pow. 
WALKER & LEE 


8283 La Palma (Across from Seart) 


522-2856 


BEACH LOVERS 


You're Invited to' see this lovely _ 
BR, 2 ba, home complete w-your 
own prvt. swimming pool no w-w 
people to step over — and a far. 
tastlc -price of only $29,950 call 
now 


larwin realty inc. a 


827-2221 
. 24 hrs. 
' 213-430-0322 


i t OPEN H O U S E D 


8380 Stanton Ave. Bu. PK. 


EXTRA LARGE + NICE 


4 br. 2 ba., Ig. fam. rm. w-frpl. 
Pnlng. + cpt. thruout. Pvt prkinn 
area + 2 car gar. 


Buy from Owner—save $$ 
Low as 5% dn-onlv $34,500. 
827-9721 or 521-2108 


CAPISTRANO JEACH 
BUÏLDERS own' cust dplx. 
uiuivuno um,if tuai upiA, 2 BR,'¿ 
ba, each, 26771 Las Palmas, 837- 
1462, eve. 


ANAHEIM— 


AWARD WINNER 


* BEDROOMS 
FAMILY ROOM 
BLTINS + WET BAR 
+ FEATURES 
LOW RATE FHA 
BEAUTIFUL 


* 
$41950 
* 


, 
LISTER REALTY 
(ZL4) 826^2770 
(213)JL6M212 


COSTA MESA- 
OWNER - College Pk., 3 br., 2 ba, 
den, din. rm., bltlns., dble. frplc. 
cov. patio, cul-de-sac. 218 Welles- 
ley. 545-5430 Open Htfuse. Prlnc, 
M only. $37,500. 


• B Y 
OWNER 
• 
Beaut. .Mesa Del Mar Home 
3 br, 2 ba, fam or formal din, 
yard & cov patio, xlnt location 
schools & shopping. 1127 Ei Cami- 
no Dr. $35,950. Conv. only. J57-5717 
3 BR. townhouse, by owner 2 ba 
cpts, drps, dble gar, patio, club 
house & pool, close to schls. 545- 
8038. 


CYPRESS- 


BR., 2 Ba., all bltlns. frplc.,'block 
wall 
fenced, $32,950. 10624 Jill, 
828-9253. 


5% DOWN $195 MO. P&l 
By owner, 3 br, l'/j ba, cntrl air u 
ht, block wall fncd. Wrought Iron 
gates,, patio w-brick BBQ, shag 
cpt., $26,900. Days-eves. 832-1989. 
BY Owner, 3 BR, 2VS ba, din rm, Irg 
corner- lot, AC, covd patio, car 
828-3712. 
. 
' 
- 
- 


BY Owner' 3 BR, ranch style house, 
nu cpts & drps, huge lot, w-corral 
zoned for horses. 826-5121 


TOWNHOUSE 
4 
br a by 
owner, 
$28,000. Assume FHA In. 7W% U38 
Larwin, 821-6086, Aft. 6 pm Mon- 
Sat. Open hse sun. 


EL TORO- 
ATTENTION G.l.'s only $15. moves 
vou 
Into abrand new 3 BR, l</z 
bath t o w n h o m e, location-Santa 
Ana, 722-6603,_Bkr, 543-0542. 


G.I., S'A, 4 BR, 2 bafdln; rm., AC 
erpt, drps, Ige lot w-htd 
pool 


$45,950._Lake Forest 837-7476. 


ARIZONA owner must sell 3 bd, 2 
ba, V* A, trees, garden, pool, AC. 
soft water, AM 8, PM patios 24572 
Corta Cresta Dr, nr El Toro Rd 
& Mulrlands. 


5 BDRM., 3 BA 


2250 SQ. FT. 
Would vou believe S1950 dn. Great 
family home. Owner In process of 
puttlno up front wall for jirlvate 
courtyard. 
837-6215. 


Evenings call 
lirley, 


SADDLEBACK VALLEY 


586-5771 


5 BEDROOM POOL 
$40,500 


New listing. Must be sold - owner 
transferred. Features 5 spacious 
bedrooms, 3 baths, large country 
kitchen. Rear yard . loaded with 
lush . tropical landscaping, Enloy 
the coming sdmmer months by the 
cool 
swimming 
pool. Close 
to 
schools & shopping. Won't last. 


KATELLA REALTY 


23655 El Toro Rd. 
El Toro 


837-9400 


FAMILY FUN 


Large Roc. room, cozy fireplace, 
stepsaver kitchen, separate laun- 
dry + Ig. storage room, country. 
BBQ 
patlo 
VA terms available 
$33,900. 


H E R B E R T H A W K I N S 
830-3425 


FOUNTAIN VALLEY- 
BY owner, 5 BR, 2'/j Ba. 2 sty. 2,400 
sg. ft. Btlln-ln & dswhsr., brick 
fireplace. Crpts., drps., Bar-B-Q, 
_$42,900. (714) 968-6216. 
BEAUTIFUL 3 bdrm., 2 ba., on Ige. 
lot. Shag cptlng., cust. drps., cov- 
ered patlo w-BBQ. $32,500. 90% 
Conventional financing 
available 


ByOwner_839-5255._ 


OWNER, 3 BR, 2 ba., Ige. bonus 
rm., fin., wall papered, SVtV. Gl 
loan, $35,950, 839-7895. 


BY owner, 4 BR, Vh Ba, form. din. 
rm„ fam. rm., ww cptlng., drps., 
frplc., pool facilities, 2,200 sq. ft. 


_ Call 847:5125. 
OWNER trans., fashionable 4 Br., 
fam. rm., dining rm., 2 ba., lovely 
neighborhood. Decorator's dream. 
Asking $37,000. 531-6171. 


LUSH, LUSH, EXTRA PLUSH, 4 br. 
2 bo., lame family home, oood 
area. $40,400 REX L. HODGES, 
847-2523. 


BY owner, 2 br, 2 ba. condo, $750 
dn. $224 mo. No. qualifying. 833- 
1103 eve. 642-2312, 


OWNER Leaving area Best location, 
Boat access. 3 bdrms., 2 baths. 
Gas bullt-lns. Family rm., fire- 
place. Rear living rm. Quiet area. 
brk $32,450, 842-2561 


GI NO DOWN 
Gorgeous 3 BD, 2 ba, nu cpts, 
drps, huge lot, patlo, lovely area, 
adult occup. Bkr, 557-8621 


REPOSSESSED 
$750 DOWN 


lie buy! 2-3 bdr. 


houses with huge rumpus rms. Ail 
blt-lns, dlshwsher. Entirely carpet- 
ed. 2 car garge, 2 swim pools, 
kid's Plav area. Much more! Hur- 
ry! Only a few left. Open for 
Inspection 10 - 5 PM 


557-9144 OR 842-4421 
FIRST PIONEER RLTY. 


TRI-Level repo, 5 bdrms, 3 ba, re- 
painted, new cpls, huge corner lot, 
covered patio. Bkr. 531-6541, eves 
839-2682. 
BD 8. fam. rm, din rm, eating 
area In kltch, all bltlns, dbl frplc, 
close 
to. shops 
4. schl. 
Sharp 
jhruout. By j>wner. 540-1529. 


HOME + GUEST HOUSE 
• Model condition. 3 BR, 2'/s BA 
cond. 
• Huge quest house w-sep. BA & 
wa.k In closet. 


• Swim pools + gas BBQ's on patlo 
• Near Mile Square golf course 
• Low down - asking $31,900 
Call our hotline for details 


9 larwin realty inc. • 


968-4405 


"WARNING!!! 


Trespassers will be charmed with 
this 2 story, 3 bedroom, bonus 
room, with wet bar, a fireplace for 
dad, and a dream kitchen tor 
mom. The 
ullimate In gualltv. 
Wm. McCABE, Inc. 8740 Warner 
Avenue, Fountain Valley, Califor- 
nia, 842-4405 or 557-5022. 


FH/TRESALE—SHARP 3 BDRM 
home, new carpets, freshly paint- 
ed; Doughboy pool, - asklhg only 
$25,500. 


TOM KEY REALTORS 
776-9302 


CUSTOM cutle-Ideated In a very 
desirable area. Walk to college. 
Owner is anxious & Is willing to 
negotiate. Spacious bedrooms, total 
price 
$20,995. 
CALL 
KATELLA 
REALTY, . 871-9165. Open evenings, 


FIXER UPPER 


"Do It Yourself'/ and Save!! This 
4 bedroom home deserves another 
chance. Get the farr\lly together 
for a clean & paint party. P.S. 
there Is also a 7% VA loan that 
can be assumed. Call WALKER " 
LEE REALTORS 871-1542. 


WHY. PAY 


Existing VA loan can be assumed 
with very little qualifying neces- 
sary. Payments cheaper than rent. 
Includes 4 
bedrooms, 
2 baths, 
forced air heat,-fireplace, alley ac- 
cess double garaqe., Call Walker 
& Lee Realtors 871-1542. 


YOUNG LOVERS 


Your first home should be this 
nice! A beautiful 3 bedroom, P/i 
bath home that shows real "Pride 
of Ownership". The owner ask« 
vou 
to inspect 
for < yourself. . 
.seeing Is believing /— really! Call 
Walker_& Lee_Realtors,J7H542 
IMMEDIATE P O S S-E S S I O N7 
bdrm., 2 ba , nr. shops, new cpts., 
newly deeortfed. $27,500. 1710 West 
Olive. Owniir finance at 7'/a%. No 


..fees. (714) 494-0154. _ 
,_.- . 


OWNER Is anxious. Lovely 4 bdrm. 
Covered patio. 2 baths, fireplace 
Dining rm„ bullt-lns, dishwasher. 
Forced air heat, brk $27,950, 870 
4650 


OWNER. Fullerton Hills, 3 br, 2 ba, 
. $44,900, 871-8678. 
SPANISH bungalow sharp. Cpts. _ 
drps., 2 Ige. bdrms., Ige. dining 
aroa, xtras. Assume FHA loan at 
$147 per mo. $21,500. 
Red Carpet, ¡Realtors 
879-9610 


DRASTIC reduction - anxious! fiuge 
4 Bdrm., 2 story family rm. home 
In xlnt. area. Has all the xtras» 
Super value - now $42,950. 
Red Carpet, Realtors. 
' 879-9610 


BY owner. 4 br., 2 ba., bltlns., frplc, 
Hwd. firs., FA . heat. 
Crpts., 
$29,950. Brokers_welcomei_879j?907. 
$207 TOTAL -payment. You bet your 
life It's a good deal. Xlnt. pay- 
ments for tHose of you who have 
some cash. Assume the existing 
FHA payment. Anyone can- qualify 
_ Asking price $27,950. 
CALL KATELLA REALTY 871-9165, 
Open evenings. 


BY owner. Sharp 4 br., 2 ba. shi. 
cntrl. air cond., nr. Cal. Staté U 
Full. 879-5102. 


2 STORY, 4 BD, 3 BA 3 FRPL, 
18' MASTER BEDROOM 


Situated upstairs for complete pri- 
vacy! A complete mod kitchen w- 
bltin appl. Cust. 
cpt. 8, drps, 
thruout, & e separate 
FORMAL 
DINING RM & 22' FAMILY RMI 
$42,450. Owner. 1223 W. Gage Ave. 
870-1266. 


POOL"home, 4 BR, 1% ba., bltins., 
frplc., pool, $30,500, 525-0445. 


WE FEEL SORRY 


For all of you "Bargin Hunters' 
who don't see this one! A little 
painting & deaniaq up will make 
your purchase of this 4 bdrm., 1"' 
bath + dining room home a pur- 
chase to be 
proud 
of. Asking 
price? 
Well. . . .call 
& see! 
WALKER 
i. L E E 
Realtors 871 


1542. 


DREAM, cottage & pool, 3 BR, 
den, redecorated Inside & out,.Agt, 
(714) 821-6863. 
- 
- 
• 


m % 
LOAN avail. 3 BR, 2 BA 
bltlns., Inter-com, air conditioners, 
$32,500. By ownor, 529-4742. 


HEYG.Ii'S—HERE'S ONE , 
that will qo all "terms/' a lovely 2 
Bdrm. home on a huge lot with 
covered patlo & separate guest 
house.plus.a workshop for the do 
It yourselfer.- 


TOM KEY REALTORS 
• 776-9302 


GARDEN GROVE-. 
ATTENTION G.l.'s, only $15. moves 
vou Info a brand new 3 BR, I'/j 
bath t o w n h o m e , location-Santa 
Ana, 772-6603; bkr, 543-0542, 


4 EXCEPTION • 


Lovely 3 bedroom, VA baths, bit-In 
Range, oven. 8< dishwasher. Forced 
air Heat, Intercom thruout. Double 
oarage, with 
loads ' of cahinets, 
choice area, all terms $34,500. 
ELLIS—SCHRÄDER, Rltrs. 774-2112 
BY Owner. 3""Er., 2 ba., add'tl rm w- 
frplc. Iq. lot $830. dn. $280 mo. 
833-1T03; 642-2312 eves. 


VACANT IMMED. POSS. 
s GARDEN PARK ESTATE 
Ever popular No, 3 plan, this real 
beauty has new vinyl floors in 
kltch. & dining room, new tile en- 
try 8t in both baths, wall to wall 
carpets thru out, range, oven, fire- 
place, covered patlo, garage con- 
verted to family room. Very sharp 
clean home. Asking $32,950. Owner 
anxious. Call to see. . Make an of- 
fer. 


PARK GATE REALTY 


9012 Garden Grove Blvd., G.G. 
537-6922 
537-6923 


$18,250 


No down to Veterans 


for this cute 3 BR. home, with a 
real fireplace. Located In country 
setting. Veterans no need to renf 
any longer, hurry, won't last. 


REX L. HODGES 
533-6770 


9566 Katella 
Garden Grove 


VA NO DOWN 


Br., huge sep. fam. rm., eompl. 
renovation Inside & out. Nice shag 
w-w-cpts„ fantastic dbl. dbl. de- 
tached gar;, alley entrance. Vacant 
& waiting. What a buy at $26,000. 
Don Cooke Realty, 530-3404. 


• OWNER, 4 BR, '2 
BA, frplc, 
bltlns, cov. patlo, nice area. 839-1547. 


BR, 
1 ba, 
biting 
cpts, drps, 
$23,000, 5% down, or assume FHA 
5'/2°/, owner, 839-2743. 


$25,950 FbR this doll house. 3 bed 
rooms, 2 baths, hardwood floors, 
excellent, area. Gl's no down. Bkr, 
531-6541, eves. 531-1976. 
BY Owner, 3 BD, 2 ba, shake rf, 2 
car. gar, 18x22 cov. patio, blk wall 
fence, nu pnt, nu cpt, owner must 
sell, below mkt. at $26,500, 13841 
Purdv, 893-6696 or 772-2250. 


* * 
NEW HOMES 
* * 


$29,500 up 
12066 Pearce, agt. 


* 
, $750 DOWN 
* 


3 Bdrm., 2 bath, fireplace, blt.-lns, 
large lot, nice area. Vacant. Im- 
mediate possession. Assume 7 
V.A. loan. 
S H E R W a a D ' REALTY 
636-0600 
BTG. .BIG DEN wlfh used brick fire- 
place, I roomy bedrooms, 2 baths, 
bulltlns, carpet & enclosed patlo. 
R e d u c e d 1o $27,950. VACANT, 
MUST BE SOLD. All terms. Bkr. 
636-4530. 


SHARP ' 3 
bedroom, 
end. patlo, 
$25,900. Owner. Phone 530-0662 


Gl TERMS 


LOVELY 2 large Bedroom "Cus 
torn" home. Family style kitchen. 
Formal 
dining 
room 
and den. 
Beautiful grounds, 2 car detached 
garage, huge 180' deep lot. Gl no 
down or take over 6% VA loan. 
Pmts. only $145 per month. 


Red Carpet 


REALTORS 
892-4456 


138B0 Beach Blvd.,_WestmInster 
BY OWNER, "4 BR, 2 ba i- pool, 
assume FHA. 537-5761. 


3 BDRM * 
* 
$22,500 


$795 DOWN MOVE IN 
TAKE over VA loan, 3 Bdrm., cor- 
nets, $151 mo. Including taxes & 
nsurance. 


S H E R W D 
REALTY 
. 635-3090 
SAVE $5,000 by paying 20% dn. on 
beaut. 4 Br. 
ba. home, oak 
firs., blocked fence. Cholco area. 
Agent 893-7505 
• 


IMAGINE!! . 


Only $27,900, for a lovely 4 bdrm 
home In an excellent N.E. Area. 
Close to schools, 2 full baths, 
F.P , large cvd patlo & large 
block fenced yard, don't miss 
this one!!! Call now for appt to 
see. 


WILLIAMS & FABER 


REALTY CO. 
310 N. TUSTIN, ORANGE 
639-8500 or Eves 
538-1714 
OWNER 
Is 
anxious. 
Comfortable 
home. 4 bdrms., 2 baths. Rumpus 
rm. Gas bullt-lns. Fireplace Laroe 
dining rm. Covered patlo. BBQ. 
brk $27,900, 539-8961 


ORANGE COUNTY PROP. 149 
GARDEN GROVE - 


(CONTINUED) 


BY Owner, 4 br, immed occupancy, 
.huge pool, 11761 Gary, 339-5609. 


"199 PER MONTH" 
"TOTAL PAYMENT" 


W H E N 
vou purchase this sharp 
pool home sublect to existing 6% 
FHA, trust deed. Like new shag 
carpets, paint - fresh as a model 
home, submit your" terms. 
WALKER & LEE 


R E A L T O R S 


539-7753 Open Eves. 


Huge 3 bedroom home situated on 


ORANGE COUNTY PROP. 149 
GARDEN GROVE - 


(CONTINUED) 


ORANGE COUNTY PROP. 149 
HUNTINGTON BEACH- 


(CONTINUED) 


super large fenced lotlAII rrtodern 
kitchen with bullt-lns. Flooi- to cell- 
ing fireplace. 2 baths. Double ga- 
rage. 
Asking 
only 
$29,5001 No 
down to vet! 


SORENSEN REALTORS 
_ 82/-7830__or_638-3722 _ 


BY Owner, 3.br, 2 ba, add'tl rrn 
w-frplc, Ig. lot $850. dn $285. mo. 


_ 833-1103; 642-2312 evcs._ 
EAST 
Gate.' 4 " br.,T: 2 6a. family 
room, priced to sell $29,500. RED 
CARPET RLTRS.- 522-5401 
3 BR, 2 ba. office, pool, excellent 
cond. many, extras $32,900; RED 
_„CARPET_RLTRS. 778-2700. 
$25,950 FOR this doTfhbUse"i"b3rms, 
2 ba, hardwood floors, xlnt arèa, 
•Gl's • no dn.1 Bkr. 531-6541, eves 
531-1976. 
• 
• 


POOL 
house, .3 SF, 
new 
shag, 
Indscpe, 2 car gar, hse by pool, 
$30^000 all terms. Owner Mr. WII 
lis, days 892-3347 eves. 842-6226 


i r $23,500 VA TERMS 
* 


NO DOWN, VACANT 
3 BDRM. 
carpet, double garage, alley drive. 
S H E R W O O D REALTY 
635-3090 


SUPfiTPOOL HOME7" 


It's time to get tnto the swim of 
things in this sharp 3 bdrm pool 
home, New floor' In kitchen & bath, 
separage laundry area off kitchen. 
Beautiful 
shag 
carpeting. 
Near 
grade school & shopping. Priced at 
$29,500 Katella Realty 530-0212 


"TAKE A DIP" 


In this truly magnificent 20x40 cus- 
tom pool. Along with this-you'll be 
enloying the pleasant atmosphere 
of 3 king size bedrooms, 2 luxuri- 
ous baths, ankle deep green shag 
carpeting, custom drapes. Sprin- 
klers front &: rear.. A truly out- 
standing buy on today's market. 


•REALTORS. . 


539-7753 Open Eves. 


HURRY! Won't last, 3 BR, dining 
room, doughboy pool, large master 
sulie, 1% baths, 12x30 closed pa 
tlo, block wall fence, large yard 
$26^950, call MERCURY R.E., 636- 


HUNTINGTON BEAÇH- 


* 
STEAL A H O M E * 


Beautiful 3 bdrm. excutlve home. 
Immediate possession, shows like 
a 
model. 
Ideally 
located 
near 
beach In a neighborhood of higher 
priced homes. $36,950. Brk. 963 
4543: 673-7027, aft; 6, 


^ 
ONLY $99 MOVE IN 


Cost for Vets. $600. Down to anyone. 
VACANT, move In 2 weeks to this 
freshly painted, new shag cpts, 3 
& 4 Bdrm, 2 bath home. Bkr. 
893-3585 ofc. 6041 Bolsa. 


$215 PER MONTH 


Including taxes & maintenance fee. 
$390. moves you In Seller pays all 
costs. 2 bdrms., 2 baths, deluxe 
adult cond. New wall to wall shag 
carpets, drapes, large kitchen with 
all electric bulltln appliances. Su- 
per clean & nice. Good location, 
cannot be egualled, see today. 
VILLAGE REAL ESTATE 
962-4471 
546-8103 


* 
HARD TO FIND 
* 


3 br, 2 car garage, corner Jot. 
nea,- schools & shopping. Only 
$23,500. Submit vour terms. CALL 
847-8531 
' 
or : 
• • 846-1351 


' REAL ESTATE 


• 
ONLY $28,900 


OWNER will help finance, dean 3 
bedrm.,, 2 
ba., cpts. 8. drps. 
bltlns., lovely yard with large pa- 


COURTESY 
REALTY 
962-7751 


2 Story, 4 Bdrm, $24,500 


AND the, loan can'be assumed v/lth 
Hess than $2,700. Hurry on this one. 
Walker 8. Lee Real Estate, 7682 
Edlnoer Ave.,'842-4455, open 8.30 
to 8:30 - 7 days. 


TOWN HOMES 


POOLSIDE 


MODELS 


FOR SALE1 


ONLY 2 LEFT 


i 2 BDRM. -2 BATH 
BLTINS. DISHWASHER 
CARPETED 
ENCLOSED PRIVATE PATIO 
DOUBLE GARAGE 
MAINTENANCE F R E E 
IMMEDIATE OCCUPANCY 


$25,995 & $28,995 
5% DOWN — 95% LOAN 


(714) 638-4412 


OPEN HOUSE 
Drive by 12181 Salerno St. Sat or 
Sun. & see this lovelv 3 bd home. 
Bltln kltch & fam rm, 1% ba, wall 
of glass to cov patlo. Pntd In & 
out. Priced at $26,950. Call Dan 
Koulen Realty, 213-925-1207 or 714 
821-7120. 


SKYLARK, by owner, 3 BR, VA ba., 
w pullmann, Ige. kltch. w bltin 
stove & dshwshr., form, din., or 
den, frplc., cpts, & drps., nu paint 
& wallpaper, cov. patio, blockwall 
fence, concrete driveway, $7,000 
cash to loan, 539- 


SECLUDED 
ESTATE, 
surrounded by towering trees and 
lovely manicured grounds. 3 large 
bedrms, family room, formal din- 
ing room, plus Rumpus Room with 
wet bar & 2 fireplaces.. Fabulous 
Buy! Only $41,9001 Call Nowl 
SORENSEN REALTORS 
827-7830 or 638-3722 


REDUCED $1000 


Here's the buy of « lifetime. 4 
bedrooms, 2 baths, 24x12 added - 
family room* remodeled kitchen 
& loti more. Room for boat or 
frailer, walk to the City shopping 
center. Reduced to $29,950 for . 
quick sale. Buy this home & bro- 
ker will buy yours. 
. 
Eves L E E LUNDGREN 
Ó37-5885 


637-7400 


ASSOCIATED BROKERS 
1854 NORTH TUSTIN 
O R A N G E 


* H U G E LOT-*- 


4 BEDROOMS 
E X T R A LARGE cul-de-sac lot with 
double gate access to rear for 
boat, trailer or pool. Spacious 4 
bedroom plus dining room plus en- 
closed patlo plus huge cov. patlo, 
loaded with extras. Wood shingle 
root, hardwood floors, elec. builtin 
range, oven and dishwasher, 2 tile 
baths, fireplace. F.A, heat, slate 
entry, 
choice 
w-w 
carpets 
& 
drapes. 
Lot of extra 
paneling, 
sprinklers, fully fenced & beautiful 
landscaping with many big trees, 
shrubs, planters, etc. New listing 
at $34,950. Assume good 5'/i per 
cent existing FHA loan or submit 
new convf. loan terms. 
i 
BRpOKHURST_REALTY 
539-1177| 


- k DON'T BUY THIS HOME 


Unless vou have a large family, 
need a large yard & want to be 
close to shopping & schools. As- 
sume 7% loan. Call now. 


i t 
Va" ACRE i t . 


Approx. % acre with this sprawl- 
ing ranch style 4 Bedroom home! 
•Custom Carved Door entry! Huge 
living 
room 
htghllghted by 
big 
brick fireplace 8c custom wood 
paneling! 
Formal 
Dining 
Area 
overlooks private patlo! All Push- 
Bulton kitchen with loads of white 
ceramic tile counters, ash cabi- 
nets, plus Big Big pantry! 4 Big 
Big Bedrooms wNh 2 Marble Pull- 
man Bathsl Loads of Fruit Trees 
and a Towering Weeping Willow 
tree creates a Private Park on 
this 
huge 
huge 
cul-de-sac 
lot! 
Priced for Immediate sale! Full 
Price $38,900. Call 847-1221 or 546- 
4212. •SEYM®UR 


REALTY & INVESTMENT 
17141BEACH BLVD , H.B- 


6?4% INTEREST TODAY 


Choice 3 Br:, 2 Ba. homr . 
Choice neighborhood 
Home sold - seller's moved out 
NEW : loan didn't consummate ' - 
need help, seller's making double 
Payments • gulck possession. 
CALL KATELLA TO SEE 
893-6541 
Eves. 892-4594 


ABANDONED, Free lists of reposses- 
sions, in all areas, agt. 776-7330. 
i t 
CHAMPAGNE-* 


living with a Budget Price on this 
cozy 2 Bedroom home located 1 
mile from the Beach! Huge kitch- 
en complete with Built-in R&O and 
loads of cabinets! Large formal 
living room, perfect for entertain- 
ing guests! Located on a gulet cul- 
de-sac street this , Best Buy has 
huge rear yàrd that's great for 
romping & roaming! Owner bought 
another and must sell in 2 weeks! 
Only 57. Down. Full Price $20,000. 
Call 847-1221 or 547-4212. 
• SEYM*UR 


REALTY & INVESTMENT 
17141 BEACH BLVD., H.B. 


•Monte Vista 


Realtors 
24 hrs. 
832-56606 


4 BEDRMS. 


3 BATHS 


$31,000 


We can take youi1 house In trade 
at the FHA appraisal. Take down 
the bunk beds, everyone can have 
their own rooms 1 Terrific living 
room, over-sized d i n i n g 
area, 
ranch style kitchen with all the 
bullt-lns. 
Carpeted 
and 
draped 
thruout. Enclosed patlo, block wall 
fenced vard. No down for VA or 
5% dawn tor anyone. Call now. 


WALKER & LEE Realtors 
2132 S. HARBOR, ANAHEIM 


537-5901 


NEW LISTINGS 


MANICURED BEAUTY 
$36,450 


Huntington Beach location on a 
large cul-de-sac lot with room for 
boat.' It has 4 bdrms, a lovely 
efficient 
kitchen, 
formal 
dining 
room 
& 
pretty 
shag 
carpeting 
thrtjout. You want to see this one 
right now. So pick up the phone 
for an appt. 847-6010. 


OWNER DESPERATE 


Immaculate 4 bdrms., 2 bath home 
with a- garage door high enough 
for camper. All bulltlns Including 
a colored TV. Quiet cul-de-sac. 
$32,500 total price. Call 842-2535. 


MORE FOR YOUR 


MONEY 


When you buy a home with a very 
large finished bonus room with 
wot bar & Vi bath. It makes a 
superb 
entertainment 
room 
or 
family room or teenager quarters. 
That's lust the bonus—It also has 3 
big bedrooms, a pretty kitchen 
with large eating area & a spa- 
clous 
nicely 
landscaped 
vard. 
Would vou believe only $36,950? 
It's true, so call now to view it. 
847-6010. 


SIMPLY BEAUTIFUL 
"SPANISH" 


3 bdrms. Spanish beauty with Im- 
ported tile entry way, separate 
family room & dining room, beau- 
tiful 
tropical 
atriums, 
squeaky 
clean inside & out. Price $46,500. A 
Bargain. 842-2535. 


The Real 
Estaters 


FREE RENTAL SERVICE 


Wm. McCABE, INC. 8740 Warner 
Avenue Fountain Valley, California 


_842-4405 or 557-5022 
BY Owner, 2 story; all elec., 4 BR, 
2Vi ba, form din area, fam rm, 
w-frplc, patlo, fish pond w-water- 
falls, fruit trees, nr 
bch, fwy, 


schoojsJ_shops_L$4?,000l_8_4615806. 


O D R M , Calif, classic, rm for boat 
& camper, call owner, 846-5100. 


BY Owner, dean 4 BR, home, ready 
to move In cond. Shake roof, mar- 
ble entrvway, cpt thruout, bltin 
oven, dshwsr, 2 ba. Ig patlo & 
walkways, 
sprkls, 
frt 
& 
rear, 
$32,500, 846-6141. 
'LL GO Gl, 4 br., 2 bo., cor. lot 
Seahaven tract, nr. schls. $29,000 
REX L. HODGES, 847-2525. 


^ 
SPANISH HACIENDA 


Red Tile roof, Arched Atrium En- 
try, gleaming white stucco and 
heavy wdod beams adorn this Su- 
per sharp 4 year old Spanish Ha- 
cienda. HUGE Master Suite with 
laroe Prhrate 
Bath! 
BIG 
Brick 
Fireplace highlights large formal 
living room! All Push-Button kitch- 
en! 270 sq. ft. enclosed patio! It's 
in "mint" condition & priced to 
sell 
this 
weekend! 
Full 
price 
»32,500. Call 847-1221 or 546-4212. 
•SEYM®UR 


REALTY & INVESTMENT 
17141 BEACH BLVD.. H B. 
* 
PRESTIGE HOME 
* 


1900 model 4 br 2'/j bath. Lg. fami- 
ly room + game room plumbed 
for wet bar, 2700 sg. ft. CALL 
B46-1351 
- 
or 
847-8531 


REAL ESTATE 
MART 


HOUSE OF BRICK 


$33,950 


MIDWESTERN 
FLAVOR! 
Huge 
tile entry to mammoth open beam 
family room. Solid brick wall fire- 
place with raised hearth. 4 queen- 
size bedrooms - lavishly decorated. 
Massive brick B.B.Q. for the out- 
door chef. Rich paneling generates 
waj-mth 8. emotion. BELOW MAR- 
KET!! Early caller gets bargain. 
Call 894-7521 Forest Olson, Real- 
tors. 


BIG BONUS ROOM 


Large family home in good area 
has 4 Br., 2 ba. & upstairs bonus 
room. Kitchen has front view & Is 
pretty. Fresh paint on ranch style 
creates a very nice impression. 
Walk 
to 
schools 
& 
shopping. 
$37,500 


RED CARJPET,_Rltrs. 
536-8836 


OWNER Leaving. Immaculate, Near 
schools & shops. 3 bdrms., 2 baths, 
Den, Rear living rm., fireplace, 
Built-ins, dining rm. brk, $29,900, 
.846-0604' 1 
_ 


• 3 BR HOME BY OWNER • 
$57,500 $15,000 dn, $350. Mo. Own- 
er will carry bal 7% Int. Call 536- 
2423 for appt. 


ORANGE COUNTY PROP. 149 
LAGUNA- 


(CONTINUED) 


LAGUNA AT ITS BEST 


Dramatic, unspoiled ocean view» & 
quality construction melt to perfec- 
tion, in this 3 Bdrm, 2 ba, custom - 
home. Beamed & vaulted ceilings, 
secluded patio, & 2 decks, iust a 5 
min. walk to beach, owner in 
town, June 2nd, until sold. F m 
more details, 494-5689, after 5pm. 


DRAMATICALLY SITUATED 


3 Bdrm., 2 ba., In the heart of 
Laguna Nlguel. Thro double doors 
to Ig entertainer living room. New 
deep shag, new paint, formal din- 
ing area, huge kitchen — great 
view from double patios—priced 
low at $45,500. Most of which can 
be borrowed. Call collect to Th* 
Real Estale_FaV(I14)_493-M05_._ 


~ 
* 
COUNT EVERY STAR 
* 


From this secluded hilltop. Marble 
entry leads vou Into this 3 bdrm, 2 
ba, cozy circle floor plan. Past the 
huge fireplace & the formal dining 
area you'll discover the great big 
separate 
kitchen with 
breakfast, 
area. Finally the private master, 
suite v/ifn its panoramic view of| 
the valley. Try to match tfrii at 
$45,500. Better call now! 


Call Collect (714) 493-5W , 
, 
The Real estate Fair 


LA HABRA - 


EARTHQUAKE has TILTED 


This lovely 4 Bdrm., 2 Ba., home, 
fixer upper-SAVE MONEY. Priced 
at $26,000, market value $30,000. 
661 Palermo. Take over existing 
loan, no qualifying. 
BEVERLY JACKSON REALTY 


545-8245 
or 
847-6033 


SALE 
BY 
OWNER. 
LOVELY 
3 
ALL 
FRESHLY 
REDECORATED. 
C A R P E T S , 
DRAPES, AIR COND. $24,000. 547-! 
_5721. NO BROKERS PLEASE. 
3 BR, 2 ba, xtra large lot. ÖI. or 
__Ca l_VetJ213) 697-0268. 
LAGUNA HILLS- 
IMMACULATE 3 BR, 2 ba home, 
sprklrs, patlo, . view 
lot, asking 
$33,500, 837-2917, if no ans, 846-2243. 


LAGUNA NIGUEL— 
PRESTIGE living In the country, 3 
Bdrm, 2 ba, decorators home with 
panoramic view. For more info 
call THE REAL ESTATE 
FAIR, 
493-5005. 


LAKE FORREST - 
DEANE-BUILT Garden home, beaut. 
Inside. & out. Pvt. club member- 
ship, long list of xtras incl $46,000, 
by owner, 830-6499. 


* 
SUPER S H A R P * 


3br, 4 seasons home VA bath 
family room with wet bar. Close to 
beach. CALL 
847-8532 
or 
846-1351 


REAL ESTATE 
MART 


5 BDRM., 2 STORY 


Room to roam for the entire family. 
Deluxe shag carpet, country size 
kitchen, fenced backyard, assume 
7 per cent VA loan. Won't last at 
$37,000. 


LEADERSHIP 
.842-4466 


$175 PAYS ALL 


Assume FHA .6 mo. old 2 BR., V/i 
Ba., John Read Rlty^ 894-4401. 
* 4 BDRM.—4 B A T H * 


2800 sq. ft. of luxurious living fam- 
ilv room, formal dining & large 
finished bonus room. CALL 
846-1351 
or 
847-8531 


REAL ESTATE 
MART 


* 
PRESTIGE HOME 
* 


4 BR., fam. rm., 20x40 pool, frplc.. 
all bltlns., elec. Medallion home, 
Trash compacters, custom thruout, 
Choice 
loc. 
Owner 
must 
sell. 
Prlnc. onlv. 646-2243. 


EXECUTIVE HOMES 


FRANCISCIAN 
FOUNTAIN Court 
yd, entry, spiral staircase, 5 BR, 3 
ba, fam rm, 3 car gar, huge CDS 
lot. 


FRANCISCIAN 
FOUNTAIN 
sgl.. 
story, 4 BR, 1% ba, fam rm, form 
din, priced lo-$43,900. ' 
John Read Rltv 
894-4401 


LARGE TWO STORY 


Immaculate 4 bdrm, fam. rm. . 
baths, all blt-lns, guality shag car- 
pets thru out, on huge poolslzed lot 
In guiet cul-de-sac. 
Hurrv! Only $37,450 
FIRST PIONEER RLTY 
842-4421 


'ABANDONED' 
ARTIST CHALET 


SECLUDED RETREAT with 
30' sundeck overlooking pool 
& park-like grounds. Tower- 
ing A-FRAME 
ceilings add 
charm 
to 
this 
ARTISTIC 
townhome. Gourmet kitchen 
generous sized bedrooms. As- 
sume $17,000 - $150 pays all . 
RENT 'til vours. Owner anx- 
ious. • Early caller gets this 
B A R G A I N . 
HURRY and 
STEAL 
this one for only 
$22,900. 


CALL 539-7724 
FOREST E. OLSON 
REALTORS 


i r LOOKING 
* 


FOR 
A STARTER 
HOME? 
Only 
$22,500. Low down or no down to 
vets. 3 bdrms., big yard with fruit 
trees, shag carpet & service porch. 
SHERWJI C D REALTY 
636-0600 


PAINT & SAVE $$$ 


Buy this quel. 3 br. home below 
mkt val. & decorate to suit. Wood 
shingle roof, hdwd firs, ceramic 
tl e, 2 car gar., fncd. yrd. „ 
EDWARDS REALTY 
636-4441 - 
530-7367_Eve»j 


CUSTOM POOL HOME 


2,300 Sg. Feet of elegance for fam- 
ily fun S> entertaining, 4 BR, + 
huge 20x22 family room w-bar and 
fireplace. 17x34 heated pool w- 
board & slide. Prestige area. A 
must to see at $38,500. 


ELLIS-SCHRADER, INC. 


9738 Westminster Garden Grove 
OPEN EVENINGS UNTIL 9 P.M. 


ALL FOR YOU 
"VACANT" 
4 BEDROOMS 
2 BATHS 
BLTINS 
FIREPLACE 
COVERED PATIO 


* 
$26,500* 


TAKE OVER Gl LOAN 
LISTER REALTY 
714^26-5770 
_213—86M212 


IMMACULATE 
3 BR 
home with 
H&F pool, shows pride of owner- 
ship. Convenient to Garden Grove 
Fwy. 
& Beach Blvd. Close to 
schools. New cptg. & drps. New 
paint Inside & out. Room for boat 
or trailer. Asking $28,500. Owner 
anxious, call today (MI2850). 


MJB REALTY 
_870-_440p 


BY -Owner, $34,500, 4 "Bfe. 2 ba, 
10,000 sq. ft., corner lot w-pvt rear 
yd, sm pool w-bathhse, & covd 
patlo. Walkg dlsl to schls & shop, 
open house, Sot. 8< Sun, 10-5, 12242 
Hester Place, G.Gil_539-0844 


• 4 BDRM. TWO STORY 


Excciient 
location, 2000 sq. ft. of 
living area. Shows extremely well. 
Huge covered enclosed 
patio > & 
boat gate, wet bar, blt-lns, fire- 
place, forced air heat & dishwash- 
er. Priced at only $35,500. 


PARK GATE REALTY 


Corner Lampson & Valleyvlew 


894-','595 
894-7596 


IMMED. 
Pos?; 
attractive 
3 
BR, 
house on Iq lot, w-in 1 block of 
schools & shopping, 13761 Roxey 
Dr., by owner, $25,600, 839-9396. 


OWNER, 3 Br., hobby rm., 2 Ba., 
gourmet 
kit., 
5Vic/„ 
assumable, 


$156 including all. JI97-6145. 


BY ÖWNER7~beautlfur$42,000, 2 sto- 
ry, 4 BR, 3 ba, bicycle pass to 
beach, 5570335. 


LOVELY 3 br home, pool filtered, 
htd. By owner $32,000. 847-3S86. 


4 bdrm-beautjful! 


$33,000. 
Boat . or 
trailer 
area 
Wrought-iron gate & fencing. 2 
baths. 
Forced 
air 
heat. 
Patio. 
Dining 
room, 
beautiful 
kitchen 
with bullt-lns Move right In. brk. 
962-5566 


TARBELL 


9017 Adams, HB._ 


* 
THURSDAY SPECIAL 
* 


3 Bdrm honevmooner starter cot- 
tage. Sharp green shag, dbl car 
garage and In a nice area. Vets 
$100 total down, moves vou In. 
Hurry! 1st come, 1st served on 
this special value, call 963-5621 
PERFORMANCE REAL ESTATE 


FHA & VA 


repossessions. 
Latest 
price 
list. 
Wm. McCABE 
INC. 8740 Warner 
Avenue Fountain Valley, California 
842-4405 


* 
THIS IS IT 
* 


Great 5 bdrm., 2 bath, home on 
corner lot excellent cond., ideally 
located, 
move 
In 
Immediately. 
Best buy in town at $23,950. Brk. 
963-4543, 673-7027, aft. 6. 
•EXECUTIVE M O V I N G * 
has to leave beautiful 3 bdrm 
home. Manv many 
f e a t u r e s , 
$36,900. Call for an appointment, 
963-4543, 673-7027, aft. 6 
Ameri- 
cana Slade. Bkr, 
Huntington Sea Cliff 
With Pool 


Here (s a beautiful 4 bdrm., 3 bafh 
home, 2 fireplaces (one In family 
rm , one In master bdrm). Step- 
down living rm, formal dining rm. 
Just super clean & delightful. Yel- 
low 8< gold shag carpeting. Excel- 
lent large home for entertainment. 
Ne.ir ? oolf courses & country 
club, $69,500. 


VILLAGE REAL ESTATE 
531-5800 


SHARP NEWPORT WEST 3 br, VA 
ba, easy walk lo bch. $37,800, 842- 
2535 bkr. 


BETTER THAN NEW 


4 bedroom, 2 bath, freshly painted, 
new carpeting, builtin dinette set, 
16x36 patio, ossumable FH/. loan, 
vacant fast possession, priced to 
Sell at 530,900. 


LEADERSHIP 
842-4466 


HUNTINGTON HARBOUR 


Luxurious 
living 
In prestige of 
H u n t i n g t o n Harbour, lovelv 4 
bdrm., 3 ba. home, nr. water, has 
assumable Gl In. Call for appt. 


i c CENTURY 21 
* 


REAL ESTATE 
17 
536-88681 


3 BR., 2 Ba., stone frplc, din, rm., 
Ige; gar with boat door, garden & 
trees, $34,000, 16771 Irby, 842-8194 


TROPICAL LANDSCAPING 


Surrounds this gorgeous home lo- 
cated near Golden West College 
near fwys. Malor shopping and all 
schools. Asking $32,500 Walker & 
Lee 
Real 
Estate, , 7682 
Edinger 
Ave., Call 842-4455. Open 8:30 to 
B:30. Hurry 


A JEWEL, In the perfect setting 2 
br, 
home Immac. In all resp. 
$31,000 REX L. HODGES, 847-2525. 


5% DN, buys this clean, vacant 2 
BD condo. priced at $20,250, & 
seller will help w-costs, call Ken, 
842-2535, Bkr. 


3 BR. 2 BA. $32,200 


NEAR 
Hell & Edinger.^ AM 
FM 
Intercom, fire alarm, brick fed. 
yd. Dshwshr., w-w cpt., cov'd. pa 
tlo, bltlns., cul-de-sac, drive by. 
6242 ABBOTT DR. 


CALL TO SEE (213) 596-6985 


PRESTIGE track, 3 br., 2 ba., boat 
door, nr. public & Catholic schls. 
& college. SV*% assumable loan. 
536,300. Owner. 846-5333. 


BY owner beaut. 1 vr. 2 bd. condo. 
Manv 
Xtras. 
Prime 
H.B. 
loc 
$23,900. Call anytime. 847-1307. 


ATTENTION VETS! 
SPANISH VILLA - 
$23,000 


THAT'S RIGHT! Only $23,000. Will 
buy this charming Spanish estate. 
Full Spanish tile roof. Heavy swirl 
stucco exterior. Formal dining De- 
luxe kitchen. Near the beach. V.A. 
buyers welcome. Fantastic BAR- 
GAIN at $23,000. Better hurry! r 
Call 894-7521. Forest Olson, Rltrs. 
FREE LIST 


GOVT. REPOSSESSED HOMES 
SOME have pools, some require no 
down payment. Most are recondi- 
tioned. Various areas &. payments. 
Give us a call, no obllantlon. 


HERBERT HAWKINS 


REALTORS 
839-1600 


IRVINE— 
CULVERDALE bv owner, 3 br, 2 ba, 
pool & ree. $34,000, 833-8210. 


OWt-'FR ,1 »i-, 5 b'. 2 M . hnrf." nrop. 
Trees, bltlns, $61,500. 538-4269 


LAGUNA 


HIDEAWAY 
$30,500 


Charming 1 year old "OLD 
ENGLISH" with f e a t u r e s 
found 
only 
In 
" B E A C H " 
hideaways. P r i v a t e drive 
with automatic door opener. 
Fresh "SEA B R E E Z E S " (no 
smog) Terraced a r o u n d s 
with lush landscaping (sprin- 
klers too). "G O U R M E T" 
kitchen, range, oven, dish- 
washer. Circle 
this 
for a 
VERY SPECIAL preview! 


837-9550 


FOREST E. OLSON 


REALTORS 
El Toro Rd. at San Diego Frwv. 


-STUNNING 5 BEDROOM . 
ixecutlve 2 story home with gor- 
geous deep shag carpeting, decora-] 
tor appointments, thruout, custom 
designed, kitchen, sparkling pool & 
professionally 
landscaped, 
yard. 
JUST REDUCED TO $55,900. 


KATELLA REALTY 


23655 El Toro' Rd., El Toro 


837-9400 


OPEN-HOUSES 
* 


Sat. & Sun. 1-5, 23416 Devonshire: 
4 br., fam. rm., 2 ba., air cond.r J, 
23392 Devonshire: 3 br., fam. rm., 
2 ba. Both vac.; move In cond., 
beaut, dec,,. Club 
memberships. 


_Owner (714) 494-2213. 
. 


BY OWNER, being transferred, 4 
bdrm., fam. rm., Ige. lot. Pace 
Setter - 
Cascade. 
8 mos. old. 
$37,500. No brokers. 586-3096. 


MIDWAY CITY— 
$695 DN, clean, 6 Br. & fam. rm., 
8181 worthy Drive. Call aft. £ p.m. 
Bkr. 539-4128. 


MISSION VIEJO— 
2 BR. condominium, 1'/j Ba., Aff, 
upgraded cpts. 8, drps., cov. patio, 
view lot. $25,000. Assume 
V h % 
FHA loan, will carry 2nd trust 


_deed._584-7340. 
5 BR., 3 Ba., fam. mr., trlr.prkg., 
attic playrm., nr. schls.. Ige. patlo: 
$55,000. 830-0208. 
• . - ' • • 


' 
* 
SURPRISE i c 


Can you believe 4 bdrms., 2 baths, 
approx 1800 sg. ft. rambling beau- 
ty with u p g r a d e d 
carpets & 
drapes, fantastic heated & filtered 
pool, with a possibility 
of VA 
terms. Just $41,500. ARC REALTY 
5W-5111. 


BY ÖWN'ER $1000 dn. 2 bdrm, 2 ba. 


air cond, cov patio, frplc. Total 
_prtrt $262. 833-1103, 675-2018.' 
NEW Madrid Casa Sandiä, 4 Br., 3 
Ba., form, lin., fam. rm., A-cond„ 
tile roof, wetbar, 3 car gar . spec- 
tacular view. By owner. 837-8156 or 
838-4950. 
' 


H * E * L * P 
4 + POOL 


N E E D SOMEONE TO TAKE 
OVER P A Y M E N T S on 
$26,200 loan. Save many S$ 
4 qolet bedroom suites with 
handy baths and showers. 
"SPACE 
A G E " 
kitchen. ' 
Fireplace. 
Y O U R 
OWN 
20x36 ft.' POOL! 
Mission 
VIeio area near new Sears! 
Anxious seller wants Out, . 
act now. TERMS 
if de- 
sired. 


NEW MADRID 
FAST MOVE-IN 


"CASA 
ROYA" model with 
finest VIEW lot In unit No. 
6. Just take over payments 
on $36,100 Gl 
loan. 
NO 
QUALIFYING! 
NO 
NEW 
LOAN COSTS! Owner will 
help finance if needed. Ful- 
ly 
upgraded 
throughout. 
Tinted glass, plush carpets 
AND entertaining lounge w 
frplc. "See Sea" 
terrace 
with cabana 8, luau pit! 
Fantastic buy! HURRY. 
OLD WORLD 
CHARMER 


LIBRARY with real FIRE- 
PLACE PLUS bulltln TV, 
walls of book shelves ac- 
cented with hand rubbed; 
paneling. Another fireplace 
in ownstalrs sitting room. 
W r o u q h t iron staircase 
leads to 4 Bdrm. suites. 3 
p r i v a t e baths. Country 
kitchen serves formal dine. 
Mission 
VIeio area 
near 
new SEARS! Special price 
....$38,500...HURRYI 


837-9550 


FOREST E. OLSON . 


REALTORS 
El Toro Rd. at San Diego Frwy. 


exquisite decor 


$34,500. Lovelv brick accents. Air 
conditioned. Modern kitchen with 
bullt-lns, dishwasher & self-clean- 
ing oven. 3 bedrooms. Fireplace, 
den, brk, 830-6030 


panoramic view 


Beautiful Saddleback M o u n t a i n 
View. Very plush Interior. 4 bed- 
rooms. 
Modern 
dream 
ktlchen. 
Fireplace Nicely landscaped. Jusf 
1 year old. $36,900 brk. 830-6060 


TARBELL 


BY owner. Be3ut. 2 sty. San Miguel 
on View tot. 2,300 sq. ft. 4 br., 3 
ba., AC, fully ldscpd., manv xtras. 
$58,500 prlnc. only 837-2033 
W ^ V A C A N T ^ ^ 


Beautiful trl level 3 bdrm with 
huge step down family room & wet 
bar. Formal dining 3 baths, large 
balcony 
Excellent location 
near 
school & private club $45,900. 
a Paz RE i t 830-0700 


S.A. Frwv to La Paz Rd., left at 
lst_Stpp, go block to Safeway Ctr. 


$23,500 - NO MORE 
This sharp 2 Bdrm., 1'/» ba. con- 
dominium wlfh many exp. graded 
f e a t u r e s , Immediate possession 
available, assume good FHA loan. 
SADDLEBACK VALLEY 


R E A L T Y 


586-5771 


6 TOP DRAWER ® 


Mission Ridge Executive home lo- 
cated hi on hill In exclusive area. 
4 Br, 2Vi Ba. w-all deluxe features. 
Fam. rm., form din rm. air cond.,, 
lush carpels & custom drapes, alii 
prof decorated, rm for pool on" 
huge beautifully landscaped lot w-t 
golf course view. $94,500. 
r 


MISSION HILLS REALAY 


MISSION VIEJO'S LARGEST 


• 830-5070 • 


® 586-3600 O 
, 
Laguna Hills 
Mission Vlejo 
_ 


NEWPORT BEACH- 


O WATERFRONT PROPERTY • 
3 BR, 2 ba, prtv slip, beach, by 
owner, Balboa Coves, 675-4217, tor 
appt. 


ORANGEJ- 
F 


SAVE! No closing costs. No R.E.i 
commission. No points. Low ¡r,tcr-. 
est. Bum credit OK. Owner has 
12-3&4 bedroom 2 bath homes for; 
sale. Good areas. $1,000 down, as. 
low as $240 per mo. No brokers! ( 
(213) 773-7650 or (213) MA 5-2648. 
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ORANGE- 


(CONTINUED) 


* 
COOL POOL i f 


Summer Is here, enioy this air con- 
ditioned 4 bdrm, 2 bath family 
room LA V E T A WOODS 
HOME. 
Blt-ln kitchen with pantry. Covered 
paflo. Heated & filtered pool plus 
play area for the children Perfect 
housa for entertalnlna. 


CENTURY 21 
637-5750 


2777 O R A W G E O L I V E 
R D . 


NOTE THESE! 
WELL DECKED OUT 


Ideal for young model family. Cor. 
lot for boat or trailer. Many eye 
Ing features. 11 yr. old. hwd floors, 
peg board, fam rm. F P with back 
up BBQ in kit. Electric kit. look of 
air outdoors Wood paneling in LR 
$35,950 
@ Red Carpet 


REALTORS 
558-8844 


Tustin AVB. at Santa Clara 


COUNTRY LIVING 


Magnificent 
custom 
S 
bedroom 
home 
with 
seclusion, 
room 
for 
horses and lots of elbow 
room. 
Over 4000 sq. ft. of house with a 
massive 
separate 
family 
room, 
huge llytng room, lots of storage 
plus 4 baths. Easily one of the 
most srtiking homes ever built in 
this wlnderful rural area. Beautiful 
detailed and decorated. $135,000.00 
| HALLMARK 


REALTORS 
544-5656 


; 
OPEN HOUSE 


3032 N. PINEW00D 
NEED ROOM? 


Exquisite tri-Ievel in pride of own- 
ership 
location. 
4 
Bedrooms, 
3 
baths, family rm. & formal dininq 
rm. Extras galore! 
A few are: 
18x36 pool with board & Jacuzzi. 
Central air condltionlnq with elec- 
tronic filter. Water softener. Sun 
ken conversation pit. 2 fireplaces, 
Wet Bar. Plush carpeting & cus- 
torn drapes. Compare at $56,950. 


TIME j r 633-2525 


R E A L T O R S 
725 N. TUSTIN 
OR 


0RANGE- 


(CONTINUED) 


SHARP & IMMACULATE 


A S S U M E 
LOAN 
FOR 
$5700. 
No qual. noc. 3 Br. 
plus 
fam. 
rm, cust drps, w-w cpts bltins, 
frplc., total pmt. $227 incl. taxes " 


" 1 S' 
LUCKETT R E A L T Y 
538-1123 
538-0602 


BY OWNER 
5 Bdrm, 2',4 ba, Iqe. fam. rm., 2200 
sq. ft., raised deck, patio, boat gate 
& side yard. $44,500. 532-4934 or 
879-3059. 


* 
SPARKLING POOL 
* 


This homo planned for summer fun. 
Orange 
Hi-Yorba 
Jr 
-Cambridge 
Elem Schools. The best addressed 
people live on tills street. $37,700, 
Eves Terry Clayton 633-6421. 


$27,950 


2 bdrm, sharp with extra room plus 
screened in patio & loads of ex- 
tras. See this eves: Geo. Feke 


ORANGE ASSOCIATES 
REALTORS 633-7000 


506 E. CHAPMAN, O R A N G E 


O W N E R . Beaut. 3 Br., sunken fam, 
rm., din. rm., over 2,000 sq. ft. 
Many 
xtras. 2551 Ashwood. 637- 
6628. 


L O V E L Y 
custom home In country 
area, Ige. lot, rm. for boat or trlr., 
2 BR. & din. rm., panel ilv. rm 
firepl. VA 
appraisal, $25,750. To 


see call for appt. 633-4618. 


E S T A T E 2 br. home. This spotless 
qrowers home on one acre 
was 
reserved 
from 
33 
acre 
grove, 
Fronts on main 
thoroughfare 
in 
Orange 
Park 
without 
neighbors 
Either 
side 
or 
rear. 
Priced 
to 
sell. Call 538-5277. 


4 BEDROOM—2 BATHS 


$27 950 


FRPLC., 
cpts., 'drps. 
t h r u o u t, 


dshwshr., like new condition. Bolin 
Realty, 538-9616. 


better hurry! 


Dramatic Spanish arched entry, 
bedrooms, 2 baths. Nicely decorat- 
ed. Larqe covered patio. Family 
room, 
fireplace. 
Built-ins, 
dining 
room. Beautiful yard. $35,600. brk 
637-0471 


6 % % Gl LOAN 


Assume $20,700 Gl loan on 
this sharp 
3 
bedroom, 
bath air cond. home. Walk 
to' all schools. Total payment 
$196. per month. $26,950, 
full price 
TIME 
+ 
633-2525 


Realtors 
725 N. Tustin 
Or. 


2000 SQ. FT. 
r. VERY EZ TERMS 
Just listed 4 king size bedrooms, 
paneled family room, candle light 
dining 
room, 
step 
down 
living 
room & gourmet kitchen. Large 
corner lot, boat & camper access, 
don't miss seeing this one, It won't 
last 
at 
the 
low, low 
pries 
of 
»34,950. 


REAL ESTATE 
ASSOCIATES 
639-3881 


321 SO. TUSTIN, O R A N G E 


BR. + 
bonus rm. Upstairs, P/4 
ba., bltins., cpf., dbl. aar., drps., 
all Indscpd., block wall fnce. By 
owner. $36,800. 639-2181. 


CANYON 
GET-A-WAY 
$21,950 


This 
.... 
ehaming 
2-bedroom 
cottaqe. 
was custom bu'rlt by contractor as 
his own home. Located on level 
secluded lot in a maonificent wil- 
derness atmosphere. Just minutes 
from downtown Orange. 


WALKER & LEE 


637-6771 


BEAT THE HIGH INTEREST 


Asiume this 6 % G.l. loan. 3 . large 
bed rooms 
2 bath family room 
fireplace. 
Patio 
kitchen, 
blt-ms. 
Block wait fence 
Near O R A N G E 
M A L L . 


CENTURY 21 
637-5750 


2777 P R A N G S O L I V E RD. 


POOL TIME 


C O U N T R Y S E T T I N G $42,950 
Choice location at the edge of Villa 
Park. 4 brg bedrooms, large fami- 
ly rm., Del Piso entry, intercom & 
new shag carpeting 
Pool, is heat- 
ed. Compare today. 


TIME^-633-2525 


R E A L T O R S 725-N. Tustin Ave, Org. 


VACANT 
PRICE 


TARBELL 


1740 N._ Tustin,_Org. 


B Y 
owner, 3 Bdrm., 2 .Ba. 
fam 


mr., bltins., frplc., walking dlst. to 
shopping 8. schls. $34,900. 637-9093. 


$28,950 


Drive by 2803 E. Orangegrove, . 
br., 2 ba. N.E. Orange, shag crpts 
paneling. 10 Irg shade trees & on a 
big pool size cul-de-sac lot. We can 
arrange most any type financing, 
owner is R.E. Broker & will coop- 
erate (213) 361-1313 ask for Jim. 


BIG F A M I L Y HOME, 4 br., 3 ba., 
bonus 
rm., 
nr 
schls 
- 
shops, 
priced 
right. 
$34,500. 
R E X 
L. 
H O D G E S 
847-2525. 
NEW 


+ 


VIEW 


Here's that once in a lifetime oppor- 
tunity .we all hear about when its 
too late to act. This 4 br., air-con- 
ditioned home is B R A N D 
NEW. 
Never lived in! The owner person- 
ally selected the site for this cus- 
tom built home for its breathtak- 
inn view by day & night. 
Now 
circumstances force the offering of 
this beautiful home at only $49,950. 
With 
building costs 
skyrocketing, 
can you really afford to be late: 
again? Ca us now, we'll show It 
to you. 


WALKER & LEE 


637-6770 


ORANGE PARK A C R E S - 
B Y O W N E R , 3 BR, 3 BA, 3 frplcs 
air 
cond. 
Beautiful 
pool, 
guest 
house. Fantastic patio. Rm. for 4 
corrals, hay storage, miles of rid- 
ing trails. Price firm at $72,500 
w-$15,000 down. Shown Mon. thru 
Thurs. only. 532-6561 or 532-4755. 
O W N E R 
1 Ac. 5 Br., 2 Ba. horse 
jDrop._Treos^bltins._S61,500j. 538-4269, 


HORSES-HORSES-HORSES 


Yes, this Is beautiful, close In, 
horse country, 8< a lovely 3 
bdrm & fam rm home on a 
full acre. See the gorqeous set- 
ting of soaring Italian Cypress 
trees. You'll love it, your hors- 
es will neiqh with loy & deiiqht. 
Price 
reduced drastically 
for 
fast sale to $55,000. See this 
barqaln now. Call for appt. 
WILLIAMS & FABER 


R E A L T Y CO. 
310 N. TUSTIN 
O R A N G E 


639-8500 
or 
Eves. 538-1714 


PLACENTIA- 
B Y 
Owner, Briarwood home, 2600 
sg. ft.; 4 BR, 3 Ba, formal din rm; 
sep fam rm, 2 frplc, best schools. 
$46,500, 524-1067, princ only. 


• O POOL 
T I M É 
sharp 
tri-Ievel. 
Great area, huge separate family 
room, formal 
dining 
rm., 
swim 
pool. Hurry for this one! 
R E D C A R P E T R E A L T O R 
528-1010 


LOVE AT PURSE SIGHT! 


Immaculate 3 bedroom home fea- 
turing 
shag 
carpeting 
thru-out, 
custom draperies, central air-con- 
ditioning, covered patio, room for 
boat or camper-excellent 
buy 
at 
$35,900. Call 524-8820-Walker & Lee 
Rltrs. 


(CONTINUED) 


( C O N T I N U E D ) 
T R A I L E R 
P A R K I N G 


zsharp, 
clean 3 Br. home with 
— , 


chain link fence surrounding prop- OWNER leaving. Sunken living rm. 
ertv & sep. parking area for trail- 
Tarbell, large kitchen with built- 


er. Walk 
to shop'ng 
8, schools. 
Ins. Plush carpeting 
3 bdrms., T 


Only $25,950. Owner will consider 
baths. Fireplace. Dining rm. Beau 
loan. Vacant. 
^ 
Red Carpet 


REALTORS 
1247 SO. B R I S T O L 


545-8493 
S A N T A A N A 


* 
BETTER THAN NEW 


Sharp, 
clean 
3 
Br. 
home 
with 
dining. Brlgth cheery home with 
many amenities. Located on cul- 
de-sac & schools near by. Separate 
laundry room. Owner anxious 


ROLLINS REALTY 
524-7800 


tifili yard with shade trees, brk., 
$28,000, 979-2390 
OLDER BUT SO NICE 


2200 so. ft., 3 br. home—not lust 
a house—with full dining room on 
quiet tree-lined street. Owner says 
"sell" at $30,000 
WALKER & LEE 


R E A L T O R S 
546-0022 


5 BEDROOMS 


POOL 
$32,500 


S P A N I S H CLASSIC 
Gracious 2 stry, S.A.'s finest N.W. 
area. 3 br., formal dg. & liv. rms.. 
Huge frplc, den & solarium. Big 
bkyd 
towered 
by 
giant 
trees. 
Priced to sell $52,000. Xint fin. By 
Owner 10% down. 541-0289 


$198 MO. Pays all! 2 Bä. bargain 
See this $500 dn. 821-9500 Bkr. 


Raise your family In this 
large 
comfortable 
home 
with 
a 
huqe 
backyard, 
Bar-B-Que 
area, 
fruit 
trees, flowers, all fenced, carpet- 
ing, 
drapes 
throughout, built-in 
range & oven, larqe family room 
& many, many extras on a quiet 
tree 
lined 
street. 
Easy 
terms 
available. Evenings eall agent 532- 
1401. 


I BY 
owner, assume 
- loan. $2,500 
down, 4 Br., pool, xtras, payments 
approximately $268. 962-5709. 


BY Owner 9 rm. house, bath + Vi, 
nice 
yd. 
w-patio, 
close 
to 
all 
schools & shop. $4,300 cash & as- 
sume 
loan 
of 
$22,258 VA 
app 
pmts. $210 mo. Can be seen any 
afternoon after 12 at 2317 W. La- 
Verne, S.A. 534-6758. 


CANALEREALTY| 
$f 
DN- 
LASTCHANCE 


1102 
W. 
17th 
St., 
547-4181 


S.A. 


orab this beautiful 4 Br., 2 Ba. 
home that includes new shag cpt., 
Iqe. yard 
8. fireplace 
for 
only 
$26,500. Call now to set. 534-7810 
Bkr. 


THUMP! 


I B Y 
OWNER. 3 br, 2 ba, lots of 
xtras. Air cond. Can assume 5Vi% 
loan. 2609 So. Olive. 545-8052 eves. 
$24,500 
VA TERMS 


You'v» fust hit the perfect house, 
Looks right, priced right. Has ev- 
erything. 3 Bedrooms, two baths. 
Separate 
Family 
Rm., separate 
_ _ 
Dining 
plus 
a 
12x26 
recreation S H E R W » » D 
R E A L T Y 
room. 
Zoned 
R-2. can 
build 


South of Edlnger E. of Falrview 
NO DOWN - V A C A N T - 3 BDRM., _ 
bath, fix It & we'H pay closing 
costs. 


635-3090 


ORANGE COUNTY PROP. 149 
NORTH TUSTIN 
- 


VIEW LOT 


Vt A C R E with a view of the valley 
and Saddleback. All Improvements 
$10,000. 


ORANGE COUNTY PROP. 149i0RANGE COUNTY PROP. 149 
TUSTIN 
- 


(CONTINUED) 


REALTORS Red Carpet 


838-1234 


Stater Bros. Shopping Center 
14203 Red Hill Ave., Tustin_ 


COWAN HEIGHTS" 5 


_ bedroom tri-Ievel home In the hills. 
Excellent floor plan. Large family 
kitchen 
plus formal 
dining 
room. 
Family room. Spacious master suite. 
3 bedrooms. Pool size lot. 3 car 
garage. 
Must 
sell. 
Priced 
below 
market at $59,950. 
* 
HALLMARK 


REALTORS 
544-5656 


A Very Private 


,. home In the hills. A bedroom, fam- 
ily room, dining room, as well as a 
breakfast room. Warmly and freshly 
decorated. Will make entertaining a 
delight. 3 car garage. Priced $71,700. 
Call now for an appointment. No. 223 


DONALD M. 
Bird 


mother-in-law 
house 
or 
lots 
of 
room for pool, qarden or orchard. 
Fully 
fenced 
for 
privacy. 
Just 
$29,750. How about 10% Down? 
979-6750 
9 A M - i P M 


VISION—VI 
GALLEGOS 
A COMPANY WITH VISION 


2211 S. Main St. 
Santa Ana 


5 BR * 
POOL * 
VACANT 


So. of Edinger & E. of Falrview 
V.A. no down, bit-ins, shake roof, 
clean 8, sharp with lovely 
pool. 
Consider smaller home In trade. 
S H E R W P 
R E A L T Y 
635-3090 


? 3 B D R M . 
pool 
home, frplc. A- 


F.A.H. new roof, crpt., paint, vie. 
Prospect 
& 
Fairhaven, $34,900. 
Owner 836-5611. 


L E A S E with option to buy. Large 
1-bd. (over 1,000 sq. ft.) modern 
bulit-Ins., air-cond., pvt. gar. & yd. 
$25,950. 
1901 
No. 
Millwood 
(off 
Sherry Lane). 541-4119. 


A B A N D O N E D , free lists of reposses 
slons. In all areas, Agt, 776-7330. 


B D + immac pool, sweep & heat, 
fam rm, 2Vi ba, nu w-w cpt & pnt. 
3 car aar, So. Coast Plaza cul-de- 
_ sac, $50,000. Pvt. pty. 714-842- " 
5500 DOWN, no qu-alifvlng. 3 BR, 2 
BA, fenced yard. Carpets. Vacant. 
(714) 821-8670 (714) 892-7294. 


CAREFREE LIVING 


WIND TREE WEST 
EXCITING T0WNH0MES 


1 ONLY $17,950 


2 BEDROOMS—2 BATHS 


• A i r cond 
• Fenced Patio 


• Shag cptg 
• Draperies 


• enclosed garage • Much morel 


615 SOUTH EUCLID 
PHONE 
(714) 
839-4320 


VA In., make ofr. on equity, 543 
5827. 


CHOICE H O M E IN CHOICE NOR- 
T H E W E S T LOCATION—4 Bedrms. 
m 
Baths, family room-rear living OWNER. 4 bdrtn., 2 ba., assumable 
rm. 
with 
massive 
stone 
firepl. 
• 
• 
- 
- - 


Built-in 
kit 
Close 
to 
schools, 
churches 
& 
shopping. 
Park-like 
sotting, home is spic 8, span In- 
side and out. Only $35,950. Call for 
appt. to study whether It meets 
your 
need. 
Eves. 
ph. 
B E T T Y 
S T A N L E Y 544-5207. 


O-DN. $500 move In to Vet, 3 Bdrm, 
2 Ba., den, frplc., bltns., cpts., 
drps.. Very cln. Pymts. $245 total 
962-0872. 


9 
§ 


* 
2801 W. ELDER, S.A. 


D R I V E 
B Y 
& S E E — 4 
Bdrms., 
. 
baths, blt.-lns on corner lot. Will 
sell to Vet. $28,000. 


.. 
636-0600 


NO DOWN TO V E T S on this three 
bedrm. home with bath & three c u E m i r - V i i 
" ^ « V w 


quarters, good Southwest area of S H E R W P 
R E A L T Y 


Santa Ana. Very quiet neighbor- I ' L L GO Gl, nice 3 br., home in _ 
hood. 
Vacant 
quick 
possession. 
good area with Iqe. yard. $27,950 
Eves 
ph. JOHN W H I T A K E R 542- _ R E X 
L. H O D G E S , 847-2525. 
8993. 
B Y owner, Gl resale. 3 BR 8, den 


ww. crpts., bltins. For Information. 
w 
Call 554-0740. 


P R I D E 
O P 
O W N E R S H I P — F a m i l y 
3 T B R ~ f u l l y - 
C D t d ~ s T d r a s 
oven 
home - 3 bedrms,-2 baths-formal 
rifrla., 
^ 
din. rm. •and sep. Fam. Rm. Com- 
RP"' 
•> HA 


piete .with .2 firepls. block wall I B i . £ 
w , . 
N F 
R J i ¿ 
'role, 


fenced yard and great cov. piitio. 
This home is tastefully and com- 
pletely carpeted and draped. The 
yards are manicured with many 
roses. Located near S A.J.C. and 
Honer Plaza. Please call for appt. 
EVPS. ph. M O L L Y DOUGHTY, 547- 
383). 
• • 


C H A R M I N G 
O L D 
E N G L I S H 
S T Y L E H O M E In nice N.W. area 
Larqe living rm., with brick firepl. 
Lovely 
formal 
din. 
rm. 
cheery 
breakfast 
rm 
basement. 3 good 
sized 
bedrms. 
2 baths. 
Custom 
draperies thruout. This property is 
In tip-top condition ready to movei 
Into. Eves. Ph. M A D G E W H I T A K - 
E R 542-8995. 
SANTA ANA REALTY CO. 


610 W. 17th St. 
Realtors 
542-6721 


N.E. S.A., $28,900, 541-6725 


WHAT A BUY! 3 large bedrooms 
Huge 
fenced 
lot. 
Carpets 
and 
drapes. Sharp as a tack. Priced at 
$20,000. Will not last. Sale V.A,. 
_ S O R E N S E N _ R E A L T O R S _ 533-2730 


SELLER WILL PAY 


$500 CLOSING COST 


$23,500 


Squeaky clean. Lovely 3 br. + 
Vh 
bath residence in established area 
2 Minutes from parochial school. 
Close to park. Enioy the finest at 
a reasonable price. Call now. 


WALKER & LEE Realtors 


17240 E. 17th St., Tustin 
832-6800 


VACANT-ASSUME VA 
14 BEDROOM N. OF 17th ST. 


Anyone can assume this xlnt loan 
on 
2 
Br. 
older 
but 
well-main- 


tained home Form din, frpl & bltln 
dressers 8< cabinets incl Fast pos- 
session. Submit your down pmt. 
onlv $21,500. 


2,000 sq. ft. Close to Santa Ana 
Colleqe, 
well 
kept 
comfortable 
home. Call to see it today Eve- 
nings Call Frank, 543-8686. 


GENE GREYTAK 


R E A L T Y 
11319 S. Malrt, S.A. 
541-4303 


BALTOR& 


1247 SO. B R I S T O L 
S A N T A A N A 


NEW LÌ5TÌNG 


Investors 
note this qood 
rental I 
home. 
Nice 
paneling, 
hardwood | 
floor. Payments $150 a mo. 
^Century 21* 


545-8493 SOUTH COAST PLAZA 


Exquisita Eandnolnte home on quiet 
street. 4 br-FR., split level. Very 
Plush decor. Onlv $39,500. 
WALKER & LEE 


R E A L T O R S 
546-0022 


EALTORS 
835-5511 


HELP HELP HELP 


BIG F O U R B E D R O O M 
California 
ranch style home is now vacant. 
Price reduced for immediate sale. 
Owner forced to vacate and must 
sell THIS W E E K . Home has for- 
mal 
dining, 
big 
master 
suite, 
space-aged kitchen and a spacious 
pool sized yard. Hurrv! Call.. 


633-5180 


FOREST E. OLSON 


R E A L T O R S 


FOR results see a Realtor 
For escrow, call Abstract Escrow 


547-8803 


4 BR, 2 ba, cor lot, nu cpt 8, dr ps, 
Indscpd, sprinklers, nr school» & 
shop, 536 N. James, 525-6933. 


NORTH ORANGE 


Large 3 bedroom home (2,000 sq ft) 
with many excellent features. Has 
front living room off tiled entry. 
15x28 family room with fireplace. 
B r e a k f a s t 
room, utility room. 
Lovely carpets 8. drapes thruout 
Unique covered patio. $41,500. Call 
for appt to see. 


538-9616 or eves 538-0942 


BOLIN REALTY 
OPEN HOUSE 


S U N D A Y 1-5 P M 
538 W. Brookshiro, Orange 
(2 blks S. of Lincoln Ave. Just W. of 
Glassell) 
INFLUENTIAL BEAUTY 


Here It is! The influential home 
i you have been looking for, 3 
; bedrooms 
& 
den 
or 4 
bed- 
„ rooms. Owner leaving state & 
' must 
sell. 
Priced 
at 
only 
1 $34,750. Stop bv for information 
1 on the best auaranteed sales 
' program on your home. 
Buy 
this 
home 
& 
broker 
will 
buy 
yours. 


Eve. L E E L U N D G R E N 
637-5885 


637-7400 
ASSOCIATED BROKERS 


1854 NORTH TUSTIN 
O RANGE 


4 BR, 2 ba., fam. rm.. cpts., drps., 
_ Very clean. $30,900. 528-4375 aft. 4 
LRG. 3 bdrm., 2 ba., heated 8, fil- 
tered pool. Lra. finished bonus rm. 
$36,500. Assume VA loan, 838-4566. 


WOWM 4 BEDROOMS 


Lots of room for the large family. 
4 Bdrm., 2 bath, family room, fire- 
place Blt-in kitchen with cupboards 
galore. 
Bla covered patio. Very 
sharp. 
Walk 
to 
V I L L A 
P A R K 
HIGH 


CENTURY 21 
637-5750 


D E M L O W 8, M A P E S 
R E A L T O R S 
OWNER 
relocated. Park-llike yard. 
Beautiful 
pool with dressing 
rm 
»shower. 
5 
blrms., 
2Vt 
baths. 
Rear llvinq rm., fireplace, family 
rm. Tarbell Built-ins, formal dln- 
lng_rnr_brk $42,500_637J)471 
' 
HOUSE ABOUT" IT 
; 
SUNDAY TREAT 


Look at this house see what practi- 
cal need 15x22 LR and 15x22 fami- 
ly 
room. 
Lq 
entry 
foyer, 
hwd 
floor, 11.8 x 12.8 Dr. ? bath, block 
wall fence. This has it a home 
should be a friend to come home 
to. See now lust $31,000 


Red Carpet 


REALTORS 
558-8844 


Tustin Ave., at Jrnta Clara 


BY Owner, 4 
207 
Juanita 
only, 524-9810. 


Br, 2 ba, cul-de-sac, 
Way, $35,750, 
prin. 


94 YEARS OF 
HISTORY 


Are 
preserved in this qra- 
clous 
P L A N T A T I O N 
HOUSE, located on Vt acre 
of trees and vines, 
spa- 
cious bedrooms and living 
area. 
COZY 
log 
burning 
F R P L . 
farm kitchen 
and 
f o r m a l 
dine. 
U N D E R - 
G R O U N D W I N E 
C E L L A R , 
a n t i q u e 
brick 
terrace. 
O W N E R 
MUST 
S E L L . 
C A L L NOW! 


CALL 541-5311 
FOREST E. OLSON 


REALTORS 


3 BR, 1 % 
Ba, huge bonus rm 
f rplcs,_patio,_$33,500, J 2 8 ¿ 6 7 6 _ 
ê 
F I X E R 
U P P E R .4. BR., l3/< 


bath, heeds some fixin' & scrub- 
bin'. Askinq only $23,500. 
R E D C A R P E T R E A L T O R 
528-1010 


$500 


of your closing costs will be paid 
by seller. Immaculate home fea- 
turing 
large 
bedrooms, 
wall 
to 
wall carpets and drapes through- 
out. Built-in ranqe & oven, covered 
patio. Onlv $33,500 with 5 % down. 
Call 524-8820, Walker & Lee Real-] 
tors 


. THE WHITE HOUSE 


2600 so ft., big rooms 8 of them 4 
br upstairs. 2 walk-in closets, pan- 
eled 18x15 fam rm, fantastic floor 
plan. 
Formal 
& 
informal 
areas. 
D e c , 
touches 
everywhere. 
Huge 
cov'd patio, fruit trees, cor. lot. 
See rs believinq. $45,000. All offers 
considered. Bkr.-Owner. 528-8132. 
0 POOL 
home 
P R O F E S S I O N A L L Y 
deco & Indscpd. 3 br, 2 ba cntr'l. 
AC, 
htd pool. By owner. 
Princ. 
only. $42,500. 524-8777, 308 Bluebell 
Ave. 


VA REPO 


5 Bedroom, formal dinlnq room, sep- 
arate family 
room, fenced 
pool, 
full price. $44,500. Total cash req 
$3,475. 


MJB REALTY 
524-2500 


5 


SPACIOUSNESS UNLIMITED 
In this low and rambling custom 
home ariiid mature shade trees. 
Grand piano-size living room, pool- 
table-size family room, large bed- 
rooms 
and 
separate 
all-purpose 
room. Many, many extras. $53,500. 
Call Ruth Sachar for appointment. 


Don Osen 


R E A L T O R S 
Your property listed nationwlds 
AT NO E X T R A COST 
1626 W. 17th 
24 hrs. 
547-5131 | 


PROBLEMS 


SELLING YOUR HOME 


TRY 


'EQUITY PURCHASE 


PLAN" 


BY 


Walker & Lee, Real Estate, 
Inc. 


2231 South Bristol Avenue 
546-0022 
$17,000 - NO MORE 


Very clean 3 br-den & work shop 
chain-lfnk 
°f 
a Ä 
H 
7^1(72 hour Evaluation Services) 


charming home! 
Price Is firm 
but easy financing. 
WALKER & LEE 


1 
BR. home, xlnt. cond. thruout, 
covered patio. Good neighborhood. 
1018 So^Halladay. 543-3682. 
OWNER—Nice 3 Br, H4 ba, drps, nu 
crpt, nr schls. 545-5133. 


R E A L T O R S 
546-0022 


ASSUME Gl 
LOW DOWN 


• • E A S Y TO OWN: !ge 4 bdrm.. - 
baths, genuine hrdwd. floors. All 
bit-ins. Poolsized lot. Many xtras. 
Take over lo interest loan or new 
F H A — V A O.K. Only $33,900. 


| FIRST P I O N E E R R L T Y 842-4421, 


»OPEN house 12 pm-3, 3 bdrm., 2 
ba. By owner. 1021 W. Carleton PI. 
549-3971. 


A great home, vacant 3 big bed- BY owner, anxious, leaving area. 2 


rooms, huge 
kitchen, 
dishwasher 
too! Shaq carpetinq. have a Bar 
BQ 
under 
the 
covered 
patio. 
$24,950. Call S A B E R 
Realty. 778- 


4000. 


OPEN SAT. & SUN 1-5 ^ 
. 
„ 
^ 


. , . 
c . 
2 BR., nearly new roof, cpt'g., wall- 


. 1222 M A R LES DR., S.A. 
paper. Fruit trees. $21,500. Owner. 
Spacious, 
cust. 
bit 
home. 
Estate 543.1397 
sized lot, w-pool, air cond., wet 
bar, etc. Owner. Ph. 531-0433. 


stry., 3 yr. old, 2200 sq. ft., Casa 
de Santlaqo, Immac. 4 br., 3 ba., 
frplc., fam. rm., 
Ig. can-be-rm., 
Indry. rm., 3 car qar., cpt., drps.. 
Iq. fncd. yd., patio, frt. 
sprklrs 
$44,950 or will consider offer, 836- 
9516. 


$197.00 Per month pays all: When 
you take over existing low Interest 
loan. 2 houses on 1 lot. $320 mo. 
Income. Call! 


S O R E N S E N 
R E A L T O R S 
827-7830_or_638-3722_ 


••MOVING SOON? 


For evaluation of your property 
& net sales results to vou 
call Mel Jolley at 547-3829 
Allison Honer Co. 547-7541 Realtors 
(Serving Orange Co. for 51 years) 


$44,500 
SWIM 
Pool. 
Beaut 
$2500_dn., bkr., 821-9500 


Br., 


Only $33,500 with 5 % down. Call 
524^820, Walker & Lee Realtors.. 
VAC. RusTic 5 bf, 3 ba, pool house, 
loads 
of trees 8, decking, bring 
paint 
brush 
& 
checkbook. 
Only 
52500 dn. 
Bkr. 774-0601, 826-9071 
eves. 


POOLS-POOLS-POOLS!! 


If you are interesled In a swim- 
ming pool, we have several homes. 
All types— all prices. Available 
with diging rms, family rms, wet 
bars, air conditioning & 3 car ga- 
rages. 


4 Bdrms 
$35,500. 


4 Bdrms 
538,950. 


3 Bdrms 
$39,950. 


4 Bdrms 
$42,000. 


4 Bdrms 
$43,900. 


3 Bdrms 
$49,000. 


4 Bdrms 
$49,950. 


If Interested, call for more details. 


ROLLINS REALTY 
524-7800 


©"ASSUMABLE LOANS 


Here are iust a few 
• 
3 ¿drm. den 8, swim pool 
per cent Interest. $38,950 
i 3 Bdrm. family rm, dinino rm, 
bVi per cent interest. $35,950. 


O 
3 Bdrm, family kitch. Anxious 
owner. 7 percent interest $34,950. 


• 4 Bdrms, family rm, dining area, 
pool, 6'/s per ccnt int. $35,900. 
Plus many more Call today. 


SANTA 
A N A - 


6'A 


$25,500 20% 
DN, carry 2nd, 
6 % % 
loan avail, $177 mo. 3 Br., Vh ba., 
2317 W. Anahurst, 551-4297. 


O L D 
F A R M H O U S E 
converted 
into 
Duplex! 
Full price only 
$22,000! 
All terms! 


S O R E N S E N 
REALTORS. 


827-7830 or 638-3722. 
R O O M Y 2 sty. 4 br., 2 ba., 2200 sci. 
ft. rumpus rm., sharp int. patio, 
$32,950. 549-1906 


LOW INTEREST 


That's 
the 
"Battle 
C r y " 
today 
Take over a low interest FHA loan 
on 
this 
Xtra. 
sharp, 
special 
31 
Bdrm. 2 bath. Up-dated 
modern 
kitchen. 
Complete 
built-ins 
Inc. 
new dishwasher. Sep. Dininq Rm. 
Beautifully 
carpeted and draped. 
Big back yard and spac. patio. 
Freshly painted Inside & out. No 
qualifying-just make a down pay- 
ment and take over. Only $28,500. 
979-6750 
9 A M - 6 P M 


VISION—VI GALLEGOS 


A COMPANY WITH VISION 
W E S T OF 
t 
f 
u 
a 
SIRHAVEN O R T H 
O F 


2jll S._Maln__St. 
Santa Ana 3Vi years young, 3 bdrms, 2 baths, 


MOTHER-IN-LAW C A S T L E ! 
family room. Cleanest & sharpes/ 
CUSTOM 3 bedroom with apartment 
Parkwood homes ever listed. Own- 
over garage. Workshop for Dad. 
er transferred. 
Larne covered patio. LOW DOWN! G R U B E R R E A L E S T A T E 
827-8640 
Anybody qualifies. Open eves. 
B Y 
owner, 3 br.~iV2 
b 5 7 beaut. 
S O R E N S E N R E A L T O R S 
landscpd., 
bVt 
assumable 
loan. 
638-3722 
830 
$1,500 dn. 
Full 
$23,900. 
1319 S. 


G.l. LOAN - $19,950 
Douoiasst,557-7824 


_n ,UIT , 1,... 
3 
BR., fam. rm. w bltln b b-que, 


i f . ^ 
wL ?,,,^;, ^ 
T„t 
0=5 
dshwshr., many xtras, $25,500. 836- 


cutie. 
No__ quali.fyln_g.^Total ^pav- 
5950, 


OPEN HOUSE 
2829 RIGHTER CIRCLE 


ments, $158, with $2,900 dn. Quickj ^ ¿ [ " b I A C H Z T 


^-CENTURY 
2 1 * 


S8.S 4 BR, 2V2 ba, AC, loaded, pool 
7 % Gl, owner, (213) 430-4240. 


R E A L T O R S 
558-3344 ä ( A N T O N - 


FORECLOSURE 
SALE 


BY M O R T G A G E 
C O M P A N Y 
T H E I R LOSS Y O U R 
G A I N 


1275 So. Kilson Dr. 


5 blks east of Main St., 2 blks. 
South of McFadden 


I M M E D I A T E OCCUPANCY 


4 bedrms, IV2 baths, large 16x22 
fam rm, with sliding glass door 
leading to a covered patio. Newly 
painted inside 8, out. Wall to wall 
carpet, F.A. heat, large double ga- 
rage. 


This is a buy of a lifetime at 
$26,000. Existing loan, may be as- 
sumed with low down payment to 
qualified buyer. (We may be able 
to lend you money for the down 
pavmenL 
ACT ¿AST FOR THIS ONE! 
C A L L F O R 
A P P O I N T M E N T 


| * « A 
NICE clean 4 Bedrm, home 
near 
Beach 
" 
Orangewood, 
H i 
bath .rplc, dbl garage, fncd yard. 
$24,950 
::<- down, VA 
low down 
FHA, conventional or cash down to 
existing 67- FHA 
loan. $158 mo. 


Incls taxes g, ins._8?3-2777 


| $21.000, G.l. appraisal, 3 br., ww car- 
pet, corner lot, Gl, no down, pay- 
ments less than rent. Bkr. 893-0577, 
532-5860, eves. 


» H O M E & B U S I N E S S ® 
Only $23,500. Nice 3 Br. house M-l 
cor. lot. Access from 3 sides. 774- 
0659 or 774-0321 


NORTH TUSTIN- 
HORSES TOO! 


Nestled amongst 1he hills, beauti- 
ful 3 bedroom, 2 bath, secluded 8, 
landscaped horse property. Dining 
room, bltins, fireplace, shake roof, 
service porch. This has 
E V E R Y - 
THING-only $39,950. 


772-3636 


REAL ESTATE 


ASSOCIATES 


639-3881 


1321 SO. TUSTIN 


ASSOCIATES 
R E A L T O R S 


832-8800 
»7802 Irvine Blvd.. Tustin 
ON A CLEAR DAY 


You can see Catallna - and much 
more. At night you'll see acres of 
lights. 
This 
superbly 
landscape 
residence is on a Vi acre view lot 
high in Cowan Heights. Quarry tile 
entry hall, luxurious living room, 
dining room, family room & 3 well 
planned 
bedrooms. 
Designed 
for 
Indoor and outdoor living and play- 
ing. Foothill Hi. Offered at $67,000. 
Call B I L L P A T T E R S O N 


544-1440 


TUSTIN ASSOCIATES 


REPOSSESSIONS 
> MONTE VISTA i 


R E A L T O R S 
24 hr. 
832-5560 


Tustin Estates 


A BR, 2 .ba, new cpts, & drps,1800 
Sg. ft. ranch, $32,500, easy terms. 
Large-Corner 


Shirp 3 Bedroom with lots of room 
for your camper or boat. You'll en- 
ioy luscious tree ripened fruit from 
your own yard. Ask about the exist- 
ing F H A loan when vou call. Day or 
evening Just reduced for quick sale 
to $28,950. 


WESTMINSTER— 


( C O N T I N U E D ) 


DONALD M. 
Bird 


ASSOCIATES 
R E A L T O R S 


832-8800 


17802 Irvine Blvd.. Tustin 


ABANDONED IN TUUSTIN 
$35,500, 


Almost, new 
four 
bedroom 
plus 
family 
room with massive 
fire- 
place, oversized kitchen. Intercom 
electric garage door opener. Low 
down to assume 7 % G.l. loan Own- 
er transferred and must sell. Must 
act fast on this 
Call C L E O K E Y 


544-14440 
TUSTIN ASSOCIATES 


Eves: 544-4559 
R E A L T O R S 


OWNER 3 BR, 2 BA - Ig. fam. rm., 
dp. rm., ig. lot, 2 frpl. $37,500. 
544-2232. 


Eves: 838-6308 
Realtors 


ex'-cel-lent 


Ad|: unusually good of Its kind; of 
exceptional 
m e r i t ; 
Smokewood 
Home. This arard winning 4 bed- 
room home that Is expandable to 6 
bedrooms sits on a Vi acre pano- 
ramic view lot In Lemon HtsJ with 
25x42 heated and filtered pool and 
eir conditioning. Webster's diction- 
ary describes it to a " T " . Formal 
dining 
room, 2 fireplaces, 
self- 
cleaning ovens and onlv 3 vaars 
young. Bring the 8 of vou to see 
where you'll be spending this sum- 
mer. Prlca $110,000. 


CALL 544-4900 8 AM-9 PM 
VISION 
_ red hill 


R E A L T Y 
R E A L T O R S 
Serving Orange & Villa Park 
Orange-Santa Ana Areas 
18002_[rvina_Blvd 
Tustin 


HOME WITH EVERYTHING 
5200 Sq. ft. of elegantly appointed, 
beautifully maintained home. En- 
tirely separate master suite with 
M r . and Mrs. dressing areas and 
an adlacent steam room. Separate 
children's wing with large play- 
room, 
4 
satellite 
bedrooms 
and 
Mother-in-law 
suite 
plus 
maid's 
bedroom and bath. Largo formal 
dining 
room, huge 
living 
room, 
and lanai overlooking 40 ft. swim- 
ming pool. Handsome library with 
wet bar. Many other custom ex- 
tras too numerous to mention. See 
today! $118,500. Ask for 
Dorothy 
Baker 


Don Osen 


R E A L T O R S 
Your Property listed nationwide 
at no extra cost 
1626 W. 17th 
24 hrs. 
547-5131 


„ C U S T O M H O M E BY O W N E R 
'A Acre, 3 br. or 2 i 
den, quiet 
area, horse ok, frpl & bltins. 1550 
sq ft. $39,950, 639-2876. 


BY owner t br, 2 ba, frplc, bltins, Ig 
lot, quiet cul-de-sac area, 
play- 
house, $33,500. Perf. for vng exec, 
w-fam. 
558-2272 or 
637-2828 
for 
_appt 
BY own. N. Tust. 3 Br., 14x18 fam. 
rm., d.r., Iqe. kit. w-eat. area, new 
bltn. range, self cln. oven, new 
cpt. thruout, wtr. soft., AC, bltn 


_gas_BBQ._ $42,750. 838-1039. 
I M P R E S S I V E 
& spacious. 4 
bdrm 
home. 3240 sq. ft. 3 ba, billiard 
rm, fam rm, dining rm, crptg thru 
out incl kit 8t ba, full coverage on 
drps., top quality 
bltns, 3 schls 
nearby. Must see, owner 838-2780, 


MOVE IN TODAY 


Y O U ' L L 
love 
the 
looks 
of this 
charminq 
3 
B E D R O O M 
home, 
lovely 
landscaping and a 
pictur- 
esque post & rail fence. E X C E L - 
L E N T area close to shopping 8. a 
short 
W A L K 
to 
school. 
O N L Y 
$35,900. 


TIME 
835-2525 


TUSTIN A V E , at 17th, S.A. RLTRS. 


• • MOVING SOON? 
For- evaluation of your property 
& net sales results to vou 
call Mel Jolley at 547-3829 
Allison Honer Co. 547-7541 Realtors 
(Serving Orange Co. for 51 years) 


ViLLA P A R K - 


Unbelievable! 


Spacious Jr. Estate. 4 bedrooms, 
31/4 baths. Alr-condliioned. Beauti- 
ful heated 8< filtered pool with ia- 
cuzzi. 
Custom 
interior. 
Family 
room, fireplace. Lots of privacy. 
$54,000 brk. 832-7151 


TARBELL 


NEED ROOM? 


Custom home on '/1 A C R E estate 
In Villa Park HILLS. 4 bedrooms, 
3 
baths, 
F O R M A L 
dining 
room 
13x20 family rm + 14x16 den. Cen- 
tral A I R cond. 20x40 POOL, lanal, 
fire pit, auto sprinklers, 
putting 
green, 
night 
lighting 
+ 
-more, 
ompare at $73,950 


TIME*633-2525 


ReaHors 
^ 
725 N. Tustm Dr. 


H O R S E S 
V2 acre 
charming 
older 
home, 3 br, den, 1850 sq. ft., 3 
stall bam, long runs, out bldgs., 17 
fruit trees, much 
more. $49,900. 
18471 Santiago, 633-7020. 


ESTATE 
Orange Grove 
$75,000 


Enioy the finest In a custom home 
with huge 19x35 H8<F pool. Lovely 
gold carpets and tasteful 
decor. 
3000 sq. ft.. 15x19 den, 306 ft. deep 
lot. Fantastic - call for particuairs. 


WALKER & LEE Realtors 
17240 E. 17th St. 


832-6800 


Tustin 


_18062_lrvin9_piyd., JTust^ 
REDUCED $20,500 
170° VIEW 


Entertain with pride In tha finest of 
Pool homes. 4 br + 
3 baths in 
finest Cowan Heights area. Formal 
dining, large separate family room 
with wet bar. Central air, beauti- 
fully appointed 
landscaping. Call 
now. 
WALKER & LEE Realtors 
17240 E. 17th St. 


832-6800 
Tustin 


for the executive 


Spacious 
2 storv 
4 
bedroom, 3 
baths. Fully landscaped In Japa- 
nese theme. Family room. Formal 
dining room. Dream built-ins. Fire- 
place. Choicely decorated. $51,000. 
brk. 832-7151 


TARBELL 


je062Jmne,_Tust._ 


O W N E R anxious, custom 4 bdrm at 
the foot of Red Hill Ridqe. Cathedral 
ceiling in family rm. Terrazzo en- 
try. stone fireplace. Tarbell For- 
mal dininq rm. 3 baths, Pool & 
Paflo. 
Completely 
private 
pool 


Jlrea brk 569,900, 832-7151 
P A C E S E T T E R S S A N T A SUSANNA 
BR, 3 ba., fam., wet bar, form, 
din., 
3 
car 
gar. 
on 
cul-de-sac. 
$51,500. Call owner. 544-5982. 


TUSTIN 


* 
OPEN HOUSE 
* 


Sat. & Sun. 1-5, Sale or Ise. 1445 
Bryan Ave. 4 Br., fam. rm., V h 
ba., air cond. Vac.; move In cond. 
beaut._dec. Owner (714)_ 494-2213 _ 
4 YRS. YOUNG 
3 BR 
+POOL 


$198 PER M0.1 


Hard to believe? We promise you 
a world of elegance as you gaze at 
huge 
vaulted ceilings 
and 
ankle 
deep carpets. Romantic log burn- 
ing fireplace. Castle size kitchen 
and family room combination. Gi- 
gantic 
master bedroom. Wall of 
glass 
to 
sparkling 
year 
'round 
heated pool. Boat and trailer ac- 
cess. So much more. Don't hesi- 
tate—see today. Call 


832-9211 


CENTURY 21-WESTLAND 


14232 Red Hill Ave.—Tustin 


i c VILLA PARK * 
: 
. 
$57,950? 


Unbelievable but true only 
V h 
vrs. old and shows like a model. 
4 Br's, family room, formal din- 
ing & over sized Master Br. on a 
quiet cul-de-sac street. This can't 
last. Call 


Eves H A R R Y BRANSON 
537-1151 


637-7400 
ASSOCIATED BROKERS 
1854 N O R T H T U S T I N 
O R A N G E 


BY O W N E R 4 bdrm. home on Vi ac. 
professional landscaping, pool, air 
cond. $72,500. 9632 Center Dr. Call 
for appt. 637-2298. 


POOL HOUSE 
FIVE BDRMS 
3BATHRMS 


Two 
story, 
huge cul-de-sac 
lot. 
Beautiful 
condition, 8 vears 
old, 
$40,950, call for information. 
WALKER & LEE 


892-4435 


OUT OF COUNTY PROP. 751 


(CONTINUED) 


SACRAMENTO- 
39 ACRE almórid. 3 brT 2 ba, po"öT, 
_barn_$65,000_or_trade._99B-2582^_ 
SAN JUAN CAPISTRANO— 


R E M O T E A C R E S 
2Va Acres Rancho, barn 8, materi- 
al for house. Water only, within 
Cleveland National 
Forest. Miles 
of riding trails. Full price, $37,500, 
call for appt. 493-1124, Caplstrano 
_Valley_ Realty. 
SUNNYMEAD- 
Vh AC. Horse ranch, fantastic view, 
new home about 1,800 sq. ft., 682- 
5462_aft!_8, .687-9116, 689-2158 
, „ „ 
u , 0 ^ T H E 
B E A C H 


3 BR, dble., gar., Ige. master bdrm. 
& living rm. $45,000. Century 21, 
956-3570. 


VISTA- 
2 
HOUSES 
on 1 ac. hillside lot, 
zoned for apts. Nr. frwy. 8, shop 
ping. S31,950.terms. 995-0290 aqt. 


GROVES, RANCHES 
& FARMS 


(CONTINUED! 
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Y0RBA L I N D A - 


INTERESTED IN 


HORSE PROPERTY? 


C A L L 


ROLLINS REALTY 
524-7600 


GOV'T O W N E D HOMES 
r, .„ 
„ 
FHA-VA Repo's 


Rqljins_Realty 
524-7600 


BY OWNER, A-C, 2200 sq. ft., 4 BR' 
3 ba., fam. rm., elec. kit., shaq 
cpt., $41,900. 524-3043 aft. 5 except 
weekends. 


BY OWNER, 4 br, 2 ba, assume V A 
loan, $27,610, $4200 cash to mort 
gage, immed. occupancy, 524-9008 
or 528-3063. 


BY Owner. Quiet area. 3 Br., 2 Ba., 
custom drps. 
New cptg thruout. 
frplc, patio. 
Pool size lot. Prof 
Indscpd. $31,950. 993-1651 


V I E W H O M E - L O A D E D 
4 BR. - 2 Ba + 
fam. rm., Spsh 
style, carpets, drapes + 
bltins.. 
pool sz. lot. For the Jr, 
Exec. 
$1,500 dn. 


B E V E R L Y JACKSON 
R E A L T Y 
545-8245 
or 
847-6033 


ASSUMABLE VA LOAN 


Customized 2 BR home will suit 
all your needs. Self cleaning oven, 
air conditioners. Looks like a mod 
e'l. Loan bal. $27,300. (BL3390). 


MJB REALTY 
524-2500 


2 ACRES-VIEW 
Horses + Guest 
PLUS INCOME 


ONLY $39,950. A rare find. Enlov 
your privacy, in this spacious hill- 
top 
view 
home. 
Plav 
In 
18x20 
game room & enioy fireplace on 
cool nights. Horses welcome too. 
The 
guest 
c o t t a g e 
rents for 
$125,000 per month. What a buy. 


FOREST E. OLSON INC. 


REALTORS 
524-8140 


PLUS 4 BR., 2 BA 


FRPLC., carpets, drapes, bltln., S-0, 
+ dish: $1,000 dn. 
B E V E R L Y J A C K S O N 
R E A L T Y 


545-8245 
or 
847-6033 


BY OWNER, 2000 sq. ft., 4 bd home, 
prime loc, assumable VA In, own- 
er will take second. $45,900. Princ 
only. 19842 Lornbardy Ln, 524I9177. 
• • C O U N T R Y 
CLUB 
ESTATE. 
Immaculate 4 Bdrm., 2 bath In 
prestige 
area, 
priced 
right 
for 
quick sale. Call now for appt. to 
see' 


R E D C A R P E T R E A L T O R 
528-1010 


$239 TOTAL payment when you as- 
sume this 7% VA loan. Anvone can 
qualify. 2 vr. old home. Spacious 
bedrooms, 2 baths, family room. 
Asking price $33,590. 


K A T E L L A R E A L T Y 
871-9165 


POOL T I M E S — S P A N I S H 
decorat- 
ed 3 BR, dining rm. 1% bath 8, 
large pool. Lots of panelino and 
new flooring. 
Owner 
transferred. 
Asking $38,000. Come see (BR3300). 


MJB REALTY 
524-2500 


OWNER very anxious. Quiet area. 
Lrg. covered patio. 4 bdrms., De- 
luxe built-in & dishwasher. Custom 
Interior. Choicely landscaped, brk. 
$35,900, 524-0520 


EXEC, home, 4 br., 2 ba., fam. rm., 
formal din., 3 car gar., rm. for 
pool. $47,500. Owner. 524-2337. 


BY owner. Lg. tri-Ievel home. 2400 
sq. ft. 4 BR, 2'/2 ba., laundry rm„ 
horse stall on Va ac. $42,500. 524- 
6474. 


OUT OF COUNTY PROP. 151 


SANTA Cruz Mts., Soquel area, 15 
ac., beaut redwood S, open fields, 4 
house sites, well 8< access, $65,000. 
for info write Paul Jenkins,' 25267 
Terrace Grove Rd., Los Gatos, Ca. 
95030. 
' 


F R U I T Trees galore. On this attrac- 
tive property almost V2 acre with 
frame 2 BR home across the park. 
In 
Ontario. 
Would 
you 
believe 
$16,950 full price? Lantina Realty. 
865-1265. 


ANTELOPE VALLEY— 
10 AC $9,895, terms, nr frw», shop- 
ping, utils-, 586-5697. 


CHINO— 


Out of State Property 
153 


N f ^ o [ u m o i i H < M n W a s h l i / i T ! n 3 
_ 8t_fjds $3? mo., no dn. Own. 828-1657. 
S O U T H E R N Utah, 20 ac., by owner, 
trees, level, nr 
Natl 
Forest, gd 
hunt & fish area, $450 per ac. $200 
full dn pymt, call 531-4797. 


SAC. by owner 2 8, 3 nu bdrm. 
homes. Nr. Lake Mohavo & Colo- 
rado River. No reas. ofr. refused, 
633-5567. 


40 ACRE COLORADO 
RANCH 
A S S U M E 
P A Y M E N T S 
$8400 orlg. price may be assm'd. 
by making 2 back pymts. of $68.14 
St assuming princ. bal of $6604.07, 
at 6'/2% int. No down pymt., iust 
off state hwy. 350, gently rolling & 
treed. 
Nr. 
fast 
+ 
growing 
La 
Junta, Colo. S. the famous hunting, 
fishing 8> ski areas of Colorado, 
call collect for John, (303 ) 384-7739. 


R E T I R E D to So. Calif. Have lovely 
..4 Br, '3Vi ba, Dallas, Texas brick 
home for sale. All furnished. J.K 
.. Story. 645-2617 
CM. 


NORTHWEST ARKANSAS & 


cap»«.SOUTHWEST 
M I S S O U R I 
F A R M S , ranches, homes, commer 
cial, lake 
Investment 
properties. 
Write or call: 3 Corners Realty, 
Box 576, Rogers, Ark. 72756, 501- 
6J6-32I8. 


LOTS AND ACREAGES 
155 


» 2.72 A C R E S in Corona level with 
view, all util. zoned. A.l. $21,365, 
xlnt. terms. (1) 737-9618. 


F I V E A C R E M O U N T A I N 


CAMPSITE 


Clean fresh air 8< tvuge pine trees, 
Up to 20 acres avail. Call now, 


_Real Estate Fair, 536-2551 
R E T I R E M E N T - recreation - invest 
ment. V/i ac. 
nr. 
Calif. 
Pines, 
$1,500. $40_dn._$40 mo._839-6455. 
A P P R O X Vf acre, terms, M3 zoned 
Lakeview, Ca. (714 ) 657-5238 aft t 
p.m. 


40 ACRES $10,995. Full price. Good 
_jerms^_What-A-Buy! 544-4487. Bkr, 
(10) 
I/a A C R E 
lots. Cowan 
Hgts, 
ready for homes, take your pick, 
Ojj'ZOOl 


G O V E R N M E N T land, low $ acreage., 
goklet. M. TabonI, P.O Boxi 


„„ . 
_ A N Y T H I N G GOES _ 
20 ACRES S. of Lake Perris, N. of 
Murietta, M-3 zoned. Rolling land 
w-a good view. $1,950 per ac. 


. ? 
P E R 
A ^ R E 
• 
YOU look down on the entire Perris 
Valley 
from 
this 
gorgeous 
8.82 
acres. Nice level building site, mo-l 
bile home O.K. E Z terms. 
• G E N E R A L R E A L E S T A T E 
• 
155 E. Fourth St., Perris , 
(714) 657-3169 


W A N T E D R2 8, R3 lots 8. acreage 
_Stonis_Bldg. Co. (714) 646-4414. 
ATTENTION developers. 2 R-3 acres 
West Org. County. 828-8990 


HAWAIIAN LOT FOR S A L E 
Must sell beautiful, lush, lot on 
Island of Hawaii, outside of Hilo. 
494-6917. 


12 AC., mobile 
home 
park 
land, 
$8000 per ac., Riverside area, bkr. 
870-7711 


E L S I N O R E area. 40 acres. Water 8, 
power to property. $1,750 per ac. 
Bob Hoole 674-4069 


i t NEAR SAN DIEGO 
* 


600 ACRES 
$2,200 ACRE 


Directly in path of progress, mul- 
ti-purpose use possible. 
E X E C U T I V E R.E. 
832-7353 


.8 Acre-Diamond Bar. 
The Country 
Ask for Jim Dunn. 
„Forest Olson Inc. 633-5180 


13'/2 A C R E S iunk land hilly $600 per 
ac. Rinco. 213-484-0990 collect. 


* 
ACREAGE 
* 


Four 
E-4 estates. 
Prime 
North 
Tustin 
area, 
level. Owner 
must 
sell. (Mr. Oltman 231). 


CALL 639-1501 


•C0LWELL* 


_ P R O P E R T I E S INC., R E A L T O R S 
B OF A TOWER 
O R A N G É 


YORBA LINDA KNOLLS 


Owner 
must 
sell 
this 
gorgeous 
Spanish decor home Only the best 
In Cpts, drps, 8< landscaping, cov- 
ered patio with arches & wet bar. 
Larae yard plumbed for pool, gas 
for Bar BQ. Two story, family rm. 
A Bdrms., 2 fireplaces. You must 
see. $52,500. 


ROLLINS REALTY 
524-7600 


WESTMINSTER- 


NO DOWN 
TO A N Y O N E 
C L O S I N G COSTS O N L Y 
$25,900 . $249 MO. INCL. A L L 
1 Br., 2 ba., nu cpts, paint, tile & 


vacant. 832-4387. 


3 BR, den, must see to apprec.. 
fam., 
frplc., 
Ige. 
mstr. 
bdrm., 
atrium 
entr., 2 ba. By 
owner, 
$27,950. Call 430-9318. 


BY 
Owner, well cared for 3 
BR, 
2 ba. home, w-lg rear yd, $27,200, 
(714) 892-8617. 


9 LARGE CORNER LOT • 


Boat or camper access. 3 Bdrms. 
hardwood floors, bit-ins, carpets & 
2 garages for 5 cars $29,950. Full 
price. All terms. 


WEST MALL REALTY 
15051 Edwards (at Bolsa) 
894-4466 
_ 
_ (213) J36-8515 


COPPER KETTLE STYLE 


P R E V A I L S 
thruout this 
Early 
Amer. 
siyled 3 Br., 17x19 fam. 
rm. 2 Ba. home, hrdwood 
firs., 
used brick frplc., open beams. Art- 
istically 
Indscpd. 
w-that 
special 
area to grow your own vegetable 
garden $33,000. 
JOHN R E A D RLTY. 
894-4401 


$23,500 + + 
VA TERMS 


NO down, vacant, 3 Bdrm., fix it 
and we'll pay closing costs. 


5 H E R W * « D 
R E A L T Y 
635;3090 


BY owner, $27,950, 3 br, fam rm, 1% 
ba, frplc, biock wall, shako roof, 
5911_J ones Ave., 962-8774. 


Gl NO DOWN 
$29,500, 4 BD, 2 sty, 2 ba, nu cpt, 


_dn?s, xlnt areji, Bkr, 557-8623. 
$500 DN., 4 Br., 2 ba. Dream home, 
vacant Bkr., 821-9500 


* 
ELEGANCE 
* 


R A R E L Y 
does a home come on 
the market with so many CUSTOM 
features that defy proper descrip- 
tion. 
This home has approx. 5000 SQ. 
FT. 
with 
5 B E D R O O M S 
and 4 
baths, L A R G E POOL with statued 
FOUNTAINS, 
3 
separate 
yards, 
approx. 
1 ACRE, 
AIR 
CONDI- 
T I O N I N G and room 
for 
HORSE 
with tack room 8< corral. 
Much 
more to see. Appointment only. 


TIME * 
835-2525 


TUSTIN_AVE. AT J7tll, S.A. RiLTRS 


C0ND0 GO-GO 


You can iust GO 8, GO when vou 
own this—leave the malnt. to Joe. 
3 BR, 3 BA. 2 F I R E P L A C E S , 2 
Car. Gar. Pvt. Patio. POOL-Jacuz-| 
Zi-Clubhouse, 15% down. $28,950. 
•Monte Vista® 


R E A L T O R S 
24 hrs 
832-5660 


$22,000 


2 Story Foreclosure 
5% 


You bargain hunters had better hur- 
ry on this one. 4 bedrooms, 2'a 
b a t h s , 
comoletely 
refurbished. 
Gleaminq bulltins, dishwasher, ful- 
ly carpeted. Best vet - 5 % down 
and no 2nd T.D. and free escrow. 
Hurry on this one. 


WALKER & LEE Realtors 


ORANGE1832-6800 
O P E N E V E S 


* 3 & D E N * 


ONLY $25,500—$500 dn. for this new- 
ly dec. 3 Br., 2 bath corner home. 
Call now to see. 534-7810. Bkr. 
Why Not? 


This 3 bedroom can be the start ol 
something! It's on an R-2 lot with 
room to build or add to existing 
structure. Good assumeable 
loan. 
Priced af $24,950. 


Rex L. Hodges 
REALTY 
636-4-650 
EVES 897-5983 


SH-H-H-H!!! 


We've found a sleeper. 5 bedrooms 
2 balhs, big yard, $31,500. Anxious 
seller. We will guarantee the sale 
of your home to help you buy this 
hnrr.e. Wm. McCABE, 
INC., Real 
Estate, 557-5022 or 842-4405. 


BY owner 380x330 A-l zone, perm, 
pasture. 2 3 br homes. 4027 Pame- 
la Dr. 628-9866 eves. 


NO DOWN TO VET 


Lovely 4 BR, bltins, frplc., shag 
cpts., shake roof, & new paint. 
Vacant $26,500. 
United Properties. 
(714) 734-0142 


CORONA- 


HORSES, HORSES 


W O R K I N G 
horse ranch Vh 
ac., 
pastures, barns, stalls, everything 
needed. 3 br. 8< den home 
Incl. 
Priced at only $69,000. 
'A Ac. horse lot $9000. 
3 br, A-l zone Ig. rms., owner 
anxious. 
3 Br., 2 ba., A-l zone all the xtras. 
Owner says sell. rm. for pony. 
Xlnt value $23,000 


734-0711 Norco 633-8115 
Apnrox. 4 ac. all C-L. fncd. frntqe. 
3 sts. Lg. 3 br hme. w-view + 2 
br. hme. Great variety of fruit & 
nut trees incl. over 100 avocados. 
Barn & corrals. $92,500. Assume 
la in. or new In. 
Newly dec. , 3 br. 1'A ba. hme. 
bltin kit., Ig. encl. patio w-frpic. 
Royal 
pool. 
Only 
$26,500. Conv. 
terms. 


Only T/a yr. old, 3 br, 2 ba. hme 
owner transf. Cntr! air 8< ht. All 
new hmes 
In area $28,250. 
Lg. 
FHA \n. 


735-7000 
Corona 
633-6880 
R E D C A R P E T 
REALTORS 


DIAMOND B A R - 


T A K E over payments 
40 Acres in No. Calif, borders. Nat 
Forest, level, tall pines qd road 
access, all 
rights 
included, 
paid 
$285 dn $88 mo. $9860 cash price. 
_Call Will Misch aqt. J714)_673-J487 
1st T.D. $31,590. 7% All due Sept. '74 
or 
construction. 33% 
equity 
10% 
discount. 639-0678. 
- 


M U R R I E T A 
Horse 
Ranch 
w-lge. 4 
B E D R O O M 
hm. Comp 
with the 
best 
in 
fencing, 
perm 
pasture, 
well-irrig. 
system, 
farm 
equip, 
portable corrals, waters, feeders, 
foalinq stall, w-closed circuit TV 
Camera, mgrs. Mobile Homes, etc. 
Agt. (714) 677-5153 eve. 926-2590. 
• O N E A C R E R A N C H E T T E C 
Q U A L I T Y 
mobile home has 2 bed- 
rooms, W* baths, 2 car garage,, all 
utils., 
on 
paved 
road. 
Animals 
O.K. $16,000 full price - terms. 


• M A T U R E R A N C H 
• 
IN Perris Valley S. of Lake Perrl$ t, 
N. of Rancho Calif. 107 acres at 
$1,878 per ac. Level S, Rolling land 
w-a hill, 2 xlnt. wells w-hi water 
table + met. water. Xint. for hors-, 
es - cattle, has barns, corrals &| 
Paddocks. Cozy 4 Bdrm., IVi bath; 
fireplace. 
Surrounded 
by 
trees. 
20 down, 20 yr. pay off. 


• 
R E A L L Y GOOD B A R N 
« 
ON this level 5 acres S. of Sun City. 
Sorry 
about the 
house 
- 
needs 
"some fixin," and all the weeds, 
but is a real good buy for a ranch- 
er at $20,000 - terms. 
• 
G E N E R A L R E A L E S T A T E 
• 
155 E. Fourth St. .Perris 


(714) 657-3169 


MTN., DESERT, RESORT 167 


* 
SACRIFICE 
* 
MUST SELL NOW 


Indian 
wells 
qolf 
course 
home, 
Principals 
only. 
Wkends. 
(714) 
345-1972, Mon.-Fri. (714) 541-515J or 


_ 638-3894. 
P R I M E 165 rolling acres in San Ber, 
nardlno Mtn's. A 
steak 
at $600 
_ acre 544-4487. Hurry! Hurry! Bkr.' 
80 A. 
Nr. 
Idyllwild. Pine«, gamel 
yr-rnd. stream, spring, secluded ii 
Nat. Forest. $90,000; $10,000 dn, 
(714) 538-8206 agt. 8-10 A M . 


5 AC Feather River Country Plym 
outh Co., timbered road. Box ' 
893, The Register, S.A. 


1 A C R E , Big Bear, adlacent to Naff 
forest, 1$7500,_544-2509. 


10 A C R E S & up Glenville, recreationl 
area, pvt roads, creek, deer, 3 hrs 
from 
Orange County, lo drt, or 
trade for ? ? Agt, 530-3404. 
11 j 


BIG Bear Lake front home. 3 bdrm., 
3 ba., fam. rm., boat dock. Sharp.. 
$65,400. Dave Foulkes, 
Bkr. 
Box 
166, B.B.L. 92315. 714-866-2414. 


CALIF. Pines, 4 acres. Cash to ba! 
ance T.O.P. 528-6578. 


* 
HEMET AREA 
* 


2<h Country acres south of Hernef. 
Water, power, phone. 
Panoramic 
view site. Mobile home OK. B u y 
direct from developer. $9800. ' Ex- 
cellent terms. 925-5777. 
' 
' 


I N V E S T M E N T 
2'h 
ac, 
parcel 
in 
A N T E L O P E V A L L E Y , $2,000 dn. 8. 
assume payments of $68 per. mo 
__by owner, 543-6116. 


B E A U T I F U L '/a acre building site 
on golf course overlooking Grass 
Valley Lake and Lake Arrowhead 
Country 
Club. Underground 
utili- 
ties, surveyor's topo map included. 
$25,000. Ask for 
Dorothy 
Baker. 
DON- OSEN, REALTORS, 1626 E. 
17th St.. S.A. 24 HRS.. 547-5131 


L A K E V I E W cabin shell, Bio B i i r ~ 2 
br frpl, $12,750 ; 546-6299 


W H I L E T H E Y LAST 
A F E W BEAU. MT. L O T S 


WITH BIG T R E E S 
65 Ml. FROM SANTA A N A 
F A C I N G L A K E 
S I L V E R W O O D 
( N E A R L A K E 
A R R O W H E A D ) 


ONLY $999 EACH 


LOTS IN THIS A R E A 
A R E 
A P P R A I S E D $5,000 E A C H 
C A L L REALTORS-OWNER 
' 


Day 
(213) 433-8433 
Nite 


L A K E 
Arrowhead lot near country 
club also Rancho La 
Costa 
lot. 
Call aft 6:30 pm, 963-3283. 
P R O P E R T Y 
at S H E L T E R 
C O V E 
Overlooking 
ocean. 
$6,500 
Call 


497-2741. 


40 A C R E S , beautiful level Riverside 
desert land. 1700 ft. elev. $135 per 
acre, $1750 down. Balance $36.50i 
per mo. 160 acres same land. $100 
per acre $6,000 down. Bal 
$100 per 
month. 997-0726 J714)_ aqent.__ 
' 
BIG" B E A R LAKE, come~up to the 
mts. with clear blue skies & enioy 
this cute 1 bd. doll house. Lots of 
trees on 2lo ts, furn. for $10,700. 
Only $2600 dn. 8, $85 a mo. Call or 
write to Rick Ribail (714) 866-3466 
aft. 6 p.m. 585-3256, c-o Spencer 
R.E., 
P.O. 
Box 2828, Biq 
Bear 
Lake. 


INCOME PROPERTY 
169 


4 PLEXES $51,000 
HUNTINGTON 
B E A C H 
Good 
started investment 
In gd, 
area. 1 story all. 2 brs. encl. gar, 
$560 per mo, or more. Sub. on dn., 
Courtesy Realty 
962-7751, 


BRAND NEW DELUXE 
115 UNIT.APT. COMPLEX 


Gross income $298,000 
1st trust deed $1,500,00 
Terms to qualified buyer 
F A N T A S T I C 
complex, under 
ground parking 
Many, Many Amenities!! 
i CaII 533-2520 or 870.5180 bkr. 


• 
3 HOMES & DUP. 


On 1 with rm to bid. Vermont by 
Harbor. Nr fwys, bv Disney. Hvy 
traffic. Lot. 85x225. Smll. Bus. pot. 
for beauty or barber shop or?-Pre 
schl next, door no rental problems., 
Doesn't hurt to call. Only $75,0001 
or consider. Call Broker. 776-3094 
or 635-3502 or 772-3737. 


OFFICE BUILDING 
: • 
PLUS ADJOINING V2 ACRE 
Income $30,660, 9 years old. Good] 
location In Oranqe $230,000 no va- 
ancles. S A B E R Realty 778-4000. 
Ask for Income Division 


35 + 
AC. Fronting on Hinklev Rd. 
F.P. $17,250. 10% dn. 639-2837. 


V I E W lot - Corona. Fully improved. 
Ready to build. Must sell. 778-3107 


_ eves. 
• FOUR 
Five acre parcels, 
level, 
Planted to oranges. Terms. $5750i 
per 
acre. 
Golden 
Bear 
Realty. 
532-6581. ' 


4 
OCEAN 
View 
lots. 
Panorama 
Hqnts., 5 min from frwy, yet pvt 8, 
quiet, 
ideal 
homesites, 
$49,000, 
633-3572. 543-2980. 


VILLA PARK ACREAGE 


Great location, in producing Or- 
anqe -Grove. Excellent apprecia- 
tion potential approximately 14 
acres #iced at under $9,000 per 
acre for this. 
WILLIAMS & FABER 


R E A L T Y CO. 
310 N. TUSTIN, 
O R A N G E 
639-8500 


BEAUT. 4 BR, for. din. rm., cent. 


ac, bltins. 2000 sq. ft., Indscpd 
cpts.. drps., $38,900, 595-5758. 


ELSINORE— 
E L S I N O R E , mobile home, 2 BR, AC, 
fully furn., lot 100x170, chainlink 
fence 30' screeo porch, qd. view, 
well Indscpd., grapefruit & other 
trees, fruit 
pays 
taxes & uitl., 
horses OK, cln. air, no smog at 
all, $14.950, owner, 537-7209. 


IDYLWILD— 
P I N E C R E S T Dr. Chalet type bunga-, 
low, sips. 12, l'/j ba., furn., all 
bltins., Gold 
Medallion 
home, .. 
decks w beaut, view. S33.000.' Will 
trade equity for Orq. Cty. residen-' 
tial income. Ph. 998-0245. 


BONSALL- 


VACANT 
$19,500 


Oldie but goodie, walk to downtown 
shopping. 3 twin sized bedrooms 
carpets 
A 
drapes. 
Submit 
vour 
terms, call now. Open Eves. 
% Red Carpet 


REALTORS 
892-4456 


13880 Beach Blvd., Westminster 


* 
V E T E R A N S ' * 


Like fixing things up? Then this 3 
bdrm home is ideal for you. A 
screened in paflo that can be con- 
verted into a lovely family room. 
This won't last! Call now! 


S H E R W O « D R E A L T Y 
636-0600 


NO Down Gl $31,000. 4 bd." l n i ba 
w-marble 
Pullman. 
Blt-in 
stove, 
ushwshr, shag crp, drps, thruoul. 
Frpl, new paint in 6. out. Shingle 
rfj_6 vrs. oid^Owner, 539-9888. 
BY 
O W N E R . 
S8.S 
Golden 
West 
home, 3- Blks from new Westmins- 
ter 92 A mall, 3 BR, 2 ba. sunken 
llvrm. w-stone frplc, fam rm w- 
stereo mod 
dbl gar, Spanish ex-, 
, — 
... — . 
, 


tor., many extras, like now cond. CABIN in Running Springs. 2 br, IVi 


i r 3 ACRES 
$24,000 


(Bsfween Oceanside 8, Fallbrook) 
fabulous 
view 
overlooking 
San 
Luis Rey Downs Rdcetrack. Uti- 
lities & water to property. Own- 
er-Broker 
Jean 
Sawyer 
544-7383 
eves. 


SOUTHLAND 
835-2012 


Assoc. 
2 4 h r s . 
Realtor^ 


LONG BEACH- 
6 UNITS, 
rn 
blocks from bch., 5 
blocks 
from 
Long 
Bch. 
Arena, 
_ $33,500 _213J88-6450. 
M O D O C - 
2.08 A C R E S in Castle Rock unit of 
Calif. Pines, 9 ml. from Alluras, 
nr 
Lake 
8, lodne, 
level, 
trees; 
view, gd road, elec rec. or retire- 
ment, $3495, low dn, $30 mo. 962- 
_ 1904. 
_ 


NORCO— 
j 


~ 
HORSE PROPERTY 


1800 sq. ft. 3 BR, din, H'j baths, 
Irec lined street, barns, & corral. 
$25,950 
2 BR, Vh 
bath, bltins, cpts. 8, 
drps., fenced yard. Assume FHA 
loan. Low payment $20,000. 
United Properties 
(714)_734-0142 


ANXIOUS 


By owner, 3 br, 2 ba., 3 yrs. old, 
like new, drps, cpt, bltins, frplc., 
ac, over ' i acre, fenced S. cross- 
fenced, Indscpinn & sorinklr sys- 
tem, nr ridino trail, easy terms, 
_ $36,750. 737-2481,_ 737-3862. 
RIVERSIDE- 


* 
COWBOY COUNTRY 
* 
V? ACRE HORSE RANCH 


• 4 Br • Views • Site will allow 2 
horses • 
Lots of open space for 
riding • 
Next to golf course 
• 
Xlnt Riverside location • 30 Min 
fo Orci. Co. 0 $34,950. Xlnt terms. 
Sale by Owner. Call clct for appt. 
(714) 685-3626; eves (714) 684-3007. 


SAN BERNARDINO— 


$38,600. 714-892-3489. 213-675-8174. 
ba, crptd thruout. 830-4836 aft 6. 


4'/2 ACRES 
10% 
DOWN 


Total price $27,800. Ready for de- 
veloping. Owner will carry 1st at 
6%, $179.20 mo. until paid. 
You 
can't beat this for price or terms. 
Located in Corona area, it's hard 
to find acreage like this. Hurry or 
you'll be the loser! P A U L 
WIL- 
LIAMSON—eves. 835-2635. No. 26. 


i f 12 UNITS B. PK. i f 


l-2Br, 4-1 Br, spacious & cln. Ine 
i 19,320. F.P. SI 34,000, $20,000 dn. 
Billitzer, bkr. 537-5350. 


20 UNITS—S255.000 
HUNTINGTON B E A C H 
$33,840 Gross. Consider trading up. 
C O U R T E S Y R E A L T Y 
962-7751 


INVESTORS 
NEED TAX SHELTER 
& INCOME 


We have prime 4-piexes. 


7 UNITS 


6—1 
Bdrm., 
furn., 
1—2 
Bdrm. 
Owner's unit. Clean bread & but 
ter, $75,000. 


30 UNITS 


18—1 Bdrm., 12—2 Bdrm., Re;car- 
peted 
& 
draped. 
Patio 
& 
pool. 
Principals only. $360,000. 


PERCY H. GOODWIN CO. 
GALLERY OF HOMES 
998-4663 


Realtors 2656 Santiago Blvd. 


Red Carpet 


REALTORS 
- 
542-8844 


1048 W. 17th St. 
Santa Ana 


* 
HORSE PROPERTY 


Residential horse property lots In 
Yorba Linda. Gentle slopes, view. 
Two for $26,500. 


ROLLINS REALTY 
524-7600 


FOR free brochure of Murrieta Val- 
ley Country property llstinqs - lots, 
homes, 
ranches, 
acreage. 
Write 
Turner 
Rlty. Box 389 Wlldomar, 


_Calif. 92395. 
1.8 A C R E S Buena Park, S.W. corner 
Lincoln 8, Holder, 833-1017 or 523 


_1554;_ 
5 OR 10 Ac., $895 ac., terms. Utils. 
_NeaiMrwy„ schools, lake. 839-5324. 
D E V E L O P E R S — 3 
parcels In North 
Tustin 
that 
can 
make 
10 
lots 
$80,000 for all submit on any. 
P A L M E R S 
I N V E S T M E N T S _ 538^2389 
2V, ACRES. E. Palmdale $3200. Call 
772-2354 or 530-2555. 


10-40 AC W-hlghway frontage, '/< ml 
to maior development, a qd buy at 
$650 per ac. Easy terms. Bkr. 524- 
0786 eves. 


SUB-DIVISION ACREAGE 157 


Vh AC., R-3, Füll., 25 units per ac., 
cash will talk, bkr. 870-7711 


INDUSTRIAL PROPERTY 
163 


E D I N G E R N E A R G R A N D A V E 
Two 70x165 ft. Ind'l lots, 1600 ft. 
office bldg. Can add approx. 8000 
ft. bldg. 


MARTIN & ASSOCIATES 


500 Dyer Road, Santa Ana _ 545-84^ 
14.7 ACRES, M-rcorner on Main St., 
S.A., try S50.000 per acre, Gannon 
Realtor, (213) 423-8426 _ 
FOR Sale 50x100x12''all steel bldg, 
color of your choice, $6499 meets 
all codes, other sizes avail, 640- 


_ 0312 
CHOICE So. SA location 
Fully Im- 
proved M-l bldg. site. Approx. 1.75i 
ac. at $1.20 per sg. ft. Prin. only, 
1-442-0994. 


FARMS 
GROVES, RANCHES & 


165 


360A RANCH Redlands $435M. Princ. 
_only,_544-4011, 675-2741 Agt. 
2 AC. Horse Ranch, house, trails, 


$37-500. Rent?_213-422-3073. _ 


A C R E S 
avocados. 
Beaut 
v i e w 
property. Close to Escondido. $8500 
acre._Xlnt term. Agt, 530-3404. 
43 AC. 
Hiwy 
238. Well 
8< "creek, 
park-like. Nr. Medford, Oregon, nr 
Jacksonville, 
$34,000, terms, 897- 
3113. 


ANAHEIM 4 PLEX 
' 


SPACIOUS 2 bdrm., 2 bath units, 
with encl'd. garages. Vic. La Pal- 
ma-Euclid. 10% dn. $53,750. F.P. 
fOnly 7x gross). Bkr._636-5640i_ _ 
COSTA Mesa: 4 plex 7 yrs. old gd. 
area, $83,500. 4 plex, 13 vrs. old, 
gd. tax shelter! $55,500. (3) 4 plex-, 
es, 12 yrs., gd. income.. $54,500 
,?ach. Prin. onlv. 675-6676. 


i t TRIPLEX 
* 


2 Bdrm. each, separate gar., off 
alley. 
Income 
$415 mo. 
Asking 
$41,000. 


THOMSON R E A L T Y 
778-2850 


4 P L E X , 
by owner, $45,000, take 
over $39,500, FHA. Income. $555, 
pymt, $392 incl tax 8. ins., 842-7686. 
—66 O N E B E D R O O M A D U L t APTS.- 
qulet. Niceiv landscaped area 
546-5022 
•• 


" L O O K ! " 
2-3 
BR 
houses, 
Hunt. 
Beach, 
$29,450 
also 
good 
starter 
dpi*., 
$22,950, or maybe, 2 ba-3 Br. hoilse 
$24,950 on Iq lot, w-patio bkyd, ask 
for Bruce, 833-0121, or 646-7414. 


4 UNITS ANAHEIM. 7 


10% down, all 2 BR, 1 % 
baths, 
close to shopping & freeways. Call 
E.J. Campbell Co. 776-3000. 


* 
INVESTORS 
* 


6 units, quiet residential street. No 
competition. 
No. Orange 
County, 
newly decorated, Easy to operate. 
Only $61,500, Call Mr. Kinney. 


i c ATTENTION 
* 


8 Units, Spacious 2 Bdrm 
apts. 
N.W. Orange County, new paint & 
carpets, 
Live 
in, owner 
or 
tax 
shelter 
investment, 
$97,500, 
Call 
Mr. Kinney. 


639-1501 


•C0LWELL* 


P R O P E R T I E S , 
INC., 
B. OF A. T O W E R 


R E A L T O R S 
O R A N G E 


DELUXE 4 PLEX 
s72,900 


North Fullerton - 3 BR 
unit "Witti 
frplc. Bolin Realty, 538-9616. • - 


* 
7 Units Anaheim ir.» in.-: 


At onlv $12,000 per unit & less Itian 
7xqross. This is a truly fantwtic 
opportunity. Good loction close .to 
everything. Good condition & -xlnt,, 
financing available. Call now for! 
details. 968-3318. 
u 


i c Spanish Spectacular 


Your home + 
incomo or fully rent- 
ed. Either 
wav you'll 
appreciate 
the quality 8, income structure of 
this 4-plex in Htg. Bch. It won't 
last at $78,500, so call now! 


968-3318 


P E R F O R M A N C E 
_ R E A L _ E S T A T E 


e 
P R I C E D " T " O 
S E L L 
• 


8 UNITS Buena Park, 1 story, plas- 
tered stucco, nu roof, xlnt. cond., 
call for income, full price, terms, 
owner, bkr.. 521-3168. 


4 Units Org. 637-7064 


I 
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"iSCÔME PROPERTY 


(CONTINUED) 


• 
H A V E buyer, need apartments. 
10-50 units. Bkr. <34-3502. 


169 INCOME PROPERTY 


(CONTINUED) 
169 


BUSINESS PROPERTY 


(CONTINUED) 


171,REAL ESTATE WANTED 175,CONDOMINIUM 


(CONTINUED) 


(CONTINUED) 


14 UNIT STEAL! 


Large unfurnished 1 & 2 Br 
apts 
with pool. Excellent rental area 
income low at $23,000. Tenants pav 
own olec. Priced to sell fast with 
lew down payment. 
.'^CENTURY 2 1 * 


Invfcfcttnent Division 
558-3327 


7-UNITS! GOOD area of Anaheim. 5 
twos anH 2 ones. All units extra 
sharp. Priced at $86,000. 
S O R E N S E N R E A L T O R S 533-2730 


28 UNITS 


l}jk Z Bdrm. with POOL & OUT- 
S DE.BBQ. Excellent Anaheim Lo- 
catlofi. Nr. Shpg. & Frwvs. O N L Y 
$300,m G R E E N MANSION 
I N C 
772-5000. 


T H E T A X 
P R O B L E M 
I N C d M E tax. Do vou find yourself 
paying more & more each year? 
Let us show you methods of keap- 
ing more of what you earn thru 
tax shelter provided by real estate 
ownership. (714 ) 675-4961. 


, 
T H E CALLISON CO. 
2819' Newport Blvd. 
Newport Beach 


60 
AAA 
(Very 
$500,OOP total price, 


Good) 


_ 
price. Jc 


Inc., Motel 
brokers 


units 
for 
ohn Barnett, 
since 
1962. 


J214L534-4950 


2-4.PLEXES. Well bit. Income over 
$14,000 nr. Magnolia 
8. Cerrltos. 
$110.000. 
Brokers 
welcome. 
879- 
9907. 


* 
TWO 4 PLEXES 
* 


2 Bdrm., 1 & 2 baths, bltins, cpts, 
drps, air cond. Less than 1°/„ va> 
cancy. income $14,820. (Mr. Oil- 
man 229). 


i c QUALITY 27 
* 


See the spacious sparkllnq 
new 
ness, the total modern 
features. 
Produces 
over 
$55,000 
Income! 
Priced 
below 
cost 
to 
guarantee 
maximum 
returns. Special 
terms 
or your property in exchange. Call 
now Mr. Banks. 


. * 
INVESTORS 
* 


6 units quiet residential street. No 
competition. North Orange County 
Newly decorated. Easy to operate. 
Only $61,500. Call Mr. Kinney. 


* 
ATTENTION 
* 


8 units, spacious 2 Bdrm., Ants. 
N.W. Orange County. New paint 8> 
carpets. Live 
in. Owner 
or tax 
shelter 
Investment. 
$97,500. 
Call 
Mr. Kinney. 


CALL 639-1501 


•C0LWELL* 


P R O P E R T I E S , INC., R E A L T O R S 
B OF A Tower 
Oranga, 


• : 3 UNITS 


D U P L E X plus add on apartment. 
Close to downtown Costa Mesa. NO 
VACANCIES. 18% R E T U R N on In- 
vestment. Excellent for investment 
B E G I M N E R S . only $39,500. 


TIME * 
835-2525 


TUSTIN A V E , at 17th ST., S.A. 


* 
T R I P L E X * 


Terrific 
rental 
area. Good 
T A X 
S H E L T E R . 
Ideal for 1st step in 
" E S T A T E 
B U I L D I N G . " 


* F 0 U R P L E X * 


For the D I S C E R N I N G investor an 
excellent bulldlna with all ameni- 
ties in a prime location. P R I C E D 
TO S E L L . 
i. * S I X P L E X * 


2 Years old. P R I M E location, flood 
T A X S H E L T E R and CASH FLOW. 
Superb, buy for the discriminating 
investor. 
TIME REALTY 


?•* Income Prop. Division 
835-7451 or 835-2525 


TUSTIN A V E , at 17th, S.A. 
RLTRS, 


20 UNITS 


E X C H A N G E for commercial prop 
erty. All 2 BR units renting $150 
$145 per mo. Tenants pay utilities, 
Clean of loans. Price $238,000. 


WALKER & LEE 


533-6600 
545-713 


* J 0 E FURR REALTOR 
537-3186 


C O M F O R T & economy living in this 
1,500 sq. ft., + 3-2 B R - 2 ba. for 
Income. $74,000 10% down or trade 
homo equity. 


6 UNITS 


OWNER'S unit with all the comforts 
of home. 3 B R & den,2 Vi bath, 
wet bar, 1,900 sq. ft. Also four-2 
BR, li/2 BA and 1 one BR unit, 
Vicinity 
Huntington Center shop- 
ping area. $115,000. 
: WALKER & LEE 
545-7131 


! 8 UNITS 


Priced to sell. Spacious 2 BR, bltins 
w-w cpts, good cond. Popular 1 
story. 
These 
units .show 
xlnt. 
return. 10% 
down OK. 
Reduced 
price. 


I N V E S T M E N T DIVISION 


^Century 2 1 * 


R E A L 
E S T A T E 
2123 E. Ball Rd. 
776-2141 


Anaheim 


O W N E R S U N I Q U E APT. For priva- 
cy 8, entertaining. 6 units, Full. 
$98,500. Prin. only. 525-5964. 


S E V E N 2 br units in Orange. $65,000 
Gross Income. $9,600. Rents low - 
no vacancy. 


547-6221 
.. . J.R. GIBSON CO. 
FANTASTIC 


BELIEVE IT OR NOT 


A S K I N G P R I C E R E D U C E D SlOOO's. 
Be the proud owner of a beautiful 
F O U R - P L E X in A N A H E I M , locat- 
ed on a quiet tree lined dead end 
street; P A Y NO RENT, plus defer 
the tax that you're now paying on 
vour income, S A V E THOUSANDS. 
Asking price was $47,500. Now is 
$44,500. Sudden 
death of spouse 
forces widow to sell quickly: (Mo 
deferred maintenance here). CALL 
NOW, 774-2200, before you are too 
late. 
Roger Fiedler 


\ - 
REALTY 


1.5 UNITS—$16,000 


Bread & Butter income units. To- 
tal mo. income. $310. Owner will 
finance with $3,000 dn. at 7% int. 
*Century21* 


R E A L T O R S 
558-3344 


INVESTMENT STARTER 


Add on or start an investment 
program with 4 sharp units. Just 
2 minutes to South Coast Plaza 8, 
freeways. 
Featuring 
shag 
car- 
pets 8< drapes, bltins, disposal & 
dishwashers, patios & enclosed 
garages. 
Yearly 
income 
over 
$9,400 Price 
$82,500 Call 
(714) 
546-1600 
: I N V E S T M E N T DIVISION 


THE REAL ESTATERS 


* 3 0 UNITS 
* 


1 & 2 bdrms., pool, a-c, 9 v n old. 
Unfurn. 
Income 
$46,600. 
Asking 
$325,000; $60,000 down (Mr. Kaz- 
marskl 132) 
* 
4 PLEXES 10% DOWN 


Near 
Cal 
State 
Fullerton. 
Ideal 
owners residence with 2-3 bdrms. 
& 2-2 bdrm. units. Spacious home- 
like units with patios, sundecks, 
bltins, fireplaces, 3 left; $59,500 to 
$60,500. Buy one, two or all three; 
at 
10% 
down. 
(Mr. 
Kazmarski 
232). 


639-1501 


•C0LWELL* 


P R O P E R T I E S INC., R E A L T O R S 


B OF A T O W E R 
O R A N G E 


C-2, LOT w-lncome, 19,800 sq. "ft. on 
Newport Blvd. nr. Fair Dr., C.M. 
$3.25 sq. ft. Owner - Bkr. 642-0590. 


S A L E or trade from M-zone, new 14 


unit, Santa Ana 
998-P163 
494-5189 eves 


TAX SHELTER 


4 PLEX 


• SHAG CPT'G 
• E N C L O S E D 
G A R A G E S 


• CLOSE TO SCHOOLS 8, SHOPS 
• X L N T A N A H E I M LOCATION 


GOLD STAR REALTY 


1031 Rosecrans 
Fullerton 


ic 870-7650 
> 


16 1 BR units—E. Anah. Attract. Inc. 
$23,750. Price $157,500, $23,000 dn. 
538-3904 aft. 5. 


S T ^ R T 
Investing 
today, 
fantastic 
rentals, two-1 bedroom, units near 
beach, never a vacancy problem. 
$38,000, Call M E R C U R Y R.E., 636- 
1760. _ 


COSTA M E S A : 4 plex, 7 yrs. old, 
gd. area S83,500. 4 plex. 13 vrs. 
old, od. tax shelter. $55,500. (3) 4 
plexes, 12 vrs. gd. Income. $54,500 
..ech.''Princ._J>nly. 675-6676. _ _ _ _ _ 
8 UNfrS + 
S E P T . H O M E top. C. 


Mesa loc. $120000 owner. 548-0728 
• « r T ~ U N I f S 
Fix-uppers, $8,400 or 
bfst offer, Mr. Earl, 547-5801, 
i.W. C O R N E R Washington" 8. Ross. 
SiA. Duplex 2 BR each. O.P. Zone, 
Rrlnc. only, by owner. 537-9691, 
• 335 MORE SHOPPING 
i DAYS TILL APRIL 15 
16 units G.G. 5.B x gross, 15% dn. 
Seller will help finance. Consider 
sml. trade. Agt. 838-8320, 


• 
N E W * 


Huntington Beach, 10 units under 
const., buv now for 1st user tax 
advance. Inspect & submit today. 
THOMSON 
R E A L T Y 
778-2850 


! SHOPPING CENTER 
: 
ANAHEIM 


INVESTORS & DEVELOPERS 


• Small shoppins center site, 500 
per front foot 


• 10 houses on 1 parcel, $105,000 


• 
R-2 Lot, $12,000 


• 2, R-2 lots $14,000 each 


• 2.37 acres for high density res I 
dentlal development. 
BUZZ LONG REALTY 
774-2442 


Investment Properties 


W E 
have 
Du-plexes, tri-plexes, 
plexes and units up to $298,000. Call 
us now. Walker 8> Lee Real Es- 
tate, 7682 Edlnger Ave., 842-4455, 
open 8:30 to 8:30 - 7 days. 


FREE RENT 


Live in one unit of this lovely 
duplex & let the other unit hell 
pay your monthly payment. Wal- 
to work if you work in the Civic 
Center. 
Only 
$32,250. 
5°, 4 
down 
upon qualification. No. 44 


Red Carpet 


REALTORS 
1048 W. 17th St,.. 


542-8844 
_Santa_Ana 


92x600 T R A F F I C light corner, C-l on 
Bolsa, Wmstr., 8500 sq. ft., encl 
storage, 
sell 
or 
lease, 
Gannon 
Realtor, (213) 423-8426. 


N E W 4 units apt. bldg. Hunt. Beach. 
$65,000. 10% dn. By owner. 675- 
7429. 


EAST S I D E COSTA M E S A , 6-2 BR. 
units. $920 Income 
per 
mo. 
By 
owner. $87.500. 
548-9695 


3 UNIT nèar Main & La Vota, 80x218 


R3. Agt., 547-3567. 


BIG 3 BR, 2 ba home 8. yd. 8. 2 
nice dp|»s, & yds. on giant 300' lot. 
Compi, refurbished, "means every- 
thing," at $61,750, buys cash flow, 
833-0121, or 646-7414, 548-8749. 


16 UNITS ANAHEIM 


C L O S E 
to . shopping, freeways 
& 
recreation. 
Good 
condition, 
low 
down. E.J. Campbell Co. 776-3000. 


UNIQUE 
I N V E S T M E N T 
E L E G A N T 
colonial 
mansion 
com-| 
plete w Maqnolia trees! An 8 unit 
bldg. with 4-2 BR 8, 4-2 BR + den 
or 3rd BR. All very spacious w 
patios or balconies. Owner's unit 
has 
private 
yard. 
Gross 
$17,160 
price 
S125,000. 
H A S E N P L A U G H 


R E A L T O R S , 772-4640, 528-6727, 


UNITS 
close 
in 
Anah. 
$37,500 
$6,000 dn. 538-3904 eves. 


COSTA Mesa triplex by owner. In- 
come $490., $47,900. 
545-8734 


* 8 1 
U N I T S * 


$1,300,000 


P R I N C I P L E S O N L Y 
E X E C U T I V E R.E. 
632-7353 


4 UNITS 
$30,000 


Older bread 8, butter units. Month- 
ly Income $389. Century 21, 956 
3570. 


* H 0 M E PLUS INCOME* 


3 BR 
home plus 8, 2 B R 
studio 
units. Beautiful cond. Cpts., drps., 
bltins. H-pool. Outstanding Invest 
oppor. W 
Anah. loc. No vac. New 
loan. Brkr. 772-0312. 


SPANISH BARGAIN 


R E T I R I N G 
investor 
will 
sacrifice 
centrally 
located 
17-unit, 
income 
$24,300; solidly built at 1228 No. 
Broadway, S.A. Good terms, call 
owner, 541-6661 or 547-2331. 


PYRAMID WEALTH 


GRACIOUS 4-Unlt older 8. spacious 
S p a n i s h 
income 
$9,240. 
F.P. 
$59,500; $6,000 dn. Call owner, 541- 
6661 or 547-2331. 


Income Motel & Mobile 
Home Parks 
170 


• XLNT 15 UNIT MOTEL® 
Near freeway off ramp, top cond. 
only 2 years old. Grosses 
over 
$36,000 vr. Returns to buver $15,500 
vr. price $125,000 - $30,000 dn. 
• 
BEAUT.- 23 UNIT 
• 


F R I E N D S H I P Inn Motel plus xlnt. 
2 or 3 bdrm. Owner's apt. Located 
In smog-free Salinas Valley. Mid- 
way between Frsico & L.A. Near 
Coast. A real nice place to live & 
work. Steady business with fine 
return 
Price $210,000 - $40,000 dn. 
L A C Y & ASSOC. CALIF. M O T E L S 
710 W. EUCLID, A N A H E I M 


CALL 635-7972 


BUSINESS PROPERTY 
171 


FORECLOSURE 


June 6, 1973 11 a.m. Old Co. Court- 
house So. frt. ent. O F F I C E S 
& 
STORES, 1040 E. Whlttier 
Blvd., 
La Habra. For Info 
(213) 377-6497 
- or (2-13) 832-1171. 


MAKE $$ IN CYPRESS 


Investor's dream. Drive by & see 
ready investment. 5661-63 Lincoln 
Ave* 


JACK M I L L E R 
R E A L T O R 
L A R R Y M I L L E R 
530-7700 
539-6383 


* 


5 UNITS-MAIN ST. 


Bus. office, cleaners, barber shop, 
dance studio. 2 bdrm. apt. and 
triple qaraqe. Tcrrific Invest, and 
tax shelter. At $55,000 It's a bar- 
qain. 
Call 
541-6613. 
Bill 
Haven 
Realtor, Owner. 


ic FERNGROVE OFFICES 
* 


ideal for owner user. Two 1 story 
office bldgs. Each 25 ft. x 60 ft. 
Brick construction. 10 yrs. central 
air cond., 3 blks. from GG Frwy. 
Access ramps at Beach Blvd. Call 
Mr. Sze. 


639-1501 


*C0LWELL* 


P R O P E R T I E S INC. R E A L T O R S 


« B m m a - ^ m ~ - ' - " i T T i - 
- 0 I ? A N - G E 


ACCOUNTANT NEEDS 


All ktnds of R.E. for clients, prin 
clples, only, 833-3692, & eves, 645- 
2159 or 557-0562. 


Real Estate For Exchange 173 


52 UNITS, $515 000 value, $199,000 
equity. 
Will 
trade 
for 
smaller 
units, houses, TD's or land. Bkr. 
546*5022. 


TWO Houses on 1 lot. Exchnge for ? 


532-6561; 532-4755. 


360 A. RANCH ReaiandS for TD's - 
jncome prop. 544-4011, 675-2741_agt. 
4-PLEX IN A N A H E I M ! Owner will 
tracic for a 3 or 4 bedroom home 
Live rent free In this investment. 
„ S O R E N S E N . REALTORS_533-2730 . 
S E L L — B u y 
yourself, 
as 
principal 
_also F O R E C L O S U R E S , see class 99. 
5 A C R E S IN P A L M D A L E $8,500. 
ALSO 


Lot In Desert Hot Springs 72x100. 
This Is one of the very best $4,500. 
Call S A B E R 
Realty, 778-4000. 


NICE O L D E R CUSTOM! Owner wi|l 
trade for Garden Grove home 
Ex- 
tra large 2 bedroom and den, fire- 
place, 
wine 
cellar, 
huge 
living 
room. 
Will 
sell 
all 
T E R M S . 
Located In a very nice area of 
Hacienda Heights, 
S O R E N S E N R E A L T O R S 533-2730 


G R E E N B R O O K T A N G L E W O O D 
T E M P O home owners, net top $$ 
for your homo FAST. Free evalua 
tlons, call Larwln Realty, 827-2221 


PUBLIC NOTICE 


50 government owned homes for 
sale. Anyone can buv. No escrow 
fee, no title fee, no loan 
fee, 
low dn. 2-3-4 BR. homes. All areas 
of Orange County. 


VETERANS ADMINISTRATION 
SALES BROKER 


636-1700 


LIQUIDATING Orq. Co. property. 33 
rm. hotel with 4 stores. Trade for 
San Brndo-Rialto area. Call owner 
714-887-1875 or 875-0244 


REAL ESTATE WANTED 
175 


DO NOT 
SACRIFICE 
YOUR HOMEi 


Get Our Cash Offer Before Selling 


835-1443 
or 
832-8053 


L00MIS PROPERTIES 


2106 N Main, Santa Ana 
RAYMAC REALTY 


M U S T B U Y 
$1,000,000 
2-3-4 BR H O M E S 


WE PAY ALL COSTS 
CASH IN 24 HOURS 


F O R E C L O S U R E S O K 
S E L L N O W — M O V E L A T E R 
CALL A N Y T I M E 


894-1351 i c 821-7660 


We will buy your home outright 
No waiting! No Points! 
NO escrow fees, no title fees 


ALL CASH TO YOU 


We pay any back payments! 
Call now for your F R E E BID!! 
No obligation of course! 


BEVERLY JACKSON 
REALTY 


Buying & selling homes In Orange 
County sine« 1955. 


545-8245 
OR 
847-6033 


PVT. Pty 
will pay cash for vour 
small equity in recent VA or FHA 
fin. home. Behind in pymts. OK. 
538-5037. 
INSTANT GASH 


FOR YOUR HOUSE 


No waitinq if vou need 
money now Up to $20,000 
CASH FOR Y O U R 
E Q U I T Y 


Tolar Realty 


& INVESTMENT 
522-0220 or 956-3940 


A N A H E I M O F F I C E 


TOP MONEY PAID 


ANY CONDITION! 
NO ESCROW FEE! 
NO COMMISSION! 
NO CLOSING COST! 
NO WAITING EVEN IF 
IN FORECLOSURE 
FRANK REED REALTY 
995-2671 


W E need houses! We're oavma too 
dollar, completely 
new 
program. 
Your choice of Instant cash or bo- 
nus. Seli now, move l|te^ 


630-4220 L I N C O L N 


»21-9550 


* 
WE BUY HOUSES 
* 
TARGET REALTY 
827-7000 


PRIV. pty has $1,000 cash to pay on 
equity on assumable loan. Prefers 
3 to 4 BR house. C.M. area. 642- 


_3009_orJ33-0229. 
- 
• 


P R I V A T E 
INVESTOR 
must 
buy 
homes 
In Orange County 
before 
June 16. Will pay top $$. 879-0063, 


C A L I F O R N I A Castles Inc., will buy 
your home, 545-8246. 


WE NEED 
HOUSES 


2-3-4 BEDROOMS 
ALL CASH 


CALL NOW 
WALKER & LEE Realtors 


537-5901 


CONDOMINIUM 
176 


^ r a m m e r c y T Ä R K ^ 


S A L E S & R E N T A L S 
Bkr. 635-4987 or 772-9242 


$500 DOWN H.B. 
4 BDRM., 2 Ba., bltins., SO, dish. & 
W-D. 


, . _ Beverly Jackson Realty 
545-8245 
or 
847-6033 


HTG. BCH. Condo nr Ocean. Cozy 
for couple or single. New cpt'a & 
• nterior painting. Refrlg., dshw ' 
drapery. £18,500. Owner: 


wshr, 
962-0535. 


T R A D E good '59 Ford 49 passenqer 
school 
bus .for equity 
in house. 


5544783. 


A L L 
CASH for your 
home In 24 
hours. Deal with Walker 8, Lee's 
professionals. Call 527-5139 No ob- 
ligation. 


TOP MONEY PAID 


ANY CONDITION! 
NO ESCROW FEE! 
NO COMMISSION! 
NO CLOSING COST! 
NO WAITING EVEN IF 
IN FORECLOSURE 
FRANK REED REALTY 
772-3025 
and 
995-2671 


$ CASH FOR HOMES $ 


Any cond., foreclosures OK. Xtra. 
bonus for VA & FHA loans. 24 hr. 
serv. Realty Mart. 539-1143. 
S E L L YOUR H O M E D I R E C T TO 
BKR. 48 HOUR S E R V I C E 
R E D C A R P E T REALTORS, 774-9230 
N E E D 
cash now for your 
home? 
Behind in pymts. O.K 
Call us to- 
day. Katella Realty covering Or- 
ange County, 530-0212, Eves. 968- 
3993. 


ADULTS ONLY 


TUSTIN PARK VILLAS 
A N A D U L T 
C O N D O M I N I U M 
NOW O P E N FOR 


IMMEDIATE 
OCCUPANCY 


A Vanishing Single 
Story Breed That 
Is Selling Fast 


• Deluxe 2 & 3 Bdrm. 
«Garden & Studio Homes 
• 2 Baths in most 
©Security gates 
• Deluxe appliances 
• Central air conding. 
• Enclosed Garages 
• Private Health Club 
• Swim Pool & Saunas 


Lavish lawns with gorgeous 


shade trees completely 
maintained by professionals. 


Models; Open Daily 10-6 PM 


1881 Mitchell, Tustin, Ph. 832-0590 
B R O O K D A L E 1 sfy 3- bdrm., 2 ba, 


encL_gar._air, _lrg pajlo, 537-9201 
FOR rent "or sale dix. 2 BR 2 ba."~Ti, 
of each In Ige. bonus room over; 
oar.) 
Ideal 
for coupie w 
older 
child 
or 
mother-in-law. 
Bltins., 
pool, sauna, 3-ml. to beach. $225 
mo. 10049 Sparrow, FTN. 
Valley 
nr. Brookhurst 8, Ellis. Avail, now. 
Owner. 639-5396. 


•176,BDATS & EQUIPMENT 
187 


(CONTINUED) 


3 BR, Vh ba Deluxe $3000 dn. Assm 
loan, by ownerj 968-7095. 
' 
_loanf_byov/nerj 


TOWNHOUSES 
1 In Garden Grove & 1 In Orange. 
Throw 
away 
your 
rent 
receipts 
and lake advantage of tax deduc 
Hons. 


P A L M E R I N V E S T M E N T S 
538-2389 


EXCITING T0WNH0MES 
IN SANTA ANA 


WIND TREE SOUTH 
2 BEDR00M-2 BATH 


ONLY $17,950 


0 Shag cptg. 
• Draperies 


• 
Air cond. 
• 
Fenced Patio 


• 
Enclosed Garaqe • Plus Mora! 


615 SOUTH EUCLID 
PHONE 
(714) 839-4320 


Single Story Luxury 


(Two Stores also available) 
Townhomes in Anaheim 
$950 Tota Move-In! 


FROM $18,950 


2 BEDROOMS—2 BATHS 


• Security Gat« .. 
Fenced Patios 


• Shag cptg 
• Draperies 


e Shake roofs 
• Much More: 


1152 N. West Street, Anaheim 


PHONE 
(714) 774-1420 


S E E OUR N E W C O N D O M I N I U M S 
Just opened - ready for occupancy 
Conventional 
financlno 
- 
5 % 
down payments - central air con- 
ditioning - separate garages 
- 
swlmmlno 
pool - play area 
- 
close to entertainment - freeway, 
shopping & schools - ideally lo- 
cated. Association fee $23.00 per 
mo. Priced $18,995 up. Ball Road 
& 
East St., Anaheim. See the 
signs. 


COLWELL^MICHAEL 
PRODUCT 


BR Huntfl. Beach, nr Brookhurst. 
& Adams. $19,500. Existing 6V<% 
FHA 
loan, balance $14,500 
$156 


STORAGE SPACE RENT 
182 


TUSTIN • S À r J W A N A 
F E N C E D 
P A V E D 
L I G H T E D 
$12.50 mo; 
9-5 weekdays, 835-1018 


Storage space for rent 
870-4836 


Boats and Equipment 
187 


T R A I L E R f ^ S à n r ^ ù t l l . 
all sizes, 
below retail prices. 997-1586. 


S K I BOAT R E N T A L S From »15 day 
Insured, 637-8780. 


BOAT I N S U R A N C E 
$1.30 P E R $100 V A L U E 
Nationwide Ins. 772-8591. 


ONE Day Tune-Up Servlc» 
L A K E & L A N D 
»01 E. Whlttier Blvd. - La Habra 
(714) 870-8114 


•26' 
SAILBOAT 
xlnt cond. $2150. 


Eves &__wknds. 537-9634. 
HP Merc. O-B, xlnt. cond. $125. 
630-2192, 535-6044_ext._15. 


VJ' DORSET runabout & trlr. 35 hp 


Eyinrude $250. 
847J833 


'68 19' JOHNSON surfer. (200) 200 
H.D. OMC tri hull. $3200. 528-lieO. 
71 28'/2 FT. Baia sport fisher. Die- 
sel, fiberglass. Like new. Lo hrs 
$10,900. Pvt. pty. Even. 963-1929. 
17V2' TRI-HULL ski or fish, 120 H.Pl 


Chrysler, prlv. pty. 863-0592. 
75 H.R. Merc., 16' beep V big whl 
trlr., $600. 894-8932. 


1973—16 FT 
low 
profll^sRTboaT. 
Wild yellow w-blue . metal 
flake, 
custom seats, 105 HP 
engine 
& 
trailer complete. $2750. 547-6924. 
' » • T A H I T I 
w-135 Merc. Xlnt 
16' 


cond. 832-0631 


75 HP Sears outbd. Elee start. Re- 
mote cont'l. Reg. & cruise tanks 
$350._847-1310. Aft 5 &_wknds. 


72-15' M A R L I N 
open bow, 65 hp 
Evinrude, immac, xtras, no reas 
ofr refused. 528-8093. 


W A N T E D - skiboat, will pay up to 
$750. 532-5389 or write 2142 E. Ath 
ens Ave., Org., Calif. 92667. , 
" REINELL 22', 653-8918 


2 BED 


Extra sharp with NEW 
D R A P E S , 
new S H A G 
CARPET, new water 
heater and lust freshly P A I N T E D , 
l'A baths, brick F I R E P L A C E and 
2 community POOLS. 


3 BED 


1500 Sa. Ft. - Vh baths, choice 
TUSTIN condo. area, 15x25 livlnq 
room and 12x15 F O R M A L 
dinrnq 
room, 
POOL 
8, SAUNA. 
Extra 
sharp for the S E L E C T I V E 
buyer, 


TIME £ 
835-2525 


TUSTIN A V E . at 17th, S.A. 


Condominium 
176 


F O U N T A I N V A L L E Y - commercial; 
167x273, across from K-Mart. $1.30 
per sq. ft. offer. 714-893-1374. 


S H O P P I N G 
Clr., 
over 
10% 
Cash 
flow, top location, owner may fi- 
nance, bkr. 070-7711 


M E D I C A L 
BLDG. - 4 suites wltTi 
central reception area + 
dental 
office 
In a nreat Garden 
Grove 
location. $21,000 Income & owner 
pays only the taxes. Xlnt. return 
Submit trades on T.D.'s. Call now 
968-3318 bkr. 
• NEW SHOPPING C E N T E R 
• 
With 30,000 sq. ft. available, good 
location tor radio & TV, hardware, 
sporting goods, bicycle shop, opto- 
metrist, restaurant, dry goods, etc. 
Bkr, 546-5022. 


TWIN THEATER for lease. In large 
Cypress shopping center. 546-5022 
Bkr. 


Easy 
terms, 
qood 
financing. 
E.J. Campbell Co.,_ 776-3000. 


Call 


j: SHOPPING CENTER 
Singl« Story, 12,500 sa. ft. located 
on- bosy corner. $200,000 f.p., 15 
dwn. Most tenants on long term 
lease with escalation clause for 
rent Increase. 558-3327. 


^CENTURY 2 1 * 


ln_vejiminLDIvislon 
_ 
_ 
558-3327 


IftCEX 
repo, 
$950 down. 2, 2 
Jdrm, '1 ba units; 1, 1 bdrm, 1 ba 
Unit. Repainted, new cpts, $36,950. 
Bkr. 531-6541, eves. 539-4743. 
1 : 
BRAND NEW 


S Deluxe units in downtown HB. 
2-1 bdrms. & 3-2 bdrms. each unit 
w-frplc., 
balcony, 
dishw., 
bltn. 
R&O, crpts., 8, drps., On corner 
lot, walking distance to beach of- 
fered at SI 15,000. 
' - 
CENTURY 21 


I. ' 
R E A L 
E S T A T E 
535-8868 
536-8837 


SPACIOUS owners 3 br. apt., 2-2 br. 
S 
1-1 br., A.C., garage's. 
Easy 
terms. By owner. jSa-0757. S.A. 


DISTRIBUTORS 
Your own 4,000 sq. ft. 2 story bldg. 
window on Broadway, S.A. 57x125 
parking st. to st. 500 gal tank with 
aas pump. $15,000 down xlnt terms. 
Call owner days-eves. 543-8381. 
6 STORES. Good leases, inc $'31,600. 
_ Price $210,000^ Agt. 547-3567. 
C2 LOT, xlnt. loc., approx. 50x180 
on 
Harbor 
Blvd., 
Costa 
Mesa. 
Must sell, owner. (213) 792-1028. 
REC. Vehicle storage lot, in Htg. 


Beh, paved 8, dump station, 
4768 or 870-6542. 


968- 


COAAMERCIAL Offices & warehouse 
on lease, $7,740, per vr. income. 
Selling 
price, $45,000. GX 
Gross 


prin. only, Mr. Angel, 523-4845. 
C-l Lot 59.4 X 132 ft. downtown 
Orange. 
Older 
3 
bdrm 
home 
rented on ppty. Zoned for nu- 
merous business uses 8, good in- 
vestment. Priced at $21,950. 
WILLIAMS & FABER 


R E A L T Y CO. 
310 N. TUSTIN, 
O R A N G E 


639-8500 
or Eves. 
538-1714 


FULLERTON CENTER 


Seven tenant center on Euclid Av. 
Corner 
lot S200.000 
with 
$30,000 
down. 
Excellent 
financing. 
Low 
rents. 
Priced 
below 
replacement 
cost. 


Dave Munro-Jack Anderson 
541-5221 


C0LDWELL BANKER & CO. 
2333 NO. BROADWAY 
SANTA ANA 


CONDOMINIUMS 


Now Ready For Occupancy 


Choose Your Carpet Color 


Today 5% Down 


Forecasts Say 
Down Payments will be higher. 
Forecasts Say 
5 % Down is Fading Fast 
Forecasts Say 
Interest will be higher 


If you are interested in a bargain then look at 
Ridgeway Park East. Ideally located at Ball Road 
and East Street. 


1166 Sq. Ft. - 3 Bedrooms - 2 Baths 
1080 Sq. Ft. - 2 Bedrooms - I-V2 baths 
938 Sq. Ft. - 2 Bedrooms - 1 bath 


All have central air conditioning-all have garages- 
carpets - patios - range & oven - dishwasher - ample 
parking - lawns - shrubs. 


THE RIDGEWAY PARK EAST Homeowners As- 
sociations^ membership fee is $23.00 per month. It 
includes exterior landscaping, maintenance, liabili- 
ty insurance & water. It entitles you to the use of 
swimming pool - playground - BBQ's - tables & 
chairs - dressing rooms. 


The location is ideal. Close to freeways, shopping 
center, entertainment & schools. 


Today prices range from $18,995 to $24,350 
No way can they be duplicated in this market. See 
what we are offering. You have no obligation to buy, 
unless you want to. 


MODELS OPEN 
10 am 'til Dusk 
Furnished Models Located 


at Ball Road & East St., Anaheim 
LOOK FOR THE SIGN 


Q 


Bafenc«d 
Power 
Honw« 


Oiraoioni: You can easily reach your Townhome by 
taking the Santa Ana ¡'reeway to the Slate Colleq; 
olf-ramp or the Harbor Boulevard offramp and 
proceed to Ball ^oad and :ast Street and 
Ridgeway Park East 
(714) 956-3850 


16' BURCHCRAFT, 40 H.P. Merc., 
elee, start w trailer, $375, must 
sell! GOODWILL, 404 N. Falrview, 


_S.A._ 
_ 


14' 
L Y M A N 
30HP 
Johnson 
w-trlr, 
S450. Great fish or ski, 544-9145. 


17' 
HORNET 
Jet 
Boat, all cust., 
capped deck, red, wht. & blue, 
metal flake & pin striped, shag 
cpt., cust. C h e w ens., A&M trlr., 
trick baviet drive. (714) 547-0747 
(213) 485-9211. 


SAILBOAT 21' Venture, xlnt cond., 
aux. O.B., Trlr, & other extras. 
$2,200. 871*8214, 


16' HOBIE Cat, xlnt cond. stripped 
sail, trlr, sail box; xtras. $1750. Aft 
5 pm 776-9248 


16' SKI boat'70 HP Merc., qd, cond. 
_ S e e to apprecinte.J600. 529j4318.,_ 
19' "FISHING 
boat, 40 HP 
otbrd., 
_w4r!r/$450. 826-2842.- 
'62 BÉLTAIrboat & trailer. 18', 454 
Merc.Jnboard_V-dr. $750. 956-1498. 
'71 17'/a FT. Brownfno-trrfiull. 170 


HP Volvo 1-0 48.hrs. 828-0088, 


26 
FT. 
flshinq 
boat, 
bait tank, 
moored at 7th St. landlnq, needs 
work, sell or trade, 962-8184 


15'/2 FT. Ski 
Boat. 75 Horse out- 


_boaxd. Gd. cond^_$?5p,_879^?059. 
T O L L Y C Ì M F T 
24, ft. - reblt eng. 16 
hrs, sleeps 4, docked at Holiday 
Marina, 
xlnt 
cond. 
Must 
sell, 
$2500. 549-3321, days, 968-4765 eve. 
1971 F O R M U L A V, 17 ft, 1-0, 225 HP 
Chrysler, 70 hrs use, boat & trail- 
gr, xlnt, 640-0558. aft 6 pm, $3,800. 
S E A R A Y 
24 
Flybrldge 
235 
OMC, 
$9000, days, 530-1000 ask for Mr. 
Cousins, eves, 962-3016. 


17" TG sfoop, 3 hp, & trailer, $700, or 


best ofr, 833-2196. 
'72-19' C H E E T A H Jet, 6 hrs, xlnt, 5 
colors, super ski boat, must sell, 
$4100, eves, 842-8143. 


69 GLASTRON Tri-haul, 100 HP Ev- 
inrude, walk-thru open bow, can- 
vas 
top, other «apt. Xlnt 
cond, 
827-3835. 


66 - 16 ft. flbernlass ski boat 75 hp. 
C h r y s l e r 
O.B. w-trier. $1,750. 


548-3595 


19' BOAT, trailer, two 65 H.P. mo 
tors. Extras. Best offer. 8695 Hew-i 
itt Ln. G.G. 
•• 


13' CRUISER, Ford diesel end., f.v.. 
newlv dec, Inside, nu canvass, ail 
eoulp'd., live on. $5000. 838-2758. 


1973—16 FT Runabout, 70 HP engine 
& trailer complete $2650. 547-6924. 


17W JOHNSON dix V6, 150. hp, loi 


hrs, must sell. 871-3595. 


22' C R U I S E R Cus. 4 Whl Trlr, load' 
ed w-xtras, top cond, $3500, ph. 
535-4998, 778-4037. 


15' Hydroswlft 35 hn Merc., see to 
aporj!clate,<3y-4366. 


36 FT. Grand Banks twin screw, xlnt 
cond, surv 
avail, in the water 


_ready_to_go, 642:4904. 
C O R R E C T 
Kraft, • 141V Inbd, qrev 
marine enn, needs little attention, 
$500, 675-7429 or 646-4127. _ _ _ _ _ 
14 FT 
Fishing boat 
7'/j hp OB, 


traller,_$450 or_ofier,_529-4500. 


15' CAIN cruiser w 70 h'P outboard 


& trlr, 894-79Ql_aft. 5:30. 


N E W P O R T Catamaran. 16 ft. fast & 


light, w trailer, $800. 546-8207. 
14' B L U E 
Jay Sailboat S425. Xtra 
sails & rudder, trailer, 504 Jas- 
mlne. rea. 529-5918. 
. 


18' INBRD-Otbrti, 165 HP Ford Inter 


ceptor $1800. 639-3174. 


17' N Y L O X 110 Merc, reblt. tit trlr 
_ S]500._ pvt. pty. 842-0115. 
18 ft. JET—Rodger 
Wvman—Chevy 
eng. $3200. Days 774-1049 evens. 
533-3491 
. 


36' TRIMARAN SHELL 


•Int. unfinished nu eng., sails, stove 
& head. No masts or rigging. $2500 
best ofr. 826-5317. aft 5. 


FLIGHT INSTRUCTIONS 
190 


LEARN TO FLY 


MOST 
reasonable 
cost 
In 
area, 
with quality Instruction & aircraft 
Tradewind Flyers, a 6 year estab- 
lished club, open 7 days weekly is 
waiting to serve vou. Please call 
Tom or Rick for details. O.C. Air- 
port. (714) 545-0525. 


TRAVEL TRAILERS 
195 


(CONTINUED) 


mPssion vTejo aTIso 
v i n i 
: 


bdrm., 
IV2 
Ba., 
cool 
& 
quiet, 
premium loc. cust. patio, & entry 
covs. attach, ga., lo-dn., assume 
7% 
VA, $24,500. Bv owner. Call 
noon-8 p.m. 830-1635. 


• G O L D E N FALCON < 
O I N V A D E R S 
» 
DISCOUNT P R I C E S 
ORANGE PARK 
TRAILER SALES 


E. L I N C O L N 
(Between Glas- 
sejl_.&_ Batavla) Orange 637-6800. 


15631 


HOLIDAY 
Rambler 31 ft. awnings, 
A-C, olec. sway control. EZ 
lift 
hitch. Like new. Trailer land. 1211 
S. Harbor, Sp. 6J, Anah. 772-4794 
aft. 4:30. 


T R A V E L M A T E hdtp tent trlr. w-ca 
bana. 
Compi; w-camping 
equip. 
527-6917. 


•71 A U T O M A T E Travel Tri., 22' dix. 
S.C.. 630-0371. 


70 BOLES Aero, 28' 
543-2190. 


xtras, $7,000. 


'67 E X C E L 19 ft., fully S.C., many 
xtras, sips 5, xlnt. cond. Equal, 
hitch $1500., 828-0371. 


C l K E new, cust. bit. 24x60 close-In. 
Nr. 
freeways. 
Sacrifice. 
Easy 
terms, 714-827-5142. 
24' 
NEW 
53,145.00 SC' 
S.A 


Special 
Show 
Price 
OTTS, 1051 S. Harbor, 


TRAILERS WANTED 
199 


W I D E 
M O B I L E 
H O M E S 
C O D E D 
OR 
UNCODED. 
B U Y E R S 
W A I T 
ING, P H O N E 531-7111 


CASH In a flash or will consign «t 
no cost to vou. Dir. J E 0-0860. 


BONANZA $25 per hr. to qualified 
Pilot. Will qualify If nec. 714-524 
5236. 


N E W P O R T AIR ASSOCIATES 
LEARN TO FLY $475 
FAA A P P R O V E D SCHOOL 
19531 A I R P O R T WAY, S„ NO. 15 
ORG. CO. AIRPORT 
(714)97^1155 


• L E A R W TO F L Y 
• 
Delta Aviation (714) 979-1262 
Got vour Private Lie. $490 


Cessna 150, hr. $9 
C-l50 Acrobats hr. $11.50 


_ Cherokee_^6^_(fyll-IFR)_hr_$25 
D E A N "AVIATION 
.. 
714-557-1900 
G E T Y O U R I.F.R. R A T I N G 
. $390 


C E S S N A 150 
HR $9.00 


CESSNA 172 (New) 
HR $15.00 


C H E R O K E E A R R O W D.M.E. hr $23 
B E L L A N C A $30 hr. + many others. 


Airplane Parts, Etc. 
193 


S 5 5 f î î T ^ ! h i e f , io T T / T T ü ä T 


radio, make ofr.; or trade, 830 
2927. 


TRAVEL 
TRAILERS 
196 


i f 
IDEAL-TERRY* 


G O L D E N 
FALCON-TAURUS 
Park 
Trailer 
Sales 
5071 
Lincoln 
Cypress 
527-4990 


69 F I E L D 
8. Stream trailer. Xlnt. 


_cond. 540-0991. 
71 
K E N S K I L L 
20'/2', S-C. Sips 7. 


Xlnt. cond!_$2595._63312229. 


16' SHASTA, gd cond, sips 5, bftin 
gas & elec refrlg & gas stove, 
$650, aft 5 pm, 774-8931. 


U T I I I T Y 2'x4'x8' plywood box. 16" 
__whee_I.Jike_nuJ_$125._828-6048 
D L X 4-Plex, 3 2 BR, 1 3 BR, In Tus- 
tin. Gl ok. (213) 597-2801 


17' TRVL. TRLR., M I R R O R S . AWN- 
ING, „ELEC.; BRKS,_826-7042. 


18' T R A V E L Eze trlr, fully self cont, 
the 
whole 
works 
$1200. 527-9592 


days, 539-7372 eves. 
I '67 
A R I S T O C R A F T 
16' 
lo-llner, 
cabana, port-o-pottv, $1499 or offer, 
J- 
cmp. sh»!l, $225. 540-1438 
+ 
36' 
eva. 


PRE-OWNED 


17' Alio refrlg. 8, toilet 
16' Kit, sleeps 6 
15' Coastline 
P A R K T R A I L E R 
S A L E S 


BIG N E W LOCATION 
5071 Lincoln, Cypress 


..$1,495 
....5895 
. . .$495 
527-4990 


'67 T E R R Y , sips. 6, lots of extras, 


Bd. cond.,_$800,_636-0735. 


K E N S K I L L 
8x26 self contained 
— 
n a t u r a l 
oak 
panel, 
52,295. 
HUGHES, 530-0700. • 


« LAYT0N 


« 
CAVEMAN 
Now at B&J SALES 


Mobile Homes Wanted 202 


CASH in a flash or will coslgn at 
no cost to you. Dir. J E 0-0860. 


ALL CASH 


In 2 hours for your mo- 
bile home, Set-up In 
park. Ask for Bill or 
Mickey Call 839-4313. 


W A N T E D Ï0 OR 12 W I D E F O R PRI- 
V A T E P A R T Y . 530-0372. 


A L L cash In 24 hrs. for your mobile 
home set up In park. Dir. 530-2490. 
C A S H - 1 T O D A Y , 
8'-lQ"'-l2' 
W I D E 
CODE 
OR 
NOT 
PD. 
FOR 
OR 
NOT. 530-0372. 


Lister Realty 
Mobile Sales 
*FREE APPRAISAL 
^BUYERS ON CALL 
* N 0 COST TO SELLERS 
*TRADE FOR REAL ESTATE 
to 


buy-sell refinance 
call 


821-0710 
24 HR 


CASH TODAY! 
Free Appraisal! 


INSTANT CASH FOR Y O U R 
M O B I L E H O M E A F T E R 
F R E E 
A P P R A I S A L , OR W E WILL LIST 
A N D S E L L Y O U R M O B I L E 
H O M E AT NO COST TO Y O U I 


SUNRISE COUNTY 
892-3381 


MOBILE HOMES 
205 


R A M A D A 
24x64 E l e g a n t 
decor. 
Beautiful landscaping. Air cond., 
Loc. 
In very 
desirable park 
in 
_AfiahelmJ_530-0860,_Mrs. Peterson 
'69 V I L L A W E S T 24'x55', i f Bdrm. 
+ 
2 baths, xlnt. condition. Hunt. 
Beach adult park. Walk to ocean. 
$12,995. 


A M E R I C A N 
557-9390 


12x55-1 BDRM. set up - quiet park 
- 
$60 
pk 
rnt. 
Bullt-lns 
galore. 


$4,295.__HUGHES, 530-0200. 
10x55' 
P A R A M O U N T . 
1 
Bdrm. 
$2650. 


A M E R I C A N 
357-9390 


R I V E R Special 10x50 Venus 2 bdrm. 
Has genuine wood walls & celllnqs, 
only $1,995 - (EU9657). 
A P P R O V E D B R O K E R S 
530-1611 
"12 years in same location" 


PERFECT! 


FOR THE LITTLE FAMILY 
1970 
B R O A D M O R E 
12x60 2 
L A R G E 
bedrooms, 
m 
BATHS, 
SPACIOUS 
Expanded living room 
14x19. 
Plumbed 
for 
washer 
— 
dryer, completely set-up on LAND- 
S C A P E D 
corner 
lot 
In 
Garden 
Grove 
Family 
Park. 
VACANT! 
Move In Monday. 
R E D U C E D 
P R I C E 
ONLY 
$7450. Ser. No. S 
1271 Don't Delay — Call today! 


CALL ANZA1 
839-4313 


27' CONDOR N.H., self cont., xtras, 
835-8044. Santa Ana, 


OUT OF THIS WORLD 


'71 BARRINGTON 24x60, 2 Bdrm 
Ba., fom. rm., util. 3 ton air, 
auto, sprinkler upgraded thruout, 
sml. pet (2485) Irvine. 


LISTER 
821-0710 


"12x64 E X P A N D O " 1972 Sunnybrook 
Family 
Pet 
$8995.00 
Fine. 
With 
$900.00 Down. 


S U N R I S E COUNTY 
892-3381 


20X57 LANCER '72, 2 Br., 2 Ba., w'tr. 
softnr Si AC. 894-8005. 


24x60 C O N T I N E N T A L , Anah. Park. 
Lots of xtras, 10% dn (GR6645-6) 
M L M H Bkrs. 533-2450. 


VACANT 20x57 2 Br, 2 Ba, clean 
adull 
park 
(FL1650 
& 
FI7801) 


ML.MH BKRS, 533-2450. 


W E 
HAVE 
B U Y E R S 
BEGGING 
FOR M O B I L E H O M E S that can be 
bought at a F A I R P R I C E . If you- 
have a mobile home to sell no 
matter what size. C A L L US, W E 
M A Y BE A B L E TO H E L P YOU. 
A P P R O V E D B R O K E R S 
530-1611 


"12 years In same_locatipn'^_ 
"12x43 K I R K W Ö Ö D " 1 Bed, In La 
Puente, $4495.00. Fine. With $450 
Down. 


S U N R I S E COUNTY 
892-3381 


PLUSH! 


NEWLYWED SPECIAL! 


1969 STAR 12x58 1 K I N G size bed- 
room, sunken livlnq room. NEW 
draperies, 
AIR 
cond. 
Gorgeous 
home, unbelievable low price only 
55995. Ser. No. S5225. Be the first 
to call. 


CALL ANZA! 
839-4313 


1972, 24X60, 3 BDRM., 1% Ba., Star, 
gorgeous thruout, util., fam. & pet 
(2484) Greenrlver. 


LISTER 
821-0710 


10x55 E X P A N D O , 14x18 llv. rm. - 14"' 
encl. scr. 
room. 
Lo 
rnt. park. 
Sharp! $4,495 HUGHES. 530-0200.. 


+ $109.42 MO. PAYS ALL * 


8x45 with 10x30 cabana, air, low 
down. Why pay rent? $2995. 
S T A T E 
542-5677 


839-2515 
1030 S. Harbor, S.A. 


S A L E S A N D RENTALS" 
N E W A N D U S E D 
R O A D R U N N E R 
O 
M O B I L E 
T R A V E L E R 
• 
K E N S K I L L 
L A Y T O N • 
P E R R I S V A L L E Y 
_ 
U T E - L I N E R 
O 
SCOUT 
• 
M O 
B I L E T R A V E L E R M I N I H O M E 


• 
RUFFNER'S • 
TRAILER SALES, INC. 


11801 Harbor Blvd. 
Garden Grove 


638-1641 


47 T E R R Y 
trailer 17 foot, $1 ¿495. 
531-6743. 


66 CHRYS., 300 Towning 
pkg. nd 
cond, ,22' Alio SDtsman trlr., sips 
4, many xtras, S.C., 639-4986. 


RV-13,500 roof air sale. $299 
714- 


531-1610 or 213-866-0734, 


R E P A I R 
& Service of travel trail, 
ers, campers, motor homes. 531 
8896. 


self 
65 B O L E S Aero 27' trailer, 


con t.JS3450, 537-1868. 


70 ARISTOCRAT 
16' sips 8. Xlnt; 
¿cond. Asking $1200. 835-4219 _ 
C O L E M A N 
tent trlr, like nu. Cost 


over thousand, $650. 547-1864. 


22 
FT." 
Terri 
trailer. 
Like new, 


_ $2,950 997-0268. 
L I K E 
new 20 ft. 1971 Journeyman 
" S M U G G L E R " 
trailer. Will carry 
4 motorcycles inside, has 3500 watt 
Kohler Generator & air conditoner. 
Completely 
self-contained 
roll-up 
awning, sleeps 6. Sold 56,500 new, 


_ a s k I nq_54,500.Cal 1 538-^167. 
15' T R A V E L E Z E 
Trallor 8xf0 Can- 
ana, beaut, camping set up without 
Investing 
too 
much. 
All 
$600. 
531-2791 or days 537-6186. 


*B0AT SHOW 


IMPS. R E I N E L L , S K Y , HONDO 
HARBOR BOAT HOUSE 
13650 H A R B O R BLVD., G.G. 


(3 mi. So. of Disneyland) 
537-4699 


72 V E N T U R E 
2-22 Sailboat 
Must 


sell, Best off Roy 871-2076 


18' 
S A N G E R 
S K I 
BOAT, 
C H E V Y 
E N G I N E . 879-7967. 


B I E S E M E Y E R 
20' day cruiser, 455 
Q[ds. jet, tandem trlr., 839-3077. 


13' GLASSPAR 
plvwdod 
boat $95. 
Johnson motor $35. 893-3851. 


P-CAT 
sailboat, harken blk.; cust. 
JJr. ,_yel loWjSl, 200._2J3^431335, 


16' F A N T A S Y Ski boat, 75 hp John- 
son, Zieman Trailer, xtras, $1,250, 


_ aft 5 pm, 522-5531, 
$790 or Best ofr. 18' Inboard fish-ski. 


SwaP-VW 897-6700, 821-0202 


73 T O M Sawyer run-about, 16 ft. 2 
in. '73 115 hp, Merc, o-b, '73 Van- 
son trailer. Approx. 10 hrs on eng. 


_$33001_552-8369i 
18 FT 
BOAT. Volvo out-drive bait 
tank, 50 gal tank. Heavy duty cust. 
trailer. $1800. 548-6416. 


13'6" 
BOSTON W H A L E R - - '72 40 
h.p. Johnson. Xlnt cond., all xtras. 
$jJ990._640j0457_gr_539j7766J 


26' CRUISER, '51, must sell, $1,600 
or best ofr. 531-6171. 


SAILING SEMINAR 


by 
California 
Sailing 
Academy, 
' Dana Point. 16 or 17 June. All Day 
x $15. For reservation call 714-493- 


_8698. 
71 10 HP 
Merc, out board. Xlnt 
cond. $325 firm. 530-3674 


5 HP Eska outbd mtr. Runs qd. $85. 


522-2497 aft 5:30, 


24 FT GLADIATOR 
Sloop, 
race winner. Extra , sail 


Proven 


& 
Hear. 


Race. R cad v_._S u P e c 5 ha rj ,551 : 
• 
15' SKI Boat, 75 H P Evinrude 


894^4920 


16 FT. Glasspar, 75 HP 
Johnson 
Canopy full cover, aux. motor & 
extras, $1095. ove, 637-4519. 


14', WOOD, glass, Merc. Mark 28-A, 


trailer, $300, 545-3970. 


~ 
DANA POINT HARBOR 
UNIFLIGHT & R A N G E R 
Robert V. Staats Inc. 
493:5101 


14 F'T. Kona Cat. xlnt cond, trailer, 
egulpt box 8. xtras, $800, 632-2357, 
before 3 pm, Bruce,_aft 6, 523-8476. 
23 FT. IMP 200 HP"In-out exc. cond, 
$6000 or best offer, will consider 
bass boat injrado, 639-1082, 


VOLVO" 11"nip Muncle Inbrd, outbrd, 
drive, $575, 838-3230 eves • 


SAVE $$$ 
FACTORY DEALING 
18' TRI HULL 1-0 


$2995 
19' TRI HULL JET 
$3995 
18' SKI JET 455 OLDS 


$3395 
19' MINI DAY CRUISER 


$3595 
21' DAY CRUISER JET 
$5495 


2 Y E A R H U L L W A R R A N T Y 
9-! Moil.-Fri. 
9-6 Sat .Sun. 


547-8003 


GLENC0E BOAT MFG. 


5450 14 Ft. outboard ski boat. 60 
H.P. trailer ind. 846-7686 or 846- 
6962. 


HOLIDAY RAMBLER 


A N D 


SANTA FE 


We service what we sell and what 
our competitors sell 


AMERICAN TRAVEL 
^ 
TRAILERS INC. 


"California's No. 1 Dealer 


Open 9-6, Sunday 1-5 
1101 SO. HARBOR, S.A. 
839-5911 


. 
Betwn. Edinaer & McFadden 


'70 
H O L I D A Y 
Rambler, 
291. 
Air, 


_ awnings, cln. $5800. 557-5529. 
'70" SHASTA 
27' 
xlnt cond., 
com 
pletely self-cont., awning, must see 
to 
apprec., 
many 
extras. 
$3650 
terms. 554-0078. 


AIRSTREAM 
TRAVELEZE 


Complete stock of 1973 models 


BOB BELKNAP 


420 So. Harbor Blvd. 
Santa Ana 
Ph. (714) 839-2494 


_ 
_ 
CLOSED_SUNDAY_ 
'71 H O L I D A Y " R a m b l e r 
Vacationer, 
20' S.C., xlnt, 838-5^58. 


VACATIONEER 


Elegance at a price you can afford. 


SCOTT'S 


1051 S. HARBOR, S.A. 
3_Miles_So. Garden Grove_Freeway 
19' N E W show model price £2,695.00 


SCOTTS,_1051S. Harbor, S.A. 


22' "NEW, 
S P E C I A L 
show 
price, 
$2,945.00. SCOTT's, 105L?. Harbor, SA 
17' 
N E W 
S P E C I A L 
show 
price, 


$2,295.00. SCOTT's. 1051 S. Harbor SA 


JAMBOREE 


TIOGA'S 
18' 
New 
Brother 
$6,695. See It at 


P A R K T R A I L E R 
S A L E S 
Beautiful new location 
5071 Lincoln, Cypress 
527-4990 


from 


CALI FORNI AN - BELL 


Serving Oronne County 18 
18 yr 


W O R S H A M T R A I L E R 
SALES. 


rs. 


12932 Harbor 
G.G. 
53H?15 


'69 A I R F L O A T 
17'" sleeps 
6, seff 
contd, xlnt Shane, SI 150, 
2501 S 
Rosewood, S.A., 557-6327. 


67 K E N S K I L L 20' S-C, TD. Sleeps 6, 
cabana $2,200. 530-2322. 
HOLIDAY RAMBLERS 


-&1973 MODELS 
* 
^ r JUNE SPECIAL 
SAVE $1,000! 


S A L E GOOD_THRU J U N E 10th 


TRAVEL TRAILERS 


(18) 1973 popular manufacturer, 17 
ft, 19',2 ft. 20V? ft, 22'/? ft, 24 ft. 
prices too low to adv«rllse. 
J.B. VACATION Travel World 
Liquidation Sale 
7 8 " Orangethorpe. 


BuenaParl, 
522-1041 


67 W A R D ' S Tend~Trir, sips 4, xlnt 
cond, $2/5, 535-0468. 


15' T R A V E L tlrr 
tiros, htr.. stove, 
best ofr. Pvt. pty. 586-2059. 


sips. 5, clean, qd. 
, Ice box, $495 or 


•BOLES AER0« 


• 
KEN CRAFT • 
ALJO 
MILLIGANS 


13591 Harbor Blvd.. G.G. 
537-2852 


Between G.G. Blvd. 8. 17th St. 
S E A R S tont trlr. w 8x10 add a room 
$300. 531-6116. _ 


* 
GOOD STOCK I C 
of used tent trailers 


U Used tent campers from 5350 
J.B. Vacaiion Travel World 
7852 Oidiioethorp» 
Buena Park 
522-1041 


•SELLING YOUR® 
• HOME? • 


O CASH TODAY 9 
• 


©Fee appraisals 
• No cost to seller 
• 100 cash value fin. 
• Free escrow fee 
• Free 72 hour closing 
• Cash today upon 
appraisal 


• Qualified buyers on 
call 


• "List with the buys 
that advertise!" 


• See our new and used 
homes • 


• Call us for your river, 
home 


CHOOSE HUGHES OR 
W E ' L L BOTH LOSE! 


HUGHES LISTING & 
MOBILE HOME SALES 


G A R D E N G R O V E 
530-0200 
10202 W E S T M I N S T E R _ B L V a 
SPOT CASH FOR YOUR 
MOBILE HOME 
AMERICAN 
557-9390 


Must be 


557-9390 


12' X 55' KIT E X P A N D O , 2 bdrm 
all awnings & skirting 
moved $4,500. 


A M E R I C A N 
8x35' D E T R O I T E R 
1 Bdrm., adult 


park. $1995. Low space rent. 
A M E R I C A N 
557-9390 


LUXURY LIVING ~ 


Royal 
Monarch 
24x61 
wet 
bar, 
form. din. rm.. fam. rm., S14.995 
(3-843), M L M H B K R S . 533-2450. 


MOBIL? HOMES 
205, 


(CONTINUED) 


•1440 Sq. Ft.' 


OF GRACIOUS LIVING 


1969 P A R A M O U N T 24x60 2 KING- 
S I Z E bedrooms, 1V* baths. E X T R A 
T H I C K 
High-low 
c a r p e t i n g . 
B R E A K F A S T B A R Off Kitchen, 3 
TON refrlqeratod air cond. this i « i 
a P E R F E C T H O M E for a COUpfif. 
that want thé BEST. Located in a 
B E A U T I F U L 
park 
on 
Orange- 
thorpe in Fullerton. Only $15,500. 
Ser. No. S1330XX-U. See this one 
T O D A Y I 


CALL ANZA! 
839-4313 


R I V E R S P E C I A L M E L O D Y 
H O M E . 
3 Bdrm., 2. bath, xlnt. Condition 
including 
awnings, porch & 
car 
port. $4,500. 
A M E R I C A N 
557-9390 


12x40 
1 U D D Y 
1 Bdrm., 
$4500. Costa Mesa area. 
A M E R I Ç A M 
12 „ X 60 


furnished, 


557-9390 


.. „ 
_.. ..IT, bv Golden west. 
Set up in adult park In Anaheim 
no pets. 633-0781. 


F A I R M O N T 
10x4« 
expando 
comp, 
set-up in adult pet park has 1 Ige., 
bdrm. (BY8382). 
A P P R O V E D B R O K E R S 
530-1611 
"12 Years In Some Location'' 


^0x43 I M P E R I A L " 2 Be37 1 Bath 
$6995.00. Fine. With $700.00 Down, 
space Rent $59.50. Located In Cos- 
ta Mesa Adult. 
S U N R I S E COUNTY 
892-3381 


* N 0 SALESMEN* 


To pressure you. Serve yourself, 
save hundreds of dollars. 
Leisure Living Mobile Homes 
1421 Baker (Vi Block E . of Harbor) 
COSTA M E S A 
(714) 979-4111 


Open 9 am to 8 p.m. Mon. thru Frl. 
9 a.m. to 6 p.m. Sat. 8. Sun. 


S K Y L I N E '71 12x52 Xlnt cond. Must 
sell & move it, skirts porch's & 
carport, awninas. Ready to move. 


_$4300. 526-1395_ 
'61 G R E A T 
Lake 
10x55 furn. 
air 
cond. family park on Colorado Riv 
er nr. Blvthe $3600. 871-2435 


* 
IMMEDIATE 
i 
OCCUPANCY 


IN LOCAL 5-STAR PARKS 


- Y O U R C H O I C E — 


• 
IN A N A H E I M , 24x60 
BARRINGTON 
L O A D E D 


WITH E X T R A S ! 


• 
IN I R V I N E , P E T 


e l n 
Anaheim. 
24x49 
Harrington 
loaded with extras! 


® l n Irvine, P E T O.K Brand new 
24x64 Berkshire, W-IOP siding, evts.. 
& many many extras! 


BLUE CARPET 


MOBILE BOMBS 


(714) 894-5326 


Also See the new 14x60 Flirts by 
Redman .at 


$9,995 


Others to choose from 


ic 
OPEN 9 TO 9 
^ 


2 BR.; furn.set up adult park. Sl,950. 
S H E L Ì D L R : 
- • 
. 
839-8511 


D L X . mobile home 24x51 1 vr. new, 
in exclusive adult park. 2 Br., 2 
B.A. shag crpt'g., full drps., frost- 
free refrig., d s h w s h r , 
compl. 
landscpd. + patio, 32371 Alipaz St., 


493-3194 S a l T J U a n 
C a p ' s , r a n c ' 
V A G A B O N D 
20x55, 2 Br., 2 
Ba., 
beautiful home, completely set UP 
Adult park, pets OK. Rent $62.50. 
O N L Y 
$9,995 T E R M S . 
(Ser. No. 
240XU). 


A - A D V A N C E D 
821-7550 


FACTORY DIRECT SALES 


F.F. MOBILE HOMES 
310 State College Blvd. 
ORANGE 
(714) 633-0781 


Across from Orange Drive-In Theatre 
F A M I L Y 
P A R K 
20'x43' 
'71 
Gulf- 
stream 2 bdrm., $7995. 10% down. 
American_ 
557-7390 


R O Y A L Lancer 20x57 2 Br., 2 Ba., 
enclosed 
porch, 
beautiful 
con. 
thru-out, choice Anaheim adult pk. 
ONLY $11,500 T E R M S . 


A-ADVANCED 
811-7550 


10x57 EXPANDO, raised proch, encf. 
p a t i o . 
$62 
Sn. 
rent. 
$4,995. 


HUGHES, 530-0200. 


'69 
HILLCftEST 
1 2 x 4 n 
br. king 
size. Shows like new. Completely 
set up. Choice adult park. Fur- 
nished.,. Only $4495. Terms. Ser. 
No. S925, bkr. 
A - A D V A N C E D 
821-7550 


MOBILE HOME SITES 
204 


SUN CITY 
MOBILE ESTATES 


NEW. 
OWN 
Y O U R 
OWN 
A D U L T 
O N L Y LOT. Subdivision completed 
1 mi. So. of SUN 
CITY 
Corner: 
NEWPORT 
& 
M U R R I E T A 
Rd. 
Choice 
now 
60'x120' 
min. 
Low 
down $60 mo. Clean air without 
assessments. 
Ideal uncrowded lo- 
cation. 
Near 
Lake 
Perris. 
(714) 
679-4024 or P.O. Box 181, Sun City. 
92381. 


OWN 


Your Mobile Home-Site 
With LONG-TERM 


Financing 


Why own the coach and rent 
the land? Select your mobile 
home from any dealer, then 
pick out a lot at lovely 
Village Grove. We can combine 
both on easy, long-term 
conventional financing! 
VILLAGE GROVE 


Adult mobile-home community 
in weather-perfect, close-In 


CORONA 


The 
atmosphere 
is 
country—but 
you're lust minutes from all cllv 
facilities. 
Completely 
enclosed, 
with mature trees, private park, 
ponds and streams plus superb 
recreation. 


Walk to shopping. 
From the Riverside Freeway, take 
the 6th St. off-ramp to Smith 
Ave., then right to Border Ave. 
Sales Office: (714) 735-4040 


WALKER & LEE 


Excfusive Sales Agents 


• A MOBILE HOME LOT • 
• IN SIERRA DAWN • 


IS Y O U R PASSPORT TO 
H A P P I N E S S 


• Established 11 years 
• Over 1800 adult residents 
• Complete recreational and social 


activities In 3 large clubhouses 
• Own your lot 8< mobile home 
monthly costs will 
$70. 


mobil 
average _ & 


only 


Visit us soon or write Dept. 4 
Sierra Dawn. Hemet-Callf. 923« 


OWN YOUR OWN LAND 
AND NEW MOBILE HOME 
B E A U T I F U L lots from 5,000 sq. ft. 
to 1 acre ranches. All sizes of 
Mobile Homes at Large Discount 
Prices, Trade vour present home. 
G.P. Land & Mobile Home Co., 
9741 
Magnolia, 
Riverside, 
(714) 
687-4710; 


TRADE IN! 


TRAVEL SPECIAL! 


L A T E 
T E R R Y 
8x24 
completely 
self-contained 
Loaded with every 
conceivable extra. S P E C I A L 
LOW, 
price O N L Y $2495. H U R R Y on this 
one! Ser. No. 5494 


CALL ANZA! 
839-4313 


• 
VIKING-TUSTIN* 


10x55, dble. expando, air, 9x12 car- 
peted railed porch, cust. bit., encl. 
fam. rm., many xtras. 
STATE 
542-5677 


12x52' B U D D Y ^ l 
Bdrm., 5 star 
adult 
park, 
Huntington 
Beach. 
$5995. 


A M E R I C A N 
557-9390 


10x50 DETROITER, w-closed & Insu- 
lated rm & cabana, 2 BR, asking 
$3200, Martin Trailer 
Park, Tus, 
Space 21, $65 mo. 544-6500. 


24x60 IN F A M I L Y P E T 
P A R K 
I M P E R I A L quality 3 bdrm. set-up In 
G.G. area. Vacant, $12,600 or best 
offer. (HK9344.5). 
A P P R O V E D B R O K E R S 
530-1611 


'12_vea_rs in same location" 


D O U B L E 
X P A N D O , 
SHARP, 
2 
bdrm. - Ige. llv. rm. Very clean, 
G.G. - Orange area, walk to shop. 
$5,495. HUGHES, 530-0200. 


W E ' R E D E S P E R A T E ! FOR R' 10' & 
12 WIDES. H A V E 
B U Y E R S 
GA- 
L O R E ! 
P L E A S E 
C A L L 
TODAY! 
_ HUGHES, 530-0200. 
_ 
_ 


"10x55 M A Y F L O W E R " 
(Pilgrim) 2 
Bed-Room, 
Front 
Kitchen. 
VA- 
CANT 
$3995.00. 
Fine. With $400 
Down. 


S U N R I S E COUNTY 
892-3381 


WHY SELL 


Your sgl. width mob. home when 
Vou can Ise It to our co. in a rec. 
area for Income & vour pleasure & 
realize depreciation on the income11 
from the Ise. Wanted 8' & 10', 12' 
width. Riviera Mob. Home Motel 
Co. Call 714-597-1492. 


KIT Trolan 10x50, 2 Br., screened 
room, air cond., nice and clean, 
space 
rent 
$64. 
O N L Y 
$3,695. 
T E R M S . (Ser. No. 12295) Bkr. 


A - A D V A N C E D 
82P7550 


B E S T 
buv 
Great 
Lakes 
20x50, 2 
Bedrm.. 2 Ba., choice loc., adult 
Pk. O N L Y 
$8,995. T E R M S . 
(Lie. 
EX5649). 


A - A D V A N C E D 
821-7550 


Q U A L I T Y plus '71 Vi-Kino 24x60, 2 
Bedrm , 2 
Ba., fam. 
rm., 
air 
cond., completely set up. Choice 5 
Star adult park. S P E C I A L $16,900 
T E R M S . (Ser. No. 60202XU). 
A - A D V A N C E D 
821-7550 


SICKNESS FORCES SALE 


12x52 G R E A T Lakes. 1 Br., G.G. 
No pets. (1288). 


LISTER 
821-0710 


MARLETTE MOBILE HOMES 
On Display 


AMERICAN TRAVEL 
TRAILERS, INC. 
* 


Open 9-5, Sunday 1-5 
1110 SO. HARBOR, S.A. 
839-9911 
Betwn. Edinger & McFadden 


8x50 1 BR, new skirting, shed, patio, 
awnina; newly decor, adult park, 
1 $2995, furn avail, 541-6519. 
1972"TT24x53 r :2 B E D - 2 . B A T H ' - 
b e a u t i f u l 
matched -Carpet & 
drapes! No lie,-. $8,995. HUGHES, 
530-0200. 
' 


1961 - M A Y F L O W E R 
expando, 
five' 
star adult park, awninqs, skirtings, 
shed, small pet. 531-3934. : 
3 B D R M . IN F A M I L Y PK. $5,995 
'71 
C H A M P I O N 
12x60 
new 
patio 


awning 8. skirting (HR903I). 
A P P R O V E D B R O K E R S 
530-1611 
12 years in same location 


iC $126.90 MO. PAYS ALL i c 


10x50, Fleetwood, furn., low dwn.' 
Why pay rent? Sacrifice. 
S T A T E 
542-56771 


20x44 2 B D R M 
- cozy little lo. rent 
pk 
Clean home -nice neighbors, 


$6,250. HUGHES, 530-0200. 


'12x56" E S P R I T " 
1 
B E D R O O M 
Adult 
Pet 
$7595.00. 
Fine. 
With 
$750.00 Down. 1973 M O D E L ! 


SUNRISE_COJJNTY 
892-3381 


1968 20x45. 2 BR., 2 ba., plmbd. w-d. 
super clean, adult pk., low space; 
rent, O N L Y S599S. T E R M S . 
(Ser 
322IXU) bkr. 
A - A D V A N C E D 
821-7550 


LOW RENT 


12x55 '69 
Star, 1 Br. 
Adult«-no 
pets, Placentia. (1286) 


LISTER 
821-0710 


24x60 
CONTINENTAL. 
Like 
new. 
Many luxuries. Beaut, adult park. 
Call aft. 5, 635-4305. 


10x50 1 BR Paramount. Gd. cond., 
adult park, 1 -blk. fr. Disneyland. 
Call 956-1924 betw. 10 a.m. & 3 
p.m. daily. 
- - 
• 


'71 
B1LTMORE 
24x60' 2 
Bdrm., 
den, family rm., 2 bath, xlnt con- 
dition. 
Hunt. Beach adult 
park, 


walk to ocean. 
A M E R I C A N 
557-9390 


Transferred Take Over i c 


'72, 12x64, 2 Bdrm. with 8x10 ex 
pando. Sac., family park! 
S T A T E 
542-5677 


B E A U T I F U L 
'69 
Universal 
24x60 
coach, llv, fam 8, din rm, mir- 
rored china closet, 2 br, 1 Kins, 2 
ba, Idrv porch, rugs, dpes, refrlg. 
air 
cooler, 2-awn 2-lined 
sheds.| 


735-3639 Corona. 


S H A R P 
Universal 
'70, 
Bedrm., 
2 
Ba., 
fam. 


FAMILY 


15x40 '67 Budger. 2 br., 1 b3„ lo 
down, 
10 
yr. 
financing. 
O.A.C 
(1502). S.A. Pets. 


LISTER 
821-0710 


SIERRA PINES 


M O B I L E C O U N T R Y CLUB 
New adult park, rents $45 singles, 
$70 all 
double wide. Some 
flee 
rent. Assist in move. 
3883 Buchanan St. 
Riverside 


Take McKinley offramp from Riv- 
erside Frwy. East. 


688-2121 
i c 
734-0260 


(Need elderly cple. w-mobile home 
to ans. phone 8< clean clubhse. on 
mgr.'s_dav off, Free space 8. util.) 
~10'x42' P A R K P R i D E , adult park, 
fully fjrnished. $2995. 
A M E R I C A N 
_557^9390 


MOBIL HOME TO BE MOVED 


10'x55' Marlelte, 3 br., full ba., 
$2,800. 835^936 


2 BR, turn, setup adult park, $1950. 
S H E L L DLR. 
839-8511 


^ S K Y L I N E * 


CUSTOM SERIES 
FACTORY ORDERS 


TRAIL-A WAY SALES 


1782 NISSON ROAD 
TUSTIN 
544-0600 


NESTLED ON A HILLSIDE 


Convenient, yet away from frwy 
noise, an adult mobile home com- 
munity 
w-immaculale 
arounds 
8. 
the 
best of 
manaqerlal 
service, 
space 
available, 
even 
for 
triple 
wides 8, 70 footers. Drop by & let 
us shuttle you up the view from 
our clubhouse in the skv. The trip 
will be In our courtesy carl on 
elect, cart like the one we'll give 
you w-a mobile home move-In, 


VILLA MAGNOLIA 


Take the Riverside Frwy to Mc- 
Klnley exit, left on Magnolia to 
3500 B U C H A N A N ST. 
AT I N D I A N A 
Riverside 
714-48-9822 


LAKE PERRIS . 
MOBILE ESTATES 


Own vour own mobile home lot 
near the entrance to new 
Lake 
Perris. Underground util, sewers S, 
all city services, $500 dn, $60 mo. 
8co Interest, 20 yr, mobile home 8,. 
lot financing. Avail 1 mi E of hwyi 
395 011 Rider SI. 3181 No. Perrlsi 
Blvd., Perrls^CaJjf. (7141 657-2168. 


NEWPORT 
Beach S50 mo. Privatel 
bathroom, 29' maximum. 646-9681 


L A K r 
Malhpws 
area. 3 bdrm., 2 
bath 
double wide on view lot. In 
be .I'l . 
lubiie home park. Huge 
lovelv landscanlnq. Cool 8< comfort- 
able home with everything: furni- 
ture available. 3 day 
possession 
possible. $10,500 full price. Your 
term. "Expo." 714-737jJ800. 


"20x47 
U N I V E R S A L " 
2 
Bed. 
2 
Baths, 
Family 
Park 
Pet 
Rent. 
$70.00 Located In Newport Beach, 
$9995 00 Fine. With $1,000 Down. 


S U N R I S E C O U N T Y _ 
892-3381 


'?i •'FLEETWOOD 1 Br., 1 Ba., A-l 
cond. By owner. Set up In lovely 
park. 528-8699 


50,000 
BLUE CHIP S T A M P S 


12x60, like nc.v, 2 BR. 1 bath. Awn- 
inns, 
skirting, 
she.1. 
corner 
lot. 
Adult, 
pel. 
Possession 
June 16. 
Hurry to: 


Exclusive 
_ 
__ 
774-2280 
'71 :0'x'3' 2 BR!, 1 "ba., AC, adult 5 
parki_a97-0241. 


FOR RESULTS 
USE REGISTER 
CLASSIFIED 


24X60, 
2 


_ 
.... . 
rm., 
24' 


porch, & much, much more. O N L Y 
$14,995 T E R M S . (Ser. No. 5384XU) 


A - A D V A N C E D 
821-7550 


70 
F E S T I V A L 
24x52, 2 Bdrm , 2 
Ba., like new cond., choice adult 
park. ONLY $11,700. T E R M S . (Lie. 
No. GZ7027-8). 
A - A D V A N C E D 
821-7550 


OLE! 


FIESTA DE LAS FLORES 


F L O W E R S 
G A L O R E 
with 
this; 
B E A U T I F U L 1971 S I E R R A 24x65 2 
Huge 
B e d r o o m s 
H i 
baths,; 
U N I Q U E serve-thru kitchen Break- 
fast bar area family " F U N " room 
with A N K L E D E E P Carpeting. All 
this coupled with S H O P P I N G Close 
to So. Coast Plaza, Make this mo- 
bile home a B U Y OF T H E W E E K . 
Special 
LOW 
LOW 
Price 
oniyi 
$16,200. 
Save 
$3000. 
Ser. 
No. 
5261XX-U 


CALL ANZA! 
839-4313 


12x55 
E X P A N D O 
furn., adult 
pet 
park, 
S5200, 
10% 
dn. 
(CN2143) 


M L M H BKRS. 533-2450. 


$2495. 10x55. 2 BR 2 encl. rms., adult 
pet park, (DX5031) M L M H 
B K R S . 


533-2450. 


"8x30 
G R E A T 
L A K E S " 
1 
Bed, 


$1695.00 Fine. With $200.00 Down. 
S U N R I S E COUNTY 
892-3381 


REAL COOL! 


WITH 3 TON REF. AIR 


1971 Cameron 12x60 2 Bedroom -; 
avocado appliances matching ear- 
petinq - draperies. 3 entrances. A, 
CUSTOM 
BLT. home at a 
very 
LOW price, ONLY S4955. Ser. No. 
S 1366 10°: Down. 10 yr. fin. 


CALL ANZA 
839-4313 


M A D I S O N 
24x60 
comp, 
set-up 
family 
pet park. 
Quality 
coach 
with lots of extras. Asking $12,995 
(HU7389-0). 
A P P R O V E D B R O K E R S 
530-1611 
"12 years in same location" 


VIKING 


'65 10x55 dbl. expando, encl. porch. 
Nice loc. $6600. Anah. Adult no. 
pets. (1069). 


LISTER 
821-0710 


'72 D O U B L E wide In beaut, mobile 
home 
park 
between Anaheim 
& 
Corona. This home has alr-condi- 
tionlng, shag carpets, drapes, blt- 
ins, refrig., awnings, porch, skirt- 
ing. 
landscaped 
& 
much 
more. 
$8,995. 
Terms 
available 
"EXPO" 
714-737-1800. 
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(CONTINU ED) 


10x50 ONE BDRM. "Pensioners Par- 
adise" neat $3,295. H U G H E S , 530- 
0200. 
_ 


20x55 C R U S A D E R 
- 2 bdrm. 15x16 
mstr. bd. Storage galore. Quality 
plusl 
510,500 
HUGH E S, 
530-0200. 


FIXER-UPPER 


$3995. 10x53, 2 br, dbl. exp., lo 
space 
rent. 
10% 
dn. 
(CZ4329) 
MLMH. BKRS. 533-2450._ _ 
__ 
'24x52 
F L E E T W O O D " 
2 
Bed, 
2 
Baths, 
Adult 
Located 
In 
Para- 
mount, S10.9U0 Hnc. With $1100.00 
Down. VACANT! 


S U N R I S E COUNTVL 
892-3331 


'71 SANTA ANITA 24x64 2~Er, 2 ba, 
huge fam. rm., cust. wet bar, im- 
mac. cond., 5 star adult pk. (Ser. 
No. 1477XU) Bkr. 
A-ADVANCED 
821:7550 


Monday, June 4, Ï973 .MOTOR HOMES 


' 
( C O N T I N U E D ) 


MOTOR HOMES 


(CONTINUED* 
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O PARKINSON 


24x60 B A R R I N G T O N 2 br., 2 ba. wet 
bar, 
fully 
loaded. 
(GM8414-15) 


M L M H B J Í R S ^ 533-2450. 


R É P O . 
'71 Kingston 12x60 stove & 
refrío, skirted, 2 awnings, cpf. like 
nu, 57500 - best ofr. 
Contempo, 
4901 Green River Dr., sp 317, Coro- 
_ na. Call 737-8874,_ Mr. _Merryman. 
R E P O '70 Acollo 60x24 2 bd," 2 ba, 
air, slove & refrig, shag cpt. thru 
out, skirled, 2 awnlnos, nds porch. 
New attrac park. $10,500. Rancho 
Caballeros, 15181 Van Burén 
Bl., 
Riverside 
Call 
Artie at 687-0676 
M - F . ¿ 0 A M - 4 _ P M . 
"24x60" S T A R " 
Adult, 
Pet, 
rent 
S90.00, 512,500 Fine. With S1300.00 
Down. VACANT 
2 Bod, 
Don, 2 
Baths, Awninas. Raised Porch. 
S U N R I S E COUNTY 
_ _ 892^3381 


MOVING EAST 


205 
A N X I O U S 
O W N E R 
MUST 
S E L L 
20x52 H O M E T T E , 
2 SR., 
2 
BA. 
S E T 
U P 
IN 
P E T 
P A R K WITH 
FNCD. Y A R D . P R I C E D TO S E L L , 
M O V E 
IN TODAY 
(20629 U-X). 


T R I P L E J T 
_ _ 
638-4821 


'70 Mod 
12x50 1 Br., corn" lot. fn 
adult pet pk. Hntg. Beach. $4500. 
(S6916). 


COAST 
531-7232 


Goldenwest 20x57 all xtras + priv. 
patio, in adult pet park. 
Askinq 
510,500. See 6i make offer. Vacant. 


COAST 
531-7232 


Parklane 20x57, has every 
extra 
vou can think of, corner 
lot in 
Anah. adult park 510,500 
(FP63S8- 


C O Á S J 
531-72321 


12x60 FRT. D I N E T T E 2 B D R M . -42' 
porch 21' unci, scrn rm. fully car- 
peted, $59.95 H U G H E S , 530-6200.__ 
71 W I N N E B A G O 24' only, 9,000 mi", 
roof air, PS-PB, 4000 gen, awning 
& roof rack, rear storage box, trlr 
hitch, 
stereo, radio & 
tape, 
bio 
eng, fully loaded w-xlras. $10,500 
tirm. See at Doyle's Camper Serv- 
ice, 7670 Slater Ave., H.B. 
Must 


see_tq_apprec. 


20x58, 2 B R , 2 ba, sep din rm, fam. 
park, Disneyland area. $6,000. Call 
638-7876 _or 636-1450. 


'63 M O B Í L E 
Home, 2 B R 
& den, 
Indry rm, fned yd, 8, carport & 
shed, across from ocean, make of 
fur, ¿36-4450. 
_ 


24x50 P O N D E R O S A " 
Family. "Pet, 
Rent 
$92.50. 
Full 
Price 
$14,250. 
Fine. Willi S1500X0 Down. 2 ilea, ~ 
Bath, Awnin.qs, Skirting & Shed. 


S U N R I S E COUNTY 
892-3381 


'69~12x45 S E T UP'adul't pk., skirting," 
awning, cooler, shed & disp., rent 
$73. $3750. after 6 pm 542-5330. 


'73 H A R V E S T 
24' MOTOR 
H O M E 
Dodge chassis 
w-413 cu. 
In. 
V8 
Fully self contained Includes...6 cu. 
ft. ref., automatic water 
system, 
40 qal. fresh water system, 4 burn- 
er range w-eye level oven, 6 qal. 
hot 
water 
heater, 
dual 
holding 
tanks. Full size beds, dual butane 
system. 
Great 
savings...Free 
8- 
track stereo system with the pur- 
chase of any motor home adver- 
tised. No. 1443. 


$8995 


plus tax S, license 
1275 Yorba Linda Blvd. 


Placenfia 
524-6400 


APOLLO, 
Pacesetter, 
Robinhood, 
Baron & Jamboree. Kendon Motor 
Homes, 707 No. Harbor, S.A. 554- 
0033. 


RECREATIONAL 
VEHICLES WANTED 


WB buy trailers, campers and mo-! 
tor homes. W E P A Y TOP $$ 


McCOY 
F O R D 
_1_659_W. Lincoln^Anaheim_776-1330 
72 COMMANDER, 22', lo ml., $1,000 
__for_eguity. 633-9170. 


208,CAMPERS FOR SÀIE 


( C O N T I N U E D ) 


SPECIAL PURCHASE 


ON E X E C U T I V E S & 
E X C E L S 
19', 50', 25', 28', 31' 
Save at Orq. Exec 
Mtrhomes 
525 So. Harbor, S.A. 
531-7060 


Campers, Motor Homes & 
Trailers, Lease or Rent 211 


BUY OF THE WEEK 


12x60 CHAMPION, 2 BR.. 1 BA., 
FNCD. 
Y A R D 
FOR 
P E T 
10% 
DOWN. S E E 
AND 
B U Y 
TODAY. 
P R I C E $5,500. (SS791). 


TRIPLE " J " 
638-4821 


70 24x52 "2 BA., Indry. rm., cor.lot 


A-lW_estm.Joc._rea_s-_83.?-"U86. 


12x65 FAM. & R E A R 
BDRM. 
Privacy 
aalore, 
2 
bath, 
$6,995. 


H U G H E S . 530-0200. 


42 - 24 W I D E 
R E S A L E S 
- 
A L L 
A R E A S ! 
ALI 
S I Z E S ! 
A L L 
P R I C E S ! HUGHES. 530-0200 __ 
10x50 "ON deeded lot with 17 ft. glas- 
par IO boat. Colorado River - Par- 
ker 
area. 
Call 
772-7664 days or 
776-4477 eves. 


• TITAN'S $7,995® 


M A D E OF S T E E L 
BOB'S C A M P E R S - R E N T A L S 


8835_Alonda, P_arnVt 
J2i3J_u30^90? 


72 E X E C U T I V E xtras, 4300 mi, sell 
l!^^ear_S!i,500(_82715i7ai 


70 - 12x60 - 2 BR. children, pets OK. 
'73 - 12x40 new. 1 Br., '69 - 20x52- 
2 Br., 2 Ba., like new. '69 -20x40- 
2 Br., 1 Ba. All adult park. Sever- 
al others, financing avail. 637-1177 
bkr. 
_ 
__ 
_ 
... 
L O V E L Y 
El 
Toro 
fam. 
pk. 12x60 
Champion, 
2 
bdrm., 
set 
up 
& 
ready to move into. 496-9414, dir. 
F A M I L Y 
PARK": "24x57 2 bed - 2 
bath 
vacant! 
Fenced 
for 
pet - 
raised prch & scrn room a honey! 
H U G H E S . 530-0200. 
__ 


' 
8'x49 ABC. 2 Bdrm. $1995 


A M E R I C A N 
557-9390 


24x52, 3 Br, 
sac. 
for 
quick 
sale. 


Across from ocean. Asking $11,950. 
S T A T E 
_542:5677 


"'59 F L A M I N G O 2 B R , ADLTS., 10x55 
Must Sell. 
$2,550_ 
776-6299, 


8'x45' " S P A R T A N 
1 
Bdrm., 
xtra 


clean, $2695. Walk to ocean. 
. 


A M E R I C A N 
5 57-93 90 


1971 3 BD. 2 ba. spotless home in 
neat 
walk 
to 
shop. 
$12,995. 
H U G H E S . 5304)200. 


Take You Pick! 
TAKE YOUR 
PICK! 


2 - 10x55's 


F A B U L O U S 
1962 F L A M I N G O 
and 
a 
fantastic 1964 kit 
2 bedrooms 
both 
I M M A C U L A T E . 
Eye 
level 
r a n g e s , 
refrigerators 
etc. 
For 
quick sale only $3995. Each 
Ser. 
no. 214—Ser. No. S3344. 10ii down 
10 vr. fin. 


CALL ANZA 
839-4313 


B E A C H S P E C I A L : 24x55 - 2 b"d"-2 ba 
- walk to golf & swim! 
Vacant! 
$7995. HUGHES. 530-0200. 


2 BR fullv furn. Mobile home. Priv. 
beach. Big sacrifice for cash. 492- 
7910. 


RIGHT ON! 


BANK SAYS LIQUIDATE 


1972 N E W 
MOON 
24x60 2 bed 
rooms, fit for a KING. P i 
baths 
H U G E 
Family 
room 
G O U R M E T 
kitchen. 
Completely 
setup 
in 
FANTASTIC 
Garden Grove 
Park. 
Pet 
ok. S A C R I F I C E 
price 
ONLY 
$12,995. or best offer 
MUST 
B E 
SOLD 
THIS 
W E E K ! 
Ser. 
No. 
51171XX-U 10% Down 15 yr. fin. 


CALL ANZA! 
839-4313 


"8x30 D I X I E " 1 Bed, Set-Up In Park 
At 
Beach, 
$1850; 
Fine. 
W i t h 
$200.00 Down. 


S U N R I S E C O U N T Y 
892-3381 


"BY 
owner" '71 Budger 
24x64 show 
coach. 
Loaded. 
$17,500. 
636-3202, 


531-7236. 


S U P E R 
home, 
Oranqe 
area, 
1972 
24x56 by Goldenwest, 2 Br., 2 Ba., 
fam. 
rm., 
air 
cond., 
upqraded 
thru-out, S P E C I A L , 
$13,750, 
(Ser. 
No. 20001XU). 


A-ADVANCED 
821-7550 


G O L D E N W E S T 24x60", 2 Br., 2 Ba., 
no extra to buy, choice adult pk., 
ONLY 
$15,500 T E R M S . 
(Sr. 
No. 
1826XU). Bkr. 
A-ADVANCED 
82L-7550 


LUXURY LIVING 


Owner must sell 24x50 '73 Lcvitte, 2 
hr, V.i ba, fam rm, nice Indscping. 
Saddleback 
area. 
(2436) Adults - 
pets. 


LISTER 
821-0710 


MAKE OFFER 


20x43 '68 P R E S T I G E , 
2 br, 1 ba. 
Very clean. No yard work. Adults 
- s pet. Anah. (2005). 


LISTER 
821-0710 


10x55 F L E E T W O O D 2 BR, 2 BA EX- 
PANDO 
LIV. 
RM., W T R . 
COOL. 
S P 
R E N T $69 S E T 
IN P E T 
P K 
C L E A N . MUST S E E . (S6320). 
T R I P L E '_'J" 
_ 
638-4821 


•71 V I K l N G 24x60 2 B R , 2 BA. FAM 
RM. F O R M A L DIN. RM. 
DSHWR 
UTIL. 
RM. 
W E T 
BAR. 
MUST 
S E E . (S2232105-6). 


T R I P L E " J " 
M34£21,_536i]92 


N E A R " T H E C I T Y " air conditioned 
12x60 
- 1 bedroom 
- pet 
OK. 
Clean-n-nice H U G H E S , 530-0200. 
• 
24x63 S P A 2 BR, COMPL S E T U P . 


_ADLT P K 
968-4445 


"OVER 
100 - 8'-ib'-i2"'-24", 
R E S A L E S . 
SET U P IN A R E A . CALL TODAY 
FOR_DETAILS. HUGHES. 530-0200. 
'64 10x50 R E G A L , 2 br, furn. Fin. 
_wt5344 dn._J8.J_. 522-1080. 
__ 
B Y 
O W N E R 
- Livable, lovable '69 
Hillcrest 20x44 - 2 br., 2 ba. Many 
extras. 5 Star Adult Pk. Anaheim. 
636-5554 10 a.m. to 6 p.m. only. 
10x50 "ANGELUS cust, finance W-S344 
dn. J & J 
522-4080. 


MOTOR HOMES 
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'20 W I N N E A G O 
4,900 mi. Rcof air 
+ gen. Sac. priv. ptv._893-7803. 


71 SHASTA Mini motor home, load- 
ed & ready for fun, it's got it. Un- 
der 30,000 miles, 885-DVW, special 
price now, 894-3320, Dir. 


24x60 F A M I L Y Pk. 3 B R , 2 ba, fully 
cot'd. Bltin hutch, disp. Pump for 
washer, own. porch, shed, Indscpd. 
512.995. 839-8054. 


* 
REVCON * 


Pov/ered Motorhome 
The " U N T R U C K " Olds 
CLOSED SUNDAYS 


• 
BOB BELKNAP» 


420_S... HARBOR 
S A N T A A N A 


* 
1970 OPEN ROAD 
* 


18 ft. motor home, air cond, 440 
enaine. nice $6495. 


8 
7352 Orangethorpe 
Buena F 
522-1041 
Dealer1 Placentia 


Winnebago 


VACATION VEHICLES 
* 
SANTA ANA 
* 


1415 NO. HARBOR BLVD. 
SANTA ANA 714-531-9990 
HAVE 
22' 
Pace Arrow M.H., 
will 
take truck & camper or ? for my 
equity. 671-7433 


'69 P A C E 
A R R O W M.H. 43,000~rnf. 
Sips. 6. Flly. S-cont. Stereo 
tape 
deck. Dual batteries 8, dual oas 
tanks, AC, hvy. dty. trans, cooler, 
hvy. dty. towing hitch, new tires 
on rear, must sell — community 
assoc. 
rules. 
54,500. 
Irvine, 
551- 


4207. 


27' CONDOR N.H., self cbnl., xtras, 
_835;8044. Santa Ana. 
1970 
ISLANDER" 
MH. 
23'?2', 
only 
18,000 mi., fullv enc. side awninq. 
8'xl2', AC, Michelin tires extended 
bumper. 
Must 
sell, 
$8,500 
firm. 
646-6888. E v e 673-0230. 


® PARKINSON ® 
18' H A R V E S T MOTORHOME 
Brand new - fully self contained, 4 
cu. ft. refrigerator, Chev. 350 cu. 
In. V8 auto, trans., power sleerlnq, 
power brakes, free 8-track stereo 
system with the purchase of any 
motor 
home 
advertised. 
Order 
yours now. 


$6995 


plus tax & license 
1275 Yorba Linda Blvd. 


524-6400 
Placentia 


72-23 ft kayot gen. air, day or wk. 


300 ml free. 839-4004. 


FOR 
rent 
reasonable 
immac 
24' 
Scout air cond. 8. generator 1000 
mi._per wk._Free. «38-386?. 


PORD 
300' bub'bletop camper, 
air., 
fully equipped. $90. wk. $15 day. 
Pvt. Pty. 
543-3365, 
776-9284 


24' C O M M A N D E R , sleeps 8," AvaiI." 
7-14-23, 8-6 to Sept. 897-2711. 


1973 TRAVOY 26', front whl drive, 9| 
to 11 mpg, stereo, dual air, tinted 
glass, pvt owner, 638-7878. 


MOTOR HM. rentals. Master charge 
accpt. 2- '72 Calypsos 23' pvt. pty. 
trom $25 day, $150 wk. 894-1331. 


•n COMMANDER air, sips., 6. Free 


mi., pvt^831-2248,_831-1556. 


'72 PACE Arrow 20" sip's 6, $150 wk. 
_+_5c_a mile. Pvt. pty. 540-1058. 


26' EXPLORER DLX MTR HME. 


Sips. 6-full size shower-air cond.- 
gen.-lst 
500 
mi. 
free-daily-wkly. 


_ reas. rates. 544-2018. 
M I N I homes - combination trucks & 
campers 
- '73 
Models. 
Call 
839- 
3371. 


'72 MOTOR Home, air cond, all ex- 
tras. $175 wk. 545-7754. 


'73 TITAN 28'. Free mi & Ins. TV, 10 
spd bikes, stereo & tape, air. Pvt. 
Ptyj_i2B-27110 or 993-0641. 


73 U F E T I M E 
25'. Free mi S, ins. 
TV. 10 spd bikes, stereo & tape, 
air. Pvt ply._528-2780 or_993-0641. 
73 
L U X U R Y 
Landau, 
28', 
fully 
_e_quip., steel frame. Pvt. 543-4740. 
T R A V E L in luxury this summer, 2?' 
25', 23' Amigo, Lifetime & Explorer 
M.H. 
Fully 
equip, 
spec 
rates, 3 
wks or more. Priy ptv, 894-3177. 
N E W 19' Motorhome, sleeps 6, self- 
cont. $25 day, $150 wk., 
reserve 
now. Phone 633-8935. 


'69 C H E V Y Open Road camper. PS. 
P B , air, dual rear whls., chassis 
mt.,_350_V8 eno. M[nt_cond. 635-3732. 
O P E N 
Road 
camper, 
full 
cabover 
_ 8y/ bcd + extras. 962-3139._ 
'60" DODGE, 8' cmprT, non-overhead. 


$500. 838-7846. 


r67 FOR D 3,4 w-Teardrop fO'/s' cmpr, 
spec. 390 V8, auto, AC, 4 nu 16'/j 
dplx tires, 2 xtra gas tanks, dual 
battery, 
step 
bumper, 
spec. 
hd. 
suspension, cmpr. boot, lacks, frnt 
kitch, dlx 
model, sleeps 6, very 
cln,, $2995, 526-1504, 526-4575_»ft 5 
"6"B" C H E V Y 
V i T. 
8' 
C.O. 
cmpr. 
R8.H, air, 6 stk. $2300. 529-7696. 


214, CAMPER REPAIR 
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(CONTINUED) 


A U X IL. gas tanks fo"í motor hms. & 
mini motor hms. $1.20 P.B. Instai 
avail. 997-2981_, Anah. _Open Eves 


GMC 


MOTOR HOME 


23 FOOT 


IMMEDIATE 
DELIVERY 


(Ser. TZE033V100495) 


BILL BARRY G.M.C. 


Motor Home Center 
2000 East 1st Street 


N E W ! '73 Explorer, 24'. Air - gen.. 


lowest rates. No mileage. 552-8292. 
26 Ft. 
E X P L O R E R 
mir. hm., self 
cont., aft. 5 p.m. (213) 926-8778 


71 STAR T R E K 20 ft. Extra bunks, 
low mileage, aux gas tank, $6295 
SCOTTS 1051 S. Harbor S.A. 
__ 


'71 CHINOOK 
Custom "mini 
motor 
home, all accessories, under 17,000 
miles, easy 
living, 458-DDW, 894- 
3320,_dlr. 


® KINGS HIGHWAY < 
J B ' S 
VACATION 
T R A V E L 
W O R L D 


5862 Lincoln Ave. 
Cypress 


3 mi. fr. Knott's Berry Farm 


SULTAN - EXECUTIVE 


J B ' S 
V A C A T I O N 
T R A V E L 
W O R L D 


5862 Lincoln Ave. 
Cypress 
3 mi. fr. Knotts Berry Farm 


$6895 


'73 18VJ FT. 


PACE ARROW 


OR 


'73 18'/2 FT. 


O R D E R 
NOW 
A L L M O D E L S I N S T O C K 


CREVIER BMW 


208 W. F I R S T ST. 
SANTA A N A 


_ _ 
835-3171 
7! UTIL. Motor home liner,""'25'," all 
home 
accessories. 
Ready 
to 
qo. 
A b s o l u t e l y 
gorqeous, 406HQZ, 
wholesale Blue Book, $10,000, spe- 
_cial_price now, $B995, 894-3320, dir. 


• 
r a j a " • 
" 


J.B.'S VACATION T R A V E L 
W O R L D 


5862 Lincoln Ave., Cypress 
3 mi. fr. Knotfs Berry Farm 
72 "MOTOR HOME, lo "m"i.","""$450""fbr 


equity or_best_offei\_646jl742. _ 


MUST s a c -" moving. 28' schoorbus, 
c o n v e r t e d 
to self-cont. motor 
home. 
Must 
see to npprec. 
M K 


offer. WMI finance. 636:045_0. _ 


70 P A C E Arrow, self cont"., "roof air, 
generator, enq. air. 828^849. 
_ 
72 19' O P E N "ROAD, self-cont,"xtras, 


bv owner, 551-3227. 
_ 


72 C O M M A N D E R 
MTR HÓMÉ", 24' 
twin bed model. Under 10,000 mi, 
compi. S.C., xtras, reduced price, 
533-3600. 


'71 R A N G E R on % ton '68 Chev pu. 


auio, air, trade or ? 586-5730i_ 
1971 E X E C U T I V E 
25''loaded- with 
xtras, biq eng & ale, 23,000, de- 
lightful 
mi, 
513,000, call 
owner, 
D. P. E kins at 633-M25, cr 525-4755 
'72 1 T Dodge body. mt, mini mtr 
hme. 21' sips 6, fully auto H.D., 
PS & B, air, htr & radio. Ba w-sep 
shwr, brand nu Johnson CB 
unit; 
many 
very 
usable xtras. 
Totally 
self cont. Must see lo appreciate. 
Like new co'nd. 833-0186, 


*MÖTÖRHOME 
RENTALS* 


Bob's Camper 
Sales 
(213) _63<fc5?09_ 


CALIFORNIAN 
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Serving 
Oranqe County 18 yrs. 


W O R S H A M T R A I L E R S A L E S 
-2932 Harbor 
G.G. 
537-7915 


SEE THE 


FREEWAY 
DISPLAY 


• 7 2 Chinook 


22 Foot, all fiberglass, Radio, heat- 
er, power steering, power brakes, 
air conditioning. Powered by Chev 
V-8, twin beds, 4 burner stove & 7 
cubic foot gas-electric refer. Roof 
air 8. qenerator — Lo miles (Ser 
No. 122125). Save 


S899 DOWN 


$189.42 MO. 


for 84 mo. Full cash price incl. fax 
J. lie. SIT,553; deferred 
payment 
price $16,549.28. Annual percentage 
rate 13.69"', oil approved credit. 


• 
OVER 
50 MOTOR 
HOMES 
AND 
C A M P E R S TO CHOOSE F R O M 


BILL BARRY G.M.C. 


Motor Home Center 
2000 East 1st Street 
Santa Ana 
558-1000 


MOTOR 
home. 
Insurance ' Broad 
cov., low rates, rental cov. avail 
Also cmor' 
.1 trlrs. 8M-0586. 


71 P A C E A R R O W ""24', 413 eng., 
2 
roof air, 
gen, other xtras. 
Xlnt. 
cond._SB,950 or best offer, 536-7325, 


• 
PARKINSON • 
1973 H A R V E S T 20' 
MOTOR 
HOME 


A beautiful unit fully self contained 
w-6 gal 
hot 
water 
heater, 
auto 
pressure 
system, 
marine 
toilet, 
dual holding tanks, 40 qal 
water 
system, stove & oven w-elect. fan, 
roof wired for air, windows & door 
screened, dual butane system, ny- 
lon shag carpet mounted on Dodge 
chassis, power s t e e r in g, auto 
trans., power brakes, bucket high- 
back 
seats. 
Free 
8-trnck 
stereo 
system with the purchase of any 
motor home advertised. 


'72 V A C A T I O N E E R Mtr. H. TV. tape 
_ player,2syjirooi,_PvL_ptv._530-_4676. 
'73 
P A C E 
A R R O W 
24' 
S L P S . 
8, 
C L E A N , AC, P V T . P T Y . 545-6354. 
• 
20' P A C E A R R O W , 
sips. 6, hi fi, 
air, sen., 2 dinettes, lo summer 


_ rales._Pvt. 01^962-4663. 
25' E S L A P A D E , sleeps 8, fully self 
cont., reas. 871-1211. 


MOTOR home. Pace Arrow gen & 
roof 
air 
side cabana, 
sips 6, 2 
_ dinettes._S175. wk, 3c ml. 539-7675. 
W I N N E B A G O 
Motor Home 22' sip's 


7. reserve now. 894-6632 


20' 
F U L L Y 
self-cont." mini 
home", 
$100 wk„ 5c mi. pvt. ply. 826-5635 
'72 P A C E Arrow, sips 6, $25 day. 6c 
mi.._$150_wk._5c_mi._534-3140._ 
'73 Pace Arrow 27' sips 8, s.c., free 


mi., air, gen. stereo. 833-2588. 


'73"PACE "Arrow 27'," sips 10," loaded." 
_ N o mi. 646-9175 _ 


"'73 MTR. H M E . 24' SPACIOUS 
2 dinettes, air, qen. 897-4974. 
N E W 25' motor home sips. 8, AC, 
gen, full bath, fully equip., stereo, 
S200 yjk„ 500 mi. free, 544-766_8. 


27' TRAVCO. Air. Generator. 
Cpt., 
sleeps 6. Special 
rotes 
on 
long 


trips. 53A4546 or_638-0850. 


26' 
S E L F . 
cont. 
Dodge 
rrit'r. 
hm. 
Sleeps 7, 557-7009. 


DELUXE WINNEBAGO 


_ 27', 640-0482, N.P.. 


'73 S U P E R I O R all "steel, 25', sips 6, 
SC, air, $200 wk, ins. Inclu. 962- 
9680 eves. S, wknds. 


'72 20 FT. Pace Arrow sips. 6. No 
air - $25 per day, $150 wk. No mi. 
Charge. 638-3015. 


• N E W 
Pace Arrow. 24', sleeps 8, 
free mi, Lo rates, 54^2754. 


'"73 COMMANDER," arr, 500 free mi", 
_sieeos_6, p r i ^ j B S J J S S i . J B S J ^ B , 


MOTOR 
H O M E 
R E N T A L S 
638-3551 
_ 
MOTOR HOME R E N T A L . '73 Over- 
land, 24', compl, s-cont, A-C, trlr- 
hitch. Lo season rates. 558-0952 
26 FT. E X P L O R E R 
nitr. hm/T self 
..cont,, aft. 5 p.m. (213)_926J778, 
R E N T : '73V2 Comandor, Sips." 6,""tug- 
qaqe rack, $30 day, 5 cents a mile 
_ or $175 wk. 645-7138 
P R I V A T E 
truck 
& 
11 ft. 
Camper, 
complete self contained. $100. per 
wk. 500 mi. free. 537-7982. 
'73 MOTOR Hm., 26', air, "self-cont, 
_ sleeps 6, 1000 ml free, 826-7042. 
_ 
N E W 
22 ft. 
Winnebago 
Chiefta'in, 
fully self cont. sips 6, stereo. Re- 
serve now. reas. 637-6022 


Campers, Mtrhomes, Vans 


Lo as S55_wk. $10 d3._(213) 63_0-5909._ 
'73~LANDAU 28' fully equip., sips 10, 
_ priv 
pty._962-120?. 


O P E N 
only May. June. Aug.. Sept. 
_Must_see_to appr.^i-MCS^SM-OMi.. 
• '73 LIFETIME 23 & 25' e 


Air, gen, "plush." free mi & Ins. 
Aft. 5,- pvt. • pty! 838-0900^ 838-0533, 


MA'S "Mt N k " '72 Explorer 24" 


J : ' E . incL, xtras. 546-0044 


14 FT T R L R S 
S25-3"days $45-7 days 
16 FT T R L R S 
$35-3 days $55-7 days 


MASTER C H A R G E 3t 3 OF A 
2301 W. Orangethorpe 
Fullerton 


_ 
_ 
__ 870j4)99b 


VACATION V I L L A ON W H t E L S 
'73 TITAN, stereo tape, TV, air free 


mi. ins. 638-8316. 527-4708. 


20' MINI-Motor 
home. Air, sips 6, 
_S150 wk., 5c mi. 533J626. 


R E N T T H E 
BEST—WINNEBAGO" 


S.C._Alr_Slereo 
_892-2781 


A L L Sizes, fully equipd," low rates, 
216_N .__uajra ,_S.A, .83^8615. 


• •SHASTA M-tr. Hm. sips 6, seTf- 
cojit._$150_wk. SI000 ml. free. 893-3946 
'72 E X P L O R E R , 
Sleeps 6, $ 150 wk, 


4c a_ml, 830-8452 


CAMPERS! 
CAMPERS! 
CAMPERS! 


New Four Star 8' 


Cab over-Sleeps 4 


Has Ice Box & Stove with oven. 
Serial No. 4979. Stock No. 203. 


• 
$1095 
NEW 11 FT. AMERIGO 


With 
snap 
nap-Electric 
Butane. 
Refrigerator, Stove, Shower, toilet, 
all Fiberglass & aluminum. 
(Ser. 
No. 3784)) 
A real buy at 


• 
$3495 


Introducing 


The El Capitan 


12 ft. Self Contained 
All Fiber glass Camper 


With Beautiful Dark wood interior, 
custom exterior. 
Has all the op- 
tional 
e»ras. 
Truly 
the 
finest 
Camper ever built. See It Today & 
let 
us t ell 
vou 
about fhls 
New 
outstanding 
Camper. 
(Ser. 
No. 
1013). 


• 
OVER 
50 MOTOR 
HOMES 
and 
C A M P E R S TO CHOOSE 
F R O M 


BILL BARRY G.M.C. 
Motor Home Center 
2000 East 1st Street 
SANTA'ANA 
558-1000 


215,MOTORCYCLE" 


(CONTINUED) 


Outfitting A Van, Mtr. Home 


Camper, 
trailer? 
W e 
have 
In 
stock, 
largest 
selection 
ol 
Do-it- 
Yourself 
parts 8. access. In L.A. 
area. 
Windows, 
vents, 
fiberqlass 
tops, 
paneling, 
etc. 
Our 
Custom 
dept. will install it. 


FREDSON TRAILER SUPPLY 


815 N. Harbor, S.A. 
839-5555 


We repair campers, trailers, mo- 
tor homes. (Store open Sun. 11-4). 


MOTORCYCLES 
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nONDA new us:a parts & service 
For a better deal from $189 
Herb Frledlander 
537-6824, 893-7566 
• 
3 W H E E L M O T O R C Y C L E S 
• 


ACTION _FIBERGLASS 
531-0793 


M O T O R C Y C L E 
repairs, 
speed tun- 
ing, enq. rebuilding, portino, bor- 
ing, pick up & delivery. 530-5852. 


S.S.T. G E M I N I 
OINDIAN 
• 
• 
S T E E N S 
• 
• 
H O L D E R 
• 
TRI-SPORT 3 W H E E L 
Gene's 12292JHarbor^ G.G._436-4750 
M O T O R C Y C L E 
Trlrs, carry 1 to 5 
bikes, below retail prices, 997-15E6, 


C H O P P E D 
Triumph 
65Ö w 
sprln. 
oers. '66 Must, sell $700. 534-6427 
ait. 5. 


<72 HONDA 
XL-250, 
like 
nu, 
nob 


tires. $650._C_all_aft._8. 956-7286. 


'72 "SUZUKI Irall 90, Xlnt. 1200 mi. 


$335. 531-4635. 


'70 
SUZUKI 
500 
Full 
miles _$495.__89711235. 
305 S U P E R 
Hawk. 
646-4551. $325. 


dress. Low 


'68 Xlnt 
cond. 


B I K E 
rentals or lease; day, week, 
mo., or ,yr. Dirt or St. bikes. All 


_sjzes. 557-6464 or 968-3294. 
'69 HODAKA 100 5-spd reed-valve 26i 
carb., racing head, straight cuts 
$300. 993-5070. 
'70 VESCO 
R-5 350" Yamaha, TR-3 
Vesco 
eng., 
street 
leqal, 
asking 
$625. 528-7241 or 993-5070. John. 
•72 TS-250 SUZUKI $450. Gd. cond., 


525-4575 aft. 3:30. 
•72 HONDA 175-CL. "3,000 mi. $400. 


Just reblt eng Bob 979-4928. 
'65 HONDA 305,"needs" work. $75. Ph. 


541-0902, after 5. 
•7V/2 J A W A CZ 400 - Curnèt speedo, 


$550. 537-6683, 
_ 


'70 Y A M 250 twin. 
Like new. $450 


or, best. 543-8514, 995-2405._ 


TS185,"SUZUKI - clean, lo ml., $400. 
534-9107J_ 


W H Y P A Y 
R E T A I L I 


CAMPSTER 


"SELLS FACTORY DIRECT" 


Southwest's Larqest Manufacturer 
Of Camper Shells. 


SAVE UP TO 40% 


914 No 
Harbor, Santa Ana 
(714) 531-7412 
S.A. Frwy. at Carmenita, Norwalk 
_ (213)_921-2534 
'67 "CHEV. Sport Van Camper, R8.H, 
auto..6, gd. rubbeQ_Pvt._pty. 539:8262 
'69 
VW 
camper, 
rblt. 
eng., 
new 
paint, radials, stereo, priced below 
blue bk. Prl. ptv. 827-3637. 
S L E E P E R W-STOVE & sink. $345.00. 
SCOTT'S, 1051 S. HARBOR, S.A. 


'69 CHEV. van, nu eng. & clutch, 
compl. 
rewired, 
runs 
like 
nu 
$1400, 826-6087. 


66 / T DODGE W-IOV2 ft. El Dora 
do camper. 
Self-contained. 
Priv. 
pty. $2,575 or trade 544-5618 


ALASKAN Camper, 10 ft. special, 8, 
GMC 3AT. P U , air, PS, PB, extras 
531-3935. 


¿ALIFORtvtAN"cabovrr"hit _EICam]"- 


no or Ranchero, nice 870-B173. 
8'" CABOVER 
camper, "cust." built. 
Gd cond. $340. 539-6810. 


VACATIONEER 


No. 1 S E L L E R 
In the west, 
se» 
why. 


SCOTT'S 


1051 S. Harbor, S.A. 
3 miles so. Garden Grove Freeway. 


CAMPERS 


* 
1962 CHEV. y2 T. PU 
327 eng., air cond., w- 
1969 teardrop camper 
refriq. S1895 


* 
1968 % CHEV. PU 
with 1971 Tilton camoer 
Little used, sharp 


J ? 1965 FORD PU WITH 


Long horn camper, gd 
buy $1495 


Several other used pickup 
campers 


J . B . Vacation Travelwofid 
7852 Oranqethorpe 


Buena Park 
522-1041 


• '71, 8' C A B O V E R , $850 • 
830-7402, A F T E R 6 P.M. 


MUST S E L L '70 Ford Camper Spe- 
cial_l_0V2_fL Harvest, $4000, 633-8859. 
"8"' C A B O V E R 
F O R 
F O R E I G N 
_ TR U C K,_W ITH_J AC KS,_998:3_317. 
L I K E 
new -Ideal camping trlr, 21', 


_^^^$3600,_J?8^664,_Anah, 
S A D D L E Tanks for pickups, two 18 
gal. tank w compl. hookup, $69.50. 
Instl. S15. Duro 
Mfq. Co., 11685 
Cardinal Cr., G.G. 1 blk. So. G.G. 
Frwy W. of Harbor Blvd 530-5340. 
W E S T W A Y 8 "ft. cabover, like new, 
rear 
dinette, 
l^cks, 
tie 
downs, 
bounceaway i, boot. 548-5527, Eves. 
545-5643. 
_ _ 


CHEV n t. p"u, w-8' camper 1/2 cab 
over, xlnt, SI 350. 638-2693 


66 M E R C E D , $900. 


531-902¿ 


RÖLL-Alonq camper 9Vs ft. & Dune 
Buggy. 847-3793, 


'67 CHEV. Vi T AC, lo mi, '70 Trav- 
el-eze cab-over, Xlnt. cond. Sleeps 
6, 847-3604. 


24 FT." Explorer, 26 ft. Amego, best 
_rates, pvt pty, aft 3,_83y508. 
R E N T our '72 Pacearrow, 24 ft. mo- 
_Jorhome,_for your vac., 962-1079. 
25' E X E C U T I V E M.H. plush, S.C AC, 
sins. 7, $250 wk. + 7 C. mi. 639-! 
6606. 


'72 DLX. motor home. 25 ft. No ml. 


633-7818. 


'73 28'"TITAN. Stereo & tape, dual 


air, gen.,_xtras. Sips. 8_637-5010._ 
FOR* Rent, '72 Explorer, Motor hm, 
fully 
loaded, 
for 
more 
info 
call 
979-7462, 


24' W I N N E B A G O sips. 6-7, air, gen., 
hitch, • stereo, 
awning, 
self-cont., 
$185 v;k^, 500_miL free. _530_^828. 
O F F I C E 
T R A I L E R S 
F O R 
R E N T , 
$125 MO 
642-4904 


•SHELLT0PS 


All maior manufacturers for 
E L CAMINO, 
R A N C H E R O 
DATSUN Pickups 
B 8 J S A L E S 


1030 S. Harbor,_S.A. 
839-25J5 


'69 VW Camper, R8.H, xlnt cond. 


$2300 
537-0409 


72 FORD % T truck + 9' cab-over 
camper only 10,000 ml. Like new 
$5.250. 430-2852 


F U L L Y 
self 
cont. 
Deluxe 
motor 
, home.1 Generator, 2 air cond.,, rear 
full bath. Reas. 630-4587. 


CAMPERS FOR SALE 
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C A M P E R 
8', 1971, Trailfinder. 
cab-over. 551-3520_or_54i£67!J 


Full 


P A R R I S Valley fits Datsun sleeps 5. 
Kinqsize bed. Xtra 
cabinets, ice- 
box, stove boot, toilet, qood cond. 
$1,095. 533-6246. 


W H Y P A Y R E T A I L ! 


CAMPSTER 


"SELLS FACTORY DIRECT!" 


Southwest's Largest Manufacturer 
Of Camper Shells. 


SAVE UP TO 40% 


914 No. Harbor, Santa Ana 
(714) 531-7412 
S.A. Frwy at Carmenita, Norwalk 
___ 
(213) 921-2534__ 
F R E E 
Inst'l. 
camper 
shells, 
f'r". 
_$2I5. Lite-Line_Mfg. Co. 633-3253. 
C A M P E R & trlr. repairs 8, supplies. 
Also van conversions, 85B W. 18th 
Costa_Mesa. 


CAVE MAN 


'Nobility out of the Northwest" 
NOW AT B & J 
S A L E S 


1030 ,,S._H A R BO R^_S. A. 
839-2515 


36 iN. 
Pullman 
camper 
w 
sliding 
lop. Insulated. Call eves. 871-2751. 
68 FORD P.U. W-'71, 12' Westway 
campr and rm. Semi. 
Self 
cont. 
26,000 oriq. mis. 
Both like nu. 1 
own. Extras.^ $3,950. Ph._997-3464. 
'66 10V2" FT. 
Self 
contained 
Open 


Road. 870-9196. 


MUST Sac. '57 Dodge converted bus 
to cmpr, a-c, heater, bath, stove, 
oven 8. refrig._$7000. 998-3160. 


'72 " F O R D 
VtT 
& 
Siesta " Camper. 


_ Loaded. T.O.P. 542-2773. 
'71 TOYOTA P.U. & camper 
shell, 
heavy 
duty 
bumper. 
Sharp. 
490 


CPN. Dir. 523-7250. 


8' CROSS Country CO cmpr., xlnt". 
cond., see at 5244 Oxford Dr., Cy- 
press. 995-3542. 
_ 
_ 
__ 


PICK up shells, 26" $200, 36" $250", 
_compacfs S20IX R.V.S.C. 532-5941. 


AUX. Tanks, pu's, $89.50 or. In- 
stalled, custom tanks, motor 
homes. Weldman Mfq. 8382 Katella, 


Stanton CaljfJ714)__527-0245 


L E T US S E L L Y O U R C A M P E R 
i 
In a hurry at no cost to you 
FOR I N F O R M A T I O N C A L L 
M t D W A Y _ C A M P E R S A L E S 
892-4271 


O D R E A M E R — E L 
PORADO 
• 


BOB'S 
C A M P E R 
S A L E S - R E N T A L S 


8835_Alondra,_Parmt 
(213J_630-5909 


8 W 
U S E D . " C l e a n 
and certain 
to 
please—$695.00. SCOTT'S 
1051 So. 
Harbor S.A. 
'71 
SIX 
PAC. 
Like " new, 
$545.00. 
SCOTT'S 
1051 So Harbor S.A. 3 
mjles to Garden Grove Freeway. 


M A J O R Way & 
Half 
Pint campers 
8, shells. 
At 
fact-priccs 
858 
W. 


18th, Costa_Mesa. 


'71 DODGE Contem'po Camper van, 
has everything, refrig., raised top, 
V-8, automatic, awnings, 423-BMR, 
special $4495, 894-3320. Dir. 


69 
FORD 
Ranqer, 
full 
cab-over 
camper, all xtras, will sell camper: 
w-out PU,_call 772-7974. 


72 6 PAK 
C.O. fits import 
truck 
$695. 586-6035. 


* 
B E L - A I R * 


CAMPER SALES 
SIX-PAC 
ME TOO 
TOP-CAT 
ST0CKLAND 
HIGHWAYMAN 
MASTER CRAFT 
HAPPY TRAVEL'R 


G.G. 


$7995 


YOU M U S T S E E THIS ONH 
plus tax & license 
1275 Yorba Linda Blvd 


524-6400 


10051 Garden Grove Blvd.. _ 
(Just West ol Brookhursl) 


Openly to_9 
_ 
534-1373 


C A M P E R 
Datsun P.Ü. overeat),' ex 
_ tras, S700 or best offer._633-4872. 
'72 VW Camper, 16,000 mi. AM-FM, 
radials, elect. 
Refrig. 
$3400. 997. 
1166 AM only. 
'72 FORD 
F-250, to. mi..""like"nu 
u-W 
Weslways, 
sip r., 
cmpr. 
xlnt. 
cond. 
w-extras. 
$5000. 545- 


6693. 


'71 VW camper w-refriq, etc. Very 
good cond. aft 7 p.m. 548-3659 
• S H E L L S 
• 
B U Y , factory direct fr save. Cust or 
standard shells 
sips, starting at 
only $220. 625 W. Katella, Unit 25 
Org. 997-1695. 


'69 DODGE Sportsman van, conver- 
sion. Bubble top, 22,000 mi, sharp, 
$2425, 549-0827. 


6 PAC for sm. import truck. W-di- 
nette, refriq., boot, sips. 4, nvr. 
used. $500 firm, 839-8987. 


N E W 
26' custom bit chassis mount 
on Ford 2 ton. Totally self cont. 
w-king size, cab 
over, 
huge di- 
nette, tub & shower, generator & 
AC. 10 yr. financing avail. $15,000. 
894-0325. 


V O L U M E 
C M P R . 
S H E L L S 
Sleepers, mini & maxi models, col- 
ors. 5652 Lincoln^Cyptess. 


1972 CHEVY with custom-buiit cab- 
over 
camper. 
V-8, 
auto 
trans., 
factory air, power 
steering. 
Full 
boot, 
10,000 
mi. 
85835K. 
$3,995. 


Dir., 528-4021. 


10' CMPR, 
'66 
Tropicana, 
make ofr. 962-0121. 


sips 6, 


¿ A L I F . Pines, trade equity for IV/2 
or 12' S.C. cmpr. 528-6578, 


W A N T E D , chassis mount cmpr., lo 


mi., priv. pty., caslv535-5138. 


S E E ' T H E C O M P L E T E 
L I N E 
OF R O G U E S H E L L S AT 


» A&B SHELL SALES • 


8601 GARDEN GROVE BLVD. 


(Between Magnolia & Beach) 


534-1024 


Quality camper shells at 
Prices everyone can afford 
Master Charge - BankAmerlcard 
69 FORD Vt T supervan bubbletop 
Gypsy 
conv. 
refrig 
AC V8 auto 


xlnt gas mi. Clean 893-8234. 


69 F O R D í V T" Camper "spec.', auio."," 
PS, PDB, fact, air., new tires, '71. 
Four Winds Cabover 9" _ 539-9891 
71" Little "King 8' Cabover Camper, 
$575. 774-4747 


CALIFORNIAN—BELL 


Servinq Orange County 18 yrs. 
WORSHAM T R A I L E R 
S A L E S 
12932 larbor, G.G. 
537-7915 


CAMPER 
REPAIR 
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• Custom Van Interiors • 


Bv 
"Manuel" 
Choice of materials, paneling, shao 
carpet, vinvl. 
Call _(714) 836-1698. 
QUALITY 
Camper, 
trailer, 
motor 
home repairs, vans paneled, cus 
_ t o m 
works, 
R.V.S.C., 532-5941. 
AIR 
Cond. sales, svc. & installation. 
997-2981, Anah. Open eves. 


* 
FONDA'S R.V. SERVICE 
* 


S P E C I A L ON P O R T 
HOLES 
$49.95 I N S T A L L E D 
Van conversion. Surfer to full con- 
versions. Camper repairs, supplies, 
custom work. Van roof vents $17.95 
installed, 1650 N 
Glassell, Unit O., 
Orange, 998-1951 


'69 SUZÙKI X6, 250 cc, twin. Runs 


qd._$250. 956-7968. 


'71 
YAMAHÀ 
250MX, 
xlnt 
cond, 
many _x tras, _ $525_ ox_bestt_839;0253 
'71 HONDA 175 Scrambler, 700 mi, 
$400, '71 Suzuki 250 3000 mi, $500, 
'71 Honda: 450, fully chopped, 1200 
mi.,_$750, 827-6987. 
_• 


B M W R-50 Classic 196S model 500CC. 
Windshield 
+ 
xtra. 
Xlnt. 
cond., 
$695. 637-1435, 


F O R S A L E '69 X L C H 
S P O R T S T E R , 
M A K E OFR. 539-0173 A F T . 6. 


Y A M A H A 250 MX. Only 20 hrs. on 
bike, like_brand new $800. 542-5216. 
"'71 BSA Victor 500, St. or dirt. $700, 


1,800 mi. 836-5776, 633-6091. 
_ 
'70 
Y A M A H A "250" E N D . 
EXC. 


_.COND., $400._536:15719._ 
'66 T R I U M P H 
Bonne., xlnt. cond., 
S600, 894-1085 aft. & P.m 
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'64 H.D. Sportster, lots of chrome 
$1200 or best ofr. 979-9183 


HONDA 
HEADQUARTERS 


All models In stock from $195 We 
buy used motorcycles. 


HONDA 
SANTA ANA 


301 W. Warner 
540-7430 


_ Sales Open Weekends 'til 9 P M 
71" I N D I A N 50cc SS. Never 
raced. 
1 Xlnt. cond. Must se'e to appreciate 
$275., _542-2731_aft. .5 p.m. 


70 OSSO 
Stllleto 250CC. $450. Mint 
cond. 531-3188 


'70 Y A M A H A 360MX, new trans., 2 
tanks, many extras, spare 
parts. 


Xlnt. cond._$500. 
838-7673 


'71 SUTiUkl 500, like new, 5500 mi 


S675. 
best ofr. 956-5798. 


'65 BSA 
350 Engine completely re- 


buHt._$275a_Eve. _55|-4642. 


• 
DUCAT I 125cc dirt. $199 
• 


968-5913 


U S E D HONDA PARTS. 
Pop5_M p10 reye I e 
839-6300 


LIGHTWEIGHT SALE 


HARLEY 
DAVIDSON 


of Westminster 


9306 B O L S A 
W E S T M I N S T E R 


Between Brookhurst S. Maqnolia 


893-6274 
531-6440 


O P E N TUES. THRU SAT. 


SPRING SPECIAL 


X-90 
Mini Bikes 
$345 


TX-125 
Motorcycles. 
$595 


Tires 
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BATTERIES 12 V 


$7.95 
exch full quar 
540-9990 


R E C A P S 
$8.95,. any size. No 
gim 
micks, free 
instal. Tom's Tire Vil 
Ja,_2317_ W . 1st St., S.A. 541-9608. 


5 ALMOST new Sears Michelin radi- 
als, 
195x15, 
$120, 1 brand 
new 
Goodyear polyglass power cushion, 
915x15,S25,_526:1S04,_526:45_75. 


L E É Factory direct camper tires, & 
wheels, trueina & balancinq, Chap- 
man & Main, Org. 538-2664. 


BMW—YAMAHA—"HODAKA 


GRADUATION SALE 


N E W 1973's 
R75-5 ( 7621) $1,989 
500 M X • • • SI,099 
Combat Wombat $699 
H U G E S A V I N G S - A L L 
M O D E L S 
Hi-JInks, Norwalk 


a M M l ' » » » » P L M W I S I I I 


Accessories & Parts 
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'69 T R I U M P H 650 cc, 4" txt., xtra 
chrome, gd. cond. $890._546-3268. 


INDIAN 


New SR 74, from $299 
All colors, all models, larqe stock 
to choose from. 


AUTO CYCLE CITY 


851 No. Anaheim 
Anaheim 


533-7660 


M U S T Self $350 "'72 Honda, low ml. 


$600, 821-5870. 


'72 HONDA 
CT 70,108 miles, 
EX- 
C E L . COND._$250. Ph. 832-9395. 


•67 T R I U M P H 650 Chopper. $800 or 
make offer. 552-8916 


M U S T sell '67 Triumph 8" front end, 
chromed, must see to apprec. Call 


_ afL6, 633-5161. 
_... 


1973 SUZUKI, RV125, only 200 mi., 
incl. 
$150 qet kit, 
$550, 645-4756, 


6364)274. 
_ 


'71 
HARLEY-Davidsori 
sportster, 
must sell. 522-3295 


'67 YAMAHA YD3 T W I N 


894-6488 


Sportster 
H.D. 
'69 
Sportster 
X L H , 
custom 
paint, perf. cond.,_$1500, 892-3274 _ 
71 BULTACO 250" cc" Pursang. De- 
sert or MX. Super cln, runs strong 
Xlnt 
cond. S57S_523-2194£_ BJP. _ 
T W O 350 HONDAS 1970 8, '71, xlnt. 


cond., best offer. 527-7239. 


71 "SPORTSTER,""semi chopped, ex- 
tra chrome, lo. mi. $1700. 527-3476 
Ask for Georqe. 
"HONDA" 175 CL 
'71 
Like 
new, 
after 5 p.m. or 
tras. Make offer, 
wkends. 637-3927, 


T R I U M P H 
650, custom 
bike, 
mustl 
see to a_pprec._xint cond. 551-1389. 
P E N T O N 
1972'/2, like 
new, 
trials, 
_ sold_new_$1045,_sacr._$550J_998-3867 
N E W 
3"""rail 
motorcycle 
trailers, 
from $139. 


AUTO CYCLE CITY 


851 No. Anaheim 
Anaheim 


533-7660 


70 HONDA CB350 K2. Xlnt. cond. 
_ $400. Call before 3:30 p.m..639-1231. 
'69 P E N T O N 125 CC. Recently over- 
hauled. $265. 879-8576. 


r69 KÄWÄSAKI, 
LOW 
M I L E S . $350 
: ORT'BEST'O.FFER. '637-2652i_i_ ' 
72 KÄWASAK 1*250 E N D O R O . CALL 


558-1402 AF_TER 6 P.M. 


72 SUZUKI TM"250 mint. cond. $650 


firm. 538-1236. 
_ 


'72 BULT 250 Pursänq. 
Xlnt. cond., 


good buy_ for S700(_ 521j6270. 
"""" • 71 NORTON F-B. 
• 
3,000 M I L E S $995, 
839-5182 


MONTESA 


Moto-Cross i. trials model» now on 
display. 


AUTO CYCLE CITY 


851 No. Anaheim 
Anaheim 


533-7660 _ 
69 T R I U M P H 
650cc, custom paint, 
chrome, 8" extension, lo mi, orig 


_stock_parts,JncL_897-5635. 
71 
750 
HONDA 
Chop, 
must 
sell 


521-3496 
_ 


B"SA 650 perfect custom tank chrome 
S700 839-2008, 541-4017, 


69 KAWASAKI 90-$200. '67 Yomeha 
100-$185, both for $350. Both gd. 
cond., 
gd. 
beginners 
dirt 
bikes 


5_32-4_675,_..633-343? aft.._3. 


'72 YAMAHA 125 Enduro, like new, 
318 mi., $525. '72 3 rail bike trlr., 
chain tie downs, '73 lie. $170 , 827- 
1663. 
_ 


'73 YAMAHA 125 mx. xlnt cond. 


539-2562 


71 HONDA 450. Custom tank. Pipes, 
forks, Z-bar, 8, seat, clean. $775 
Call aft. 6, 638-9276 


HODAKA, Super Rat - engine setup 
bv 
E.C. 
Blrt. 
Race 
ready. 
Xlnt 
cond^Many extras. $385. 538-3882. 


'68 HONDA 160 S C R A M B L E R 
$225 
_ 
_ P H .532-4548 


71 .MOTOGUZZI 18,000 mi., saddle- 
bags, windshield, scoot boot, pin- 
stripinq. First $1500. 646-6888 eve, 
673-0230 


77T~NORTON 
750 1 2,000 mi., $750, 
CalJ. Rich. 536-0849. 


• 
SUZUKI 
380 3-CYL. 
»625 
968-3646 


69 T R I U M P H Tiger 500, gd 
cond. 


$625. 548-7147 
_ 
_ 
_ 
. 
"72 H A R L E Y Super glide. Many ex- 
tras. Mint. $2450. 893-6658. 
•72 YAMAHA 
175, G D 
COND, 871- 


_8336,_S495. 
"1 HONDA 50; l Brid'aestone 90; 1- 


3__bike_trailer,_ 54417084. 


'67 BSA 650-chopped, everything nu, 
$800,_537-3285. 


69 T R I U M P H 650 cc, 10" front end, 
super clean., S700.J39-3329. 


W A N T E D , top dollar paid for clean 


late used M.C. 531-0742. 
71 S U Z U K I 400 M X ; 
fast, reliable, 
lowered frame. 5525. '71 Suzuki TS 
125. Very 'lean. Wife quit riding. 
$325. 993-7784 
_ 


70 
HONDA 
350 fullv" 
chopped 
& 


reblt. 633-1402 after 7. _ 
69 YAMAHA 175cc. Excellent cond. 
S375. 772-5366 


+ HONDA-BMW-GUZZI 
* 


Open Sun. 11-6 pm, Mon-Sat. 8:30 pm 


Honda CB750 K3 $1499 


D E M O Serial No. 220374 
Honda CB400 New $1219 


INCLUDES D L R . 
P R E P . 


ALL MODELS IN STOCK 


LOW DOWN 36 MOS 
F I N A N C I N G 


DICK 'N WALT'S HONDA 


116 E . Whitller Blvd.. Montebello 
HONDA 
(213) 724-6673 
GUZZI 


TRI SPORT 


I Wheel fun, 3-25 H P. from $299. 


AUTO CYCLE CITY 


851 No. Anaheim 
Anaheim 


533-7660 


B U L T A C O 125 Shirpa-S 1970, 1st step 
piston, xlnt. cond. $300. Call 833- 
1176. _ 


72V? 
PUCH. 
125 akronts, 
2-fa'nk""s 
_M_ikunl_$590. Must sell! 544-0202._ 
Your best "bet for 
D E S E R T i. MOTOCROSS is 


CZ 


Your best deal is at 


COAST MOTO CYCLE 


2334 Newport Bl., Costa Mesa .645-8008 
•71 
H A R L E Y 
DAVIDSON. 
F U L L 


D R E S S . LO Ml. 547-2867. 


72 
Y A M A H A 
175-130 
ml., 


$585.,__ 539-4222 


'71 i i A J S 370. Mikuni, all extras. 


$595. or best offer._968-7323. 


54 T R I U M P H 
650," rblt, 
all 
chrm, 


semi-chop, very cherry. 776-4242. 
HD 
70 Elecglld 74 F A T B O B . 
Runs 
perfect, xlnt. cond. $13/5. 697-2305, 


• '72 Kawasaki 350 2M mi 
$650 


• '69 Honda 350, oriq 800 ml 
. ..$450 
Dr. 650 W. K.itella, Orange 
639-5115 
'72 TRI 
Bonneville 650. 
Like 
new. 


3500 ml. $60 & T.O.P. 637-0026. 
'69 
YAMAHA 
250 CC, 
dirt 
bike. 


Xlras. Transferred $350. 552-7126, 
'71 HONDA mini trail 50. Gd. cond., 
$130. 493-0686. 


'70 OSSA M X $350 


Costa Mesa 
645-7657 


•70 OSSA StlMetto 8. '71 Pioneer $475 


& $675. Xlnt. 531-6743. 


W A N T E D 
used 
j . A . P . 
or 
Jawa 
Speedway 
eng. 
or 
frame. 
Parts 
cheap, cash or trade1. 839-6300 J i m 
9 to 6 


'70 KAWASAKI lOOcc, 
Centurlnn $210., 528-3607 


SïîÂR^ecâ^rêTIÎTrîôî^^MDÔ 


mi. S8.88 + tax no trade in nec. 
t a 11 e r I e s S8.95 exch. 
Master 
Charge. 


M A Y T I R E 
S E R V I C E 
847-9062 
540-5375 
Open 10 A M to 8 P M . 


• B A J A K I T S 
S69.95 


• V.W. F L A R E D F E N D E R S 
S10.00 


• V.W. R E A R HOOD 
S10.00 


• V.W. F R O N T HOOD 
S29.95 


531-0793, mfgr. 


• V O L K S W A G E N 
enq", short 
blks., 


$145 & up, 6-6 guar. enq. & trans., 
repairs, reas. 773 N. Cypress, Orq. 


639J1032 
639-8035 
terms 


VW & G H I A 
BODY P A R T S & AC'-! 
_ C E S S O R I E S 
645-4944 


U S E D V.W. PARTS 
530-6940 
530-4799 a f t . 6 


V.W. E N G I N E 1500 CC 


530-6940 
_ 
. 530-4799 aft 6 


A U t O 
& 
R.V. air cond. Sale. 714- 
531-1610 or 213-866-0734. 


LA S A L L E trans. $75. '65 Imp. v/qn 
w 327 New auto trans., nds. rings 
$195. '66 GTO eng., clutch 8> tly 
whl., 
4 
spd. 
trans., 
comp. 
dry 
train, runs perfect, 5375. Comp. '60 
Corvair body minus enq, $50. 993 
0641, 523-2780. 
; 


331 C H R Y S . 
Hemi. 
Bit 
comp. 
done, all new parts + xtras. S175. 
547-2115. 


S P E E D shop clearance sale. Reloca 
lion. Everything must go. New & 
used 
parts, 
speed 
equip, 
mtr. 


parts, etc. 835-7833. 


260 F O R D 
enq., 1C-4 auto, 
trans., 


compl._S100. 526-6721 aft. 6 p.m. _ 
R E M F G . 
283 short 
block's, 
SI34.95 
exch. 
327 
short 
blocks. 
$139.95 
exch. All other makes at discount 


_prices._540-55?0i 
• C H E V . 327 everything new. Hi-rise 
_&_hq]l_v_S350. 
544-0326 


TIRESjSc WHLS. 539-5614 


'69 - 73 DATSUN 8, Toyota parts 
Or complete car (rebuildable) 


1200-1300-1900 eng. 4 spd. & 
Auto trans., bckt seats, drs. 


Tires, glass, radio, etc. 673-1784 


427 C H E V " en-fline 390 "HP $375." "523- 
_ 3928. 
VW 
Eng. 
Xlnt cond. Hear 
it 
run. 
_524-7957. 


AUTOS WANTED 
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( C O N T I N U E D ) 


J U N K CARS wanted, any cond. Free 
pickup. 826-5085 anytime. 


WANT lunk cars - trucks, free pick 
up. 24 hrs. 826-9120, 87_9-9724._ 


GARDEN WEST VW 


WANTED used V W campers, vans, 
buses, all 
years. 
Also 
1967 and 
older paid for or not. 
* 


7600 Westminster Ave. 
Westminster 


NEW LOT 
NEEDS • CARS 


All makes 
Old & New + 
Big & Small 
Top CASH Prices 
Paid on The Spot 
• 
N O W * 


Samson & Son 


1428 S. Main, S.A. 
• 
547-9663 * 


TOP 
DOLLARS 
P A I D 
FOR 
J U N K 
CARS. 542-2872. 


Trucks, Tractors, Buses 
For Sale 
' 
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(CONTINUED) 


'60 "CHEV. flalbd "gd tires," new ra~- 


diator, runs well 547-7301. 
'62 CHEV. 
T„ 
very 
good cond. 


Clean. $650. 897:2443._ 
'66"CHEVY Sport. Van/needs timing 


gear, xlnt cond, $1200, 522-6387. 
"'67 C H E V Y VtT van, Int paneled, air 


cond, 528-5246 aft 5:30 pm. 
'65 
C H E V Y , 
carryall, 
xlnt "shape, 
just 
re-done P39-1341. 
PRIV. PTY. XTRA SHARP 


'67 Chevy Vi Ton pickup. Loaded 
NOT JUST ANOTHER P I C K U P • 
See to appreciate. Private 


P R O U D OWNEP.. 
838-3777 


72 C H E V Y Van. Cust int & paint, 
_ mags. $3700. 544-2943 
'67 C H E V Y Van, 6 cyl auto, many 
xtras. $900 533-6748, 538-0332. ask 
forSteve 


Trucks, tractors, Buses 
For Sale 
24Ï 


(CONTINUED) 


HONEST young man with plenty of 
money wants to buy your car. 


558-7613 


IF YOU want more $$ for your lunk 
car. Call Allen. 547-1250. 


NOTICE 


DO you have a car you want to sell? 
Nov/ you can smile again, I have 
customers. 558-7613. 


$ TOP DOLLAR $ 


Cash 
for 
Toyota 
Landcruisers. 
Paid for or not. Call Mr. Miller or 
Mr. Roberts, Toyota of Brea. 


• 
529-0231 


WE NEED 
CLEAN USED CARS 
HIGHEST $$ DOLLARS $$ 
PAID NOW!!! 
SEE USED CAR MANAGER 
McPEEK CHRYSLER PLYM 
'1200 S. ANAHEIM BLVD. 
ANAHEIM 
635-2340 


• CASH F O R Y O U R CAR 
OR T R U C K 
TOP D O L L A R 
PAID 
Call Mr. T U C K E R , 
MCCOY 
FORD 
Anaheim, PR6-1334 


CASH 
TOP DOLLAR 


FOR SPORTS C A R S & VOLVOS 
W I L L I A M S 
IMPORT 
8011 C O M M O N W E A L T H 
Buena Park 
521-7215 


•MONEY 


FOR YOUR CAR 


Top dollar paid for your clean car, 
premium for 
low mileage domes- 
tics & imports. 
Toyota 8, Buena 
Park, 7479 Orangethorpe, (1 Blk. 
W. of Beach.) 


522-6144 


SMILE 


CASH for your car. We'll give you a 
ride home .558-7613. 


Trucks, Tractors, Buses 
For Sale 
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327 C H E V Rebuilt, installed 
S395, 100 per cent Guari_538-4868 
F O R E I G N 
car,"qd "used. AC'S, 
Ii 


port Aufo_ Supply, Anah., 776-9900. 
ALL body parts for 1963 C h e w 4 dr. 
Sedan, incl. gd front end complete 


_ w i t h radiator, 528-4073. 
A L L parts, '67 Olds 442, 400 cu. in. 
eng, 4 spd, Muncie trans, posi rear 
end, big tires & Astros, etc. 
All 
xlnt 
8, cheap, 
also '58 
Corvette 
Body, $125, 892-0663. 
_ 
"1956 C H E V Y 6 cvl. block S10. "Trans 
$20. Head w-no valves $25. 714-774- 
8826 aft. 5 p.m. 


'63 VW body pts., set of 11" whls., 
15", 6 holes. 1250 watt pwr. plant, 
826-2039 aft. 4. 
VW Corvair Sandrails pts. & access. 


638-3142, 534-3905. 
_ 


CHEV 327 275 hp brand nu, $200. 2 
Jag 
eng. 2.4 t, 3.4, make ofr. J a y 
auto. 1500 BMC, BMC 3 spd, odd 
Pts. 538-4871. 


'66 F O R D . A L L OR P A R T S 


836-4404 


C O R V E T T E 
independent 
posi 
rear 
end. 327 Chev eng., 260 Ford eng. 
289 
tunnel 
ram 
Ansen 
scatter 
shield fly whl. & 4 spd. + 
more, 
638-1542. 
_ 
_ 


T A N D E M 
Axles 
w-brks wheels 
& 


tires $275 543-1127 or 836-1890. 
^ 


M U N C I E 4 spd. Near hew 411 posi, 
3rd 
member 
type, 
Chevy 
bckt. 
sis., '60 Merc, needs trans. 531- 
7224. 


'"59 E L 
CAMINO w-shetl. Runs gcT. 


_ S375,_535-4069. 
_ 


" C O M P L E T E L Y 
reblt, 1600 cc., 
VW' 


enq.,_639-5129. 


'64 PU, no box, $395, '62 P U 
$295. 


633-9170. 


'71, 1600 CC 
ENG., $300 exchange 
(used). 
'67 1600 CC pancake 
eng. 
compl. 
reblt. $350 exchange, 1200 
cc enq., nu rings & valves $175 
exchanqe. 548-9853. _ 
_ 
_ 


B E E F E D 
Pont turbo 400 w-stale & 


hy-pow V8 pts. 522-7239. 


GOOD 
used 
foreign 
car 
tires 
& 
parts, Import Auto Supply, 101 N. 
Manchester, Anah., 776-9900. 
• 
VW eng's "reblt. EZ pymnts. 894- 


_515) days; 846-7014 eves. 
352 ENG. 
A-l, lo mi, hear it 
run. 


Reas._534-0387. Call after_5. 


TR 4 A T R I U M P H H A R D T O P . $150. 
539-8086 aft 5 p.m. 


69 C H E V Y 307 eng. & power glide! 


trans. 827-0454. 


FORD 406 Enqine & trans. $500 or 
_ lrade_for equivalenl._537-6373. 
R E B L T 
1500 VW enq, S275 8, "1600 
dual part eng, $350, no exchange, 
630-1680. 


• 
M G B 
GT 
AIR 
C O N D I T I O N E R , 


X L N T : COND. 
640-1329 


V.W. E N G . sci. running cond. 
645-4944 


VW eng. 1600 CC. rec. reblt. $200. 


536-9819. 


FOR pts '57 Chev. gd. body, eng. 
auto_trans._635-1182i_ 


Tconoline prts 530-2883 


VOLVO 544 comp. car parting, "out. 
Also grill & hood - '72 Ford van, 
Spitfire, door, TR-4 hood. 530-6798. 
68 V W " B O D Y 
PARTS, PVT. 
P T Y . 
774-2035 


P O R S C H E 1750 E N G I N E R U N S GD. 
B E S T O F F E R , 557-5681. 


Service & Repairs 
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VW 40 hp or 1500 rblt eng, nu-big 
bore pist & cyl. 40 hp—$189. 1500- 
$199. 979-0544 , 549-3535. 


TRANSMISSION "reblls," pwr 
glides, 
S95; others, $125, parts & 
labor, 


quar,_543-4417i_828-3152_. 


VW 40 HP "eng., "reblt. S222 incl. nu 
piston rings, crankshaft, camshaft, 
heads, etc. 8449 Katella, Stanton, 
827-4340, 821-6531. 


VW 
Repair, engines reblt. $150. la- 
bor, + parts, guar, free local tow-: 
Ing, Bill & Pal's Automotive, 2548 
So. Fairvlew. S.A. 557-5681 
H E A V Y 
duly 
truck Mechanic. "Will 


come to vou. 551-4667_anytime. 


V W " Rebuilt 
engines, 40 8< 36 hp, 
S150, 90 days guar, or 4,000 mi, 
free towinq,_(213) 531-9775. 
H E A V Y 
duty 
truck mechanic. 
Will 
come to ydu, 551-4667 anyjime. 


AUTOS 
WANTED 
235 


W E 
buy 
cars, 
trucks, 
waqons 
& 
vans. Paid for or not. Frank's Car 
Barn, 210.E. lst,_S.A. 541-2887 


LET'S make a c-ash deal, iunk cars 
wanted. 
Any 
cond., towed 
away, 
free, 554-0737 1 636-0910. 


Will Buv Your Car 
i c FOR CAbn -K 


A N Y M A K E ANY M O D E L 
S A D D L E B A C K AUTO S A L E S 
1331 E 
1ST, SANTA ANA 


141-8220 


W E 
pick 
up lunk cars. 
Free 
tow 
awav,_will pay top_dollar._892i38K 


« WE PAY OVER" BLUE BOOK 


Alt Imported cars. Call Lou-Mirable 
Jamestown M G Dir. (_714) 821-7120 
W A N T E D V W Bus-Van, '60-'67, w-gd 
body. No ena OK. 645-4293 aft 6. 


CUSTOMIZED VANS 
PACIFIC COAST MOTORS 
14061 BEACH BLVD. 
WESTMINSTER 
893-5038 


'62 CHEVY 
School 
Bus, converted" 
35 ft. must see to apprec., $2000. 
or trade for nice trlr., call any- 
time. 548-9080 


'61 GMC School Bus beinq convened 
to house bus. Call aft. 6 pm. $2000, 
537-5909. 


VANS 
VANS 
VANS 


1973 Holiday Wheels 
"FUR OUT" 


Surfer with Port Holes 
Beautiful custom Pa'rnt Scene. Mag 
Wheels & tires, V3 Dodge "Shor- 
ty " Auto, trans., gorgeous Burnt 
orange 
with 
matching ' interior. 
(Ser. 35565). Stock No. 1747). 


9 
$5495 


'73 Chev. Sport Surfer 


Lime green with matching carpet- 
ed interior. Stereo speaker, power 
steering, radio, wide mag. wheels. 
Beautiful 
striped 
Paint 
((Serial 
101837). 


• 
$4995 


73 Big Daytona 


From Contempo 
Long Van (1) Ton 


Custom windows, V8, auto, trans., 
with 8 hole mags. 
Power 
steer., 
Power Brakes, etc. Thrs is the real 
" B I K E 
H A U L E R . " 
S p a r k l i n g 
Bright yellow. Custom Paint (Ser. 
No. 043687) (Stock 1721). 


• 
$5695 


over 30 vans 
in stock 


BILL BARRY G.M.C. 
Motor Home Center 


2000 East 1st Street 
SANTA ANA 
558-1000 


CHEVROLET- 
1970 " EL 
CAMiNO. 
43,000 
n C T S O 
c.i, 
P.S., 
P.B., 
A.T., A.C., 
new 
rubber, vinyl top. Dark blue with 
Gem 
top. 
Like 
new. 
Must 
see. 


$2750. Call 523-1206. 
__ 


'70 C H E V R O L E T . 
Carry alL Auto- 
matic, PS. air cond 
12324G, $2795, 
894-3320. Dir. 


63 Vi T PU. RH, V8, fleet side, S650. 


827-8232. 535-6019. 


'69 E L CAMINO, V-"8, automatic, ps, 
landau too, chrome wheels, light 
powder 
blue, 
39783C, $2195, 894- 
3320. Dir _ 
70 CHEV. 
Vi 
T 
P.U. "New 
paint; 
uphols., motor & trans. $2,050. 526- 
4282 or 774-9747. 


71 SHORTY 
Chev. Van, 29,000 mi, 


$2850. 635-3540, 8-5. 


'70 CHEV. 
f o n 
P.U. $2595 V-8, 
A.T., F.A.C., 
P.S., 
P.B., 62994M. 
Bill Barry Pontiac. 2000 E. Ist St., 
Santa ana, 558-1000. 


SACRIFICE, "'69, 
ton pickup, xlnt 


cond, $1200, 494-3280, aft 7_P.m. 
72 Vi T Chevy 
cmpr-van, pop-top, 
R_S,Hl alr,_$4200^846J627. 


'71 CHEV Vi P U , 350 auto", air, PS, 
PB, make ofr, 530-7885. 


1972 CHEVY 
Van, 
°i-T. 
long whl. 
base, 350 cu. 
in, auto, mags, 60 
series tires, askino $3,500, 894-1565. 
'59 E L CAMINO, nu eng., tires, nu 
paint, bucket seats. See to apprec., 
$575._894;1565J_ 537-7721. 


71 PU Vi T. C U S T . C A M P E R 
AC, 
V-8, 4 spd, sharp. $2995. 533-3490. 


_Dlr._541 S. Anaheim Blvd., Anh. 
RARE '68 Chevy van camper. Bub- 
ble top. Sink, stove, 6 cyl. Many 
xtras. 645-8721. 


66 E L 
Camino 
xtra, 
xtra 
sharp. 
Rblt. mtr, front end, trans. Mags, 
new tires, prl. pty. 821-8409. 


'65 CHEV. 
PU., 
1 O W N E R , 
STD. 


TRANS., R&H. $900. 
535J633. 


71 
CHEVY 
Beauville, 
LWB, 
350 
enq., turbo-hydro., $3500. 546-5575, 
968-8573 


64 
T. PU 10,000 on eng 8. trans, 
nu tires, nu batt, nu shocks, nu 
frnt brks, needs $50 mech. «. some 
body + paint $650 firm. 839-9936; 
826-5550. Ask for Sam. 
__ 


'65 CHEV. 
PU." 3 spd. 
T. New 


tires, smoq_$700 
_ 
776-1654 


SHARP 
'71 
Chev. 
v J T 
PU, 
AC, 
maas, chrm. exhaust, air shocks, 
S2.550- Campr. shell avail. 528-4410. 


65 CHEV. VJT. P.U. w-Cmpr. shell. 


Xlnt. cond. $950. 870-1758 


'71 V;T C H E V Y P U , \v-camp"er shell, 


$2300. 776-5066, 774-7629. 


Vi CHEVY P 
u'p. Aulo, trans.,, full 
pwr., 
.atr 
cond., 
h.d. 
springs, 
Cmor._shell. 
Loaded. 
533-38^1 


'70 CHEVY 


»4 TON 
P I C K U P 
License No. 4608BT 
WHOLESALE 
B L U E 
BOOK 
P R I C E 


$1999 


•GAUDIfT 


FORD 


»211 Beach Blvd. 


BUENA P A R K 
5 2 ] - 3 1 1 0 


'50 CHEVY, 6 evi Vj T. P-U. "Good 
cond. 5250 or best offer. 542-0372, _ 
'72 E L 
CAMINO 
350 auto. 
PS-PB, 
sharp. 213-438-1912 


'68 C H E V Y carry all, '/2 T, P B , air, 
trlr. 
equipped, auto trans., 
reblt. 
enq., save on gas, $2,495 with pro- 
pane, 
Sl,995_without, 
774-0597. 
'68 CHEV."~V2 T. 6 cyl!, stick, nu 


tires, xlnt. shape. 528-7925. 
_ 
• '71 C H E V Van auto T V8To mT52 8 50 
Dlr._650 W._KatlJa,_Orajiqe 
639-5115 


•70 C H E V Y V2T w-camper shell, as'k- 
_ J n g $2175,_consider trade.j821I8753_ 
'50 C H E V Y Vi ton P.U. "Runs great, 
gd. body. $250. 644-5851 


'64 CHEVY VAN $395 


645-8721 _ 


W O U L D 
YOU " L I K E 
TO 
S E L L 
Y O U R 
C H E V R O L E T 
PICK-UP. 
U P 
TO 
'65. CALL 
547-6643. 
W E 
P A Y 
CASH! 


'71 C H E V Y % Ton P.U., $3,230, im- 
mac., 
29799H, Bob 
Black, 
Olds., 


542-881l.__ 
_ 
_ 


C H E V Y 
6 '73 pu. "2,000 mi. 
Many 
extras. 
$2700 aft 2 pm; 
201 W. 
Collins 
633-4758. 


'64 CHEVY 


'/2 TON 
P I C K U P 
V-8, auto. R8,H. Lic. 6444AT. 


$888 
•GAUDIN 


# 


FORD 


6211 Beach Blvd. 


BUENA PARK 52J-3TI0 


'"69" V A N 90s, 6 cyl7T"3 spd., runs 
xtnt.,__$1095. Mort's _63610625± 


'64 V A N 327 reblt"3"spd7 cpts, panell- 
ing, mags, TD-side pipes $950 or 
will trade for car plus cash. (213) 
697-0159. 


'60 C H E V . Panel truck 
. $900 


New eng.-tires 
558-7631 


• 
'"57 PICKUP. C H E R R Y ! 
0 


M A K E _0 F F E R 
545-5695 


A-l 
'70 CHEV. 1 T, 
lo mi., 
Xlnt. 


cmpr., all xtras. 543-8895. 


'63 Vi T. 6, 4 sp, 1 T. susp., gd eng. 


nu bed, looks great. S850. 542-2492. 
'68 Vi T PU, aufo, PS, P B , fact, air, 
camper 
shell w-boot, 
$1950, 968 
9450. 
'68 C H E V Y Super Van, VB, 108, 4 
speed, radio, heater, WVS567, spe- 
cial at only, 


$1899 


WILLIAMS I M P O R T S 
8011 Commonwealth 
Buena 
Park 
521-7215 


CORVAIR— 


'61 
C O R V A I R 
van, 
top 
cond., 
chrome rims, paneling, carpeting, 
clean, must sell $600. 836-7266, 557- 
3210. 


DATSUN- 


'72 
DATSUN 
pickup 
low 
mileage, 
beauty. SAVE. (585-TPT) dir. 523- 
7250. 
• 


'72'A DATSUN PU w camper shell, 
$2,650. 534-8636. 


'73 DATSUN PU, A-T, lo mi., Xlnt. 
cond. 
Best offer, must sell. 536- 
9816_afL_6 pjp. 


'71 DAT. 
PU immac. 
cond., orig. 


owner, lo mi, xtras. $1850, '65 Cad. 
__$850, Pvt. pty. aft. 5, 893-0711. 
DODGE- 


•73 DODGE 
Van. V8, auto., 
maas, 
wide tires,_custom_seats,_534-0J76. 
'73 DODGE Van, V8, 318, auto7, PS 


extras, S3,750._545j0922. 


'73 DODGE " Shorty Van, full custom 
interior, 
special 
paint, 
custom 
wheels and tires, V-8, automatic, 
absolutely gorgeous, 811-HEU, 894- 


_ 3320. Dir. 
'71 DODGE Van, V8, mags, Vi T, 


many extras, 645-3721. 


'71 DODGE Vi T. cmpr. spec, adven- 
turer SE xlnt._cond,_S2595^541-699D. 
'70 DODGE Va'n, $1895, "A.T., 71781E, 
Bill Barry_Pont., 558-1000, 


C A M P E R '66 Dodge Van with double 
bed. Stove, etc 
Comfortable any 


where, $950. Call 675-8496 eves. 


'72 DODGE STEPS I D E 
V-8, AT, lo 
mi., S2650^_533-3490. 


'68 DODGE Sport Van 6 cyl. auto 
radio 
8< heater. 
Extra 
sharp! 
1 
year 
warranty 
$2,095. Toyota of 


Brea, 529-4968. 


'71 DODGE" Maxi Van, 318 V8 auto. 


Pwr. & air,_S3,350._552-0I?9. 


'67 DODGE Van V8. auto, windows, 
paneling, cpt. $1150. 644-7598, 


'62 
DODGE 
Housecar. 
Xlnt. 
cond. 
Sleeps 4, many xtras 
828-3381 aft- 
er 1 p.m. 
_ _ _ _ _ 
"DODGE '"72 MAXI 
T R A D E S M A N 
200 auto, PS. PB, R«<H, V8, H.D. 


_ eguipmt. 529-5001. 
'69 
DODGE 
Van, 
A100, 
318, 
air, 
R & H , auto, 52,000 mi, $2100, pvt 
pty, 532-5003. 
_ _ _ _ _ 
'71 100 VAN, auto, PS, air, custom 
int. 
Under 
retail. 
(7-3494), 
dir., 
630-1550. 


'73 DODGE Van i i " T 
318. lona whl. 
base, auto., ps. You pay my pay- 
off S3850. 993-5774 
__.. 
'63 P.U. wide tires, mag writs, TD, 
V-8 eng. Xlnt cond. ?95_0.__524-2834 
'73 DODGE van, V-8, F M tape ster- 
eo 
mags, roof vent, c p t . 
T.O.P. 


+ . 543-0408__aft. 6. _ 
_ 


'72 
DODGE 
tradesman 
100, 
Xlnt. 
cond._$2900,__8_32-1298. 


FORD- 


V A N . 
'70 
Ford 
E-200, 
V-8. 
Sale 
Priced S1999. Cooelands Jeep City, 
800 E . 1st St., Santa Ana. 55MOOO 
'71" WINDOW 
Van, 
PS, 
fact. 
AC, 
cust. 
int., w-seats, 302 V-8, AT, 
$3,l_50i_53_7_i627._ 


'72 P U 
4x4 Bue 16,300 mis. 
Excel 
cond. $3850. .998-0336, 


'67 F O R D F100 V8, custom cab, new 
tires & batt., auxilary fuel tank, 
832-6710. 


72 RANCHERO 302 auto. $2500 or 
$300 & T.O.P. 673-5143 anytime. __ 
'70 " FORD 
P.U 
Camper 
special, 
auto, power, air & overhead 9 ft. 
r a m p ' f . call eves 
532-2712. 
'72 F O R D Van, xlnt cond, paneled & 
cptd,__9?71t627. 


1968 FORD '/2 ton pickup. V-8, auto, 
lonn wide bed. 62021 A. $1,395. Dir, 
528:4021. 


70 CHATEAU club wqn., auto, R8.H, 
AC, _xlntJ_ cond. $2700. 541-3808 


"54 F O R D Pick Op, good condition, 
_ S375. 637-2406. 
'60 F O R D V-8, big bed. cust. cab. 
stp. bump, nu tires, batt, 
uphol- 


_ stery. $690. 774-4847, 525-6669. 
1970 FORD Super Van, 5 seater, win- 
dow van, 30,000 mi, xlnt cond, call 
betw 5:30 8, 9 pm, $2400, 547-9080 
ask for Keith. 


71 FORD V<T super Van, xlnt cond 
xtras, 
$2950, call work, 
633-7872, 
home, 544-4314, Pete. 


'67 F O R D FIDO V8, custom cab, new 
tires & batt., auxiliary fuel tank. 
_ 832-6710 
__ 


72 F O R D Van, E-240, V-8, PS, PB, 
xtras, 
less than 6,000 mi. $3450. 


_5_3_6-3828. 
'63 
E C O N O L I N C 
gd. 
cond., $675, 


894-2138. 


'71 F O R D E-22Ó Super Van, V-8, long 
W.B., 
auto rear wind., 
nu tires, 
clean 675-7070. 
'64 \'2 Ton nu eng. 8< auto, trans 


$750. or offer. 968-3064 _ 
71 F O R D Van X T, gd. cond! Aft: 6 


pm, 499-1424 


"72 " "RANCHERÒ 
500-air-autbmatic 
inst. 
package. 
$3,200 
firm. 
Call 
(/14) 
557-1075 before 5 or aft 5. 


__544-]3_12. 
»•'71 Surfer Van, - V8, Auto-^T, Comp 
Cpts, Mags, lo ml 
$2395 


• '67 
Ford Surfer Van Sharp. S1395 


Dir 
.650 W. Katella, Orantje 639-5115 


68 F O R D 250, Gem"top", 2 AC, AT, 3 
tanks, 
16' trlr, mono, 
frig, both 


Joaded, l_ownej:, A-l 630128_95. 


68 
FORD 
PU, 5(MX)0" ml., Ì2X16.5 
rear fires, xlnt. cond. $1600. 586- 
3835. 


'69 
FORD 
Ranchero 
custom, 
V8, 
automatic, air conditioning, power 
steering, R8.H. Immaculate in ev- 
ery respect. 37446E. 


PRICED TO SELL 


WILLIAMS 
I M P O R T S 
8011 Commonwealth 


Buena Park__ 
521-7215 


72 FORD 
Pickup," V8, with "long 
bed, automatic, power steering & 
brakes, radio, heater. 30134M. 


PRICED TO SELL! 
WILLIAMS 
I M P O R T S 
8011 Commonwealth 


Buena Park 
521-7215 


'56 F O R D V? T màgs, needs trans. 


$450. firm. 847-7905. 
__ 
'56" F O R D PICKUP. GOOD CONDI- 


TON. S400. 879L8576 
'72 
RANCHERO 
Squire, 
gem 
top, 
PS-PDB, air, tape deck, 350 eng., 
11,000 ml., under warr. $3,795 or 
best ofr. 586-2059 pvt. ptv. 
'61 F O R D Van Econollne, reblt. eng., 


panellnq & cpt., $800. 538-1925. 
'65 F O R D '.3 to P.U.,"F100, 352 eng.,1 
lonq 
bed, gd. cond., 
51,000, 839- 
_9326._ 


'72 FORD F-250 


Automatic, 
factory 
air 
condition- 
ing, low mileage. License No. 7777 


$3299 


•GAUDIN 


FORD 


6211 Beach Blvd. 


BUENA PARK 521-3110 


9 


'59 F O R D '/2 "T: PU, elect lift gate, 
air cond, P B , $650, 542-2196. . -r-.-ta 
•72 R A N G E R 
XLT, 
Vi 
ton 
cmpri, 
Spec, 
auto, 
full owr, ¿3695 
B.O. 


521-8366 


'72 Vi T. Cmpr. Spec, auto, a"-c, full 
pwr., 
lo ml., perf. cond. w-42 in. 
shell, 
bunks, 
iccbox, mny 
xtras. 


__ 
524-2978 


'69 FORD van V-8 R-H. E-20"8. KteSjrf 
paint, Tires, $2000. 525-4042, 52i-4«T| 
or 526-6077. 
1 


'66 R A N C H E R O , V8,"auio, xlnt cond", 


$950, 532-4458, or 835-7280. 


'"69 F O R D 
van E-100, V8, stick, 105 
inches, panel, cots, mags, $1700 or 
ofr. 497-2292,_968-8240. _ 
• 
- 
'68 F O R D 
PU, F'100", 360 eng, 
W f , 
stick shift. 
$1100. Gd. cond. 835- 
1314. 
Mon.-Fri. 


'70 
F O R D 
Econo 
van, 
auto, 
V8, 
pnling, wide ovals, maqs, lik* nu. 
Want 
equity 
8, assume 
bal. 
orj 
trade for V W 
in gd. shape. 557- 
0783.. 


• '36 F O R D TON T R U C K _ 


$350 
557-88«. 


'72 
F O R D 
cmpr. 
SoecilL 
Fullv 


_equip., $3/100 636j4579. 
'69 
F O R D 
Vi 
Ton 
Pickup,. 


J1335JE, Bob Black Olds, 542-88H< 
'64 P.U. 
V8, auto. 8 ft bd. 
Shell 


C_nmper. _$695, 52212497_aftJ_5:.30. 
'72 FORD 
Vi 
ton". Sports 
Custom,, 
auto, air, excellent 8. ready .foi; 
that 
camper 
(N41047) 
Dr. 
523^ 
7250. 
•• , 


ECONOLINE VANS . 
SURFER CONVERSION. , 
CAMPER CONVERSION V 
PLAIN VANS 


8 TO CHOOSE FROM 


'68-72 
FAIRWAY FORD SALES 
1350 YORBA LINDA 
528-4021 


'69 F O R D 
Chateau Club Won. 
A-l 


cond.. 635-6254. 


'63 
VAN 
Ëconoline. 
Xlnt. 
conti., 
mag, whls., wide tires. 821-8996 


FORD TRUCK 


CENTER 
'73 FORD 105" ^«TSO 


SHORT van, 3 spd. Ford tynshre >i. 


$3153 


P L U S tax & lie. 


'73 FORD 123.5 
V, 


S U P E R van, 3 spd. Ford i y n c h r » .' 


$3292 


P L U S tax «. lie. 


'73 FORD F-100 


Vi Ton 8' bed., 3 spaed, Ford »vn-| 
chro 


$3074 


P L U S tax & lie. 


'73 FORD F250 


% TON camper spec, 390 cu. Inch.» 
3 speed 
Ford s y n c h r o , 
disc. 


brakes. 


$3564 


P L U S tax & lie. 
.., 


'73 FORD F350 


1 Ton super camper spec. 148 Inch 
w-b 360 V8, cruiseomatic trans.", oil 
cooled, gauged xtra cool radiator, 
stablizer brn., lonq arm mirror. 


$3991 


P L U S tax & lie. 
17 Colors to Choose From 
Order yours today. 
SUNSET FORD 


5440 G.G. Bl., Westminster 


636-4010 _ 


VAN. 
'69 
Ford 
E-200. Sale 
Priced1 
$1699. Copelands-Jeep City, 800 E . 
1 st_ St., Santa Ana. 558-8000. 


GMC— 


GMC 5 


CAMPER 
PICKUPS 


NEW 1973 GMC 
% 
Ton Wide Side 


Power Steer , power Brakes. 
Air 
conditioning, radio, 350 V8 engine. 
Beautiful 
Sunburst 
yellow 
with 
saddle interior, Aux. fuel tank, tur- 
bo hvdromatic, tinted glass. H.D. 
Battery (5) 750x16, 10 Ply., Camp- 
er 
mirrors, 
etc. 
(Ser. 
513677). 
(stock 1710). 
„ 


•$4395 


over 50 
Truck & Campers • 
to choose from 
' 


BILL BARRY G.M.C 
Motor Home Center 


2000 East 1st Street 
Santa Ana 
558-1000 


• '71 I T 
L W B 
van paneíg. & .cpt. 
_ Xlnt.. cond^ 549-2295;_8J. 
'55 GMC '/J T PU, 6 cyl., agto,; nu 
short blk., trans. 1 yr. old, tuck 'n 
roll, nds. pnt. $900. 539-1248, 828- 
2292. 
_ 


'70 GMC 2 fon 14 ft van, Uftgaf*. 
. Nu_eng^ below bk 541-8465. 
'53 GMC P U , reblt eng., 4 sp trani. 
Call 673-2944. 


INTERNATIONAL— 


'72 T R A V E L A L L , 6-tfass V-392; eng. 
P.S., 
disc 
P.B., 
auto 
trans, 'air 
cond, factory towing pkg, top rack, 
green 
met, 
tinted 
glass, 
radio, 
_dual speakers._714-894-6433. ' ' 
'71 T R A V E A L L , A-C, auto, P S , 
P B , 
_xtra cIn. $3250 or best ofr. 557-2439. 
'67 I N T E R N A T I O N A L Vi T P U . 
Lai 
mi. O drive air. shell, H. bmpr.'ii 
htch $1,200. 551-2938 aft. 5. 


'66 INT'L 
'/2 ton pickup. $500. 639? 
9779. 
' 
• 
' 
•'• 


MAZDA- 


. MIRACLE MAZDA 


NEW PICK UPS 
$2389 + TAX & LIC. 


B I G GAS SAVINGS 
2150 H A R B O R BLVD. 
645-5700 
645-5799 


SUBARU- 


1970 S U B A R U P U T R U C K S 
" 
C O M P A N Y wishes to liquidate ware- 
house inventory of 1970 vehicles at 
substantial discounts. Units ere 2 
cycle 
2 cyl. 
eng. w-no 
mileage. 
714-557-1920. 


T0Y0TA- 
'67 TOYOTA P U with cmpr shell,.1 
owner, lo mi, xlnt cond, $875, 826- 
1931. 


71 TOYOTA Hi-Lux P U & 36" camp- 
er wide tires, mags, $1850 or best 
offer. 639-2607 


TRUCKS 
: 


All Types-Models 
We Buy or Sell 


P I C K UPS—VANS G A L O R E 
4 W H E E L D R I V E R S — C A M P E R S 
Many many to choose from /,' 1 
ELMORE MOTORS : • 


TOYOTA 
CAMPERS SPECIAL" 


15300. Beach, Westminster __8?4-332<i 


Antique 
Classic 
247 


Sw^ToRDRdst^TulTTende^d 


w-top & 
rumble seat. 289 Cobra 
eng. C4 Cruisomatic, mags, cherry 
cond., 
trade for 'Vette 
+ 
cash. 


638-1542. 


Must sell by June 3 
46 F O R D sed. 35,500 mi., reblt 
•56 Chev 
2 dr. 327, 4 spd. $1,258. 
32 Ford 
5W, 
383, auto, 
$1,250 
'37 Ford P U 
V8 F L A T H É A D $200 
'53 Merc 
V8 auto $150. 
'67 Eldo, new pnt.. valves $1650. 


Call Fred,_828-2781_3-6 P.M. 
.. 
'47 
P A C K A R D 
Super 
Clipper 
sdn 
SI200, '50 Packard 8, 2 dr, S600. 
842-5652. 


1929 FORD Sports Cpe.. partially res" 


tored, aft Ì 3 0 , 839-2849. 


'54 "KAISER 
special;'$250, 4QÌ4 È", 
Palmyra, Orange 538-9755. 


'52 X K 
120 Jag. Needs work, .best, 
offer o r j r a d e . (714) 499-l_9_3Lvi_, O. 


TWO nice '59 Ford Rancheros,, $475 
each. 835-1199 . 500 W. 3rd. 


54 P A C K A R D 
Super Clipper, .auto 
trans, 
xlnt 
orig cond, $75J^. p } - 
6856. 


'58 E D S E L orig blk finish w-'7J,Foi 
390 eng, auto, flawless body. 
Pvt ptv. 838-0533 


55 I M P E R I A L '48, INT. PU. 109 N. 
Garnsey Sarita Ana. nr. Flower- 


HOT RODS 
250 


'68 CORTINA, minor hody damage, 


58,000 mi. $250 963-3456. 
1_ 


1914 F O R D c-cab, 60°o comp, best of 
everything. 
Must 
sell. 
847-0031, 


eves, or wkends. 


56 CMt:VY 
C-gas, new inter., 
roll 
bar, straight 
axle. Pontiac 
rear. 
M&H, Cragars, tilt front, no eng. 
or trans, $300, 586-7666. 


Í 
f 
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rttl-A ROMEO- 
61 ALFA Romeo Spider need tune 
JDP a. carb work $200. 541-4581. 
ALFA ROMEO Sales-Service 
.Parkinson, 1275 Yorba Lldna Blvd. 
•Placentia 
, 
524-6400 


Äireixr 


ls-M.- PARKINSON • 


'72 AUDI 100LS 
1.; •,-.- 
, Automatic 4 Sedan 
IMMACULATE 15,000 mi. car. with 
i Jhe- balance of factory warranty, 
; radial;, AM-FM radio, top shape. 


$3995 


•0 
1275. Yorba Linda Blvd. 
Piacenti« 
524-4400 


AUSTIN— 
¡'6SPRITE, dn„ nds. little work. 
Best offer. 557-5220. 
•Aí^a'uí wwu« w»« . Mai -vfcfcw. 


'70 AUSTIN American. Xlnt Cond, qd 
, aas nJ. $900. 530-6026. 
'68'SPRlfE. Like nu. 35 mis Der qal. 
; J ¡5850^ 638-5707. 
, 


AUSTIN Cooper S '66. X'lnt. cond., 
•beshofr. 213-474-0250. 


B.iyi.w.— 
71. BMW Bavaria AC, AM-FM ster- 
eo 8, tapes. Priv. own. Must sell 
I $5585. 968-6188 dvs, 836-9493 eves. 
69 BMW-2002 auto, sun roof, new 
alé, 
1 
radialé, S2550; good cond. 635-9608. 
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'71 MAZDA RX2, maa wheels, Polv- 
glas tires, stereo, call 532-4280, or 
962-1332. . 
'71 MAZDA 6-1600, SÏ765, call 5-7; 
_832^7242. 


T^'MAZQA '723 Rotary* 
$66 MONTH 


36 MONTHS OPEN LEASE 
Will accept trade-ins 
CALL MR. FRY 842-6666 


HUNT. BEACH 


17331 Beach Bl. 
• 
842-6666 


MERCEDES BENZ- 


50 USED 
MERCEDES 
ON D I S U A Y 


HOUSE OF IMPORTS 


6862 Manchester 
Buena Park 
On the Santa Ana Freeway 
(714) 523-7250 
(213) 921-8588 


BMW • • Bob McLaren 
• SALES • SERVICE . O LEASE 
• Lease 1973 Bavarian A-C, AM-FM 
:• for SI37.86 mo. open end (714) 522- 
5333. 850 N. Beach Bl„ La Habra. 
BMW 73's Immediate delivery. Buy 
or lease. Good selection of used 
BMW's. 


CREVIER MOTORS 


208 W. 1st St. 
Santa Ana 
835-3171 
6? BMW. 1600 - 2. Xlnt. cond. $1,500. 
•646-1949. 
CAPRI- 
ÇAPRI '71 mdl. 2000. Nu radiali & 
Tdìsc. brks., dec. Int. vinyl too, lo 
mi., quick sale; $2,350. 543-3445 aft. 
5. 
r72 CAPRI. 4 sud., air cond., dark 
" green. $2700. 
537-2250 


CORTINA 
- 


68 CORTINA reblt eroine, 4 new 
tires, make_offert_892-4992. 


!69 CORTINA 1600 dix, auto, 1 own' 
er, ¡o mi. $785. 528-4406. 
'69 CORTINA, 2 dr sedan, R&H, 
-, autOi-29,000 mi., $875 or ofr, 635' 
, 6357. 
• '68 CORTINA Auto Air, 
027^8190 


$895 
• Dir 


;'68 CORTINA, minor body damage, 
'^8,000 mi. $250. 963-3456. 
DÄTSUN- 
Anaheim Datsun 


SERVING 
ORANGE, 
COUNTY 
JO YEARS SAME 
LOCATION 


ANAHEIM 
PR 4-3133 


626 S, Anaheim Blvd. 


if&TSUN Rdstr 1600 tape dk, runs 
t. od:-AM-FM. $750. 
529-8263 
'71-20TOOO Ml. ' New tires, custom 
i whls.. storage top. $1595. 534-2389. 
'71 DATSUN 1200, cleanest car in 
i, town. Lo mi., new tires. Must sell 
•e-foo many cars. $1475. 968-9818. 
WILL TRADE '69 FIREBIRD FOR 
' 240Z. 524-7132. 
: /• PARKINSON • 
« '•• 
'71 DATSUN 240Z 
AUTOMATIC trans., air cond., 
. AM-FM, radiais, 27,000 ml. 539- 
, DBW 


$4095 


1275 Yorba Llnda'Blvd. 
Placentia 
524^400 


!7tn"5"i0 Sta. Wqn., 4 sod., lo. mi:, 
, Xlnt. cond._Asktnp $1600,_846I5929._ 
TO" DATS UN PU. Xlnt. cond. R&H. 
„ 240Z wh!s,__J1995i_9?3j7375._ 


NEW 1973 
DATSUN 
PICKUP 


HURRY! 


YOU CAN STILL GET 


... .-'. 
A NEW 
V;; ' D A T S U N PICKUP 


AT THE 
;;§;\ 
OLD PRICE 
$2385 


(131183) 
All colors to choose from 
NEW 1973 


240Z 


IMMEDIATE DELIVERY 


All colors & models 
to choose from 


AÍ 000 W. Coast Hwy. 
' ^'NEWPORT BEACH 


645-6400 


fÍAT- 
• F I A T NEW, USED parts Service 
- the "Best Deal" as low as $154» 
. -Harb Friedlander 537-6824. 893-7566. 


70 MB 280 S.E. coupe. Last of the 
great hand built bodies. Only 
11,500 ml., leather, full po„ like 
new. (004251). Dir. 523-7250. 


63 MERCEDES AS IS 
$500 
523:5344 
'72 250C Mercedes, assume lease of 
$152 per mo. or pay off lease. 
_ Loaded, w- ii-c, 546-8654. 
'65-66 MODEI 220S. Xlnt cond. AC, 
_black w-red Int. $1695. 637-1435. 
MB '68 250S. Sedan '73~d~eslqn. "Auto. 
A.C., nu tires, lo. mi. Beige- 
Brown._Xlnt._$3950. 837-4925 


MB '62 220 Sedan A-C, nu tires, 20 


m p.p., oris, owner. $750. 837-4925 
'57 220 S. Ports car, qd. body, no 
eng., 644-5851 aft. 5, $100, 
'71 MB 250 Sedan, auto, air cond., 
luxury & economy gas mile, 
062C|H, Dir. 523-7250 
'67 230. ABSOLUTE showroom cond. 
979-3045, after 6. 


M G - 


• MG New-Usecl-Parts-Servlçe 
"For s Better Deal" from. $39? 
H°rb FrledlandT 537-6824. 893-7566 
'67 MGB, xlnt. cond., perf. top, must 
_ soil, Sl,250 ofr. 545-5188. 
'67 MGB GT, $1,095. Ideal for gradu- 
ate. 545-2276. 


'69 MGC 6 cyl., overdrive, Xlnt 


cond, $1800 or ofr. 586-1726. 
'64 MGB Good cond. $700 or best 
_Qifer _Ca 11 af t.5,J93-0724. 
'55 MG TF-1500. Fair cond. New 
brakes, xlnt. running, $1,000. 838- 
4094. 
'72 MG MIDGET. $2450. 5000 mi. 
Factory warranty. 637-1460. 


0PÉL- 
1970 OPEL GT 1.9 Ltr. sports car, 
lime-black Int. Must sell, $1650. 
8384248 
'70 OPEL Rallye Cpe., 4 speed, 
radio, heater, exceptional through- 
out. Lie. 311FYP. 


$1299 


WILLIAMS IMPORTS 
, 8011 Commonwealth 
Buena_Park 
521-7215 
OPEL '68 KADETT L waqon 26,271 
actual miles. Immaculate, must 
price low to sac. WAH821. Call & 
see, 1428 S. Main St., S.A. 
SAMSON & SON 
547-9663 


'71 OPEL Rallye 4 spd, AC, R&H, 
$1750 or best ofr, 635-6357. 
__ KADETTE 1500 gd. cond. Leav- 
inq state. Must sell $450. or best 
offer. Gd. buy 870-7742 


PEUGEOt— 
417 W. Warner 


71 PEUGEOT, 304 4 dr, R&H, 4 spd, 
16,000 mi, $1675 or ofr. 635-6357. 


PORSCHE- 
'60 PORSCHE Roadstor Restorable; 
less motor. $1050. 54>-2022 before 
5 p.m. 


WE 


WANT 


PORSCHES 


HIGHEST OFFER AVAILABLE 
DON BURNS 


A S K F O R 
R O Y 


636-2333 


71 PORSCHE 914 coupe. Appearance 
group, lo miles, consider trade. 
(036DIM.). Dir. 523-7250. 
1600 S. Reblt eng & trans, needs 
tires & paint, $1000 or best offer, 
call 497-2839, or 545-7216. 
so PORSCHE 911 - 5 spd, AM-FM 
tape, . mags, new,' clutch, $3500. 
(714) 529-1258, 
'68 P&RSCHE 912 coupe. 4 speed. 
AM-FM radio & heater. Needs 
some metal work. Special! 302FIT. 


$2900 


WILLIAMS IMPORTS 
8011 Commonwealth 
Buena Park 
521-7215 


'58 PORSCHE Speedster nu top, 
upholstery, paint 90% restored. 839- 
0059. 
57 SPEEDSTER, looks 8. runs, great 
Must see $3200 993-2081. 
'68 911 T. AM FM stereo, alloys, 5 
spd., nu Mich., lo orig. mi., xtras 
concourse, $3,950 firm. Aft. 6. 998 
3917. 


PORSCHE '70 911-T, 5 spd., mags, 
lo-ml, like nu, 544-7028. 


• PARKINSON • 
'68 PORSCHE 912 COUPÉ 
BEAUTIFUL 4 speed, AM-FM, 
r a d i a I s, in real nlct shape. 
WOD78Q. 


$3795 


1275 Yorba Linda Blvd. 
Placentia 
524-6400 
59 1600 CPE. Blk-red reblt. Sharp. 
$1500 or best offr. 499-3829. 
'63 1600 N. AM-FM, Konfs". All ex- 
tras. Extraordinary. 552-7811. 


59 PORSCHE REBLT. ENG., NEW 
CLTCH., AM-FM. MUST SELL. 
XLNTi_COND., 644-4359. 
^ . 


57 PORSCHE Rdstr., $895. Wi I ¡con- 
sider trade. 556-0108. 


'68 FIAT 850 SPIDER 
i, _ _ _ _ 528:2997 
r"67 RAT B50 Coupe. Gd. Cond. 25+ 
mpg. $400 or best offer, aft. 6, 
.832:7286 
• '70 FIAT 124 SPT. CPE. 5 SPD. • 
(699CCL) B-"0 $1,390 P.V. Co. 530- 
; _ 8540 


.'69 FÌAT 85Ò Spider convt. Great 


IÂT 128 SL. Must se(L~778-396i! 
or_ 535-0465. 
' • 


773.-FI AT 4 dr. sedan, stereo, air, 
2400 ' mi., powder blue, $3000, 538- 
. 7728 aft. 6. 
aJDA— 


RWJÔÏTi mo. old. Bal of fac wrnty, 
, 5000 mi. Call eves.-557-6050. 


HONDA CIVIC 


'Hondas All New sporty commuter 
fof 1973. 
Drive it you'll buy it 


. 
HONDA SANTA A N A 
, 


301 W. Warner 
540-7430 


iAGUAR— 
'53 MARK VII standard trans, w-an- 
other Mark VII for parts. $1000 or 
bestoffer for both. 499-3857. 
'63 JAGUAR 38 Sed, 4 spd, $1500, 
nvjst sejl, 545-4902. 
: 
'717-12*, 16,000 ml, auto, air, dlx 
' FM,"like nu, $6300. 998-4709 aft. 6. 
'64 XKfe "Jaguar coupej Gd. cond. 
' $1300. Call 838-3920. 
69 JAGUAR XKE 2+2, auto., air., 
, wire whls., 40,000 mi., nu eng., 
• xlnt. cond., 536-8672, $3675, 
'64 JAG Sedan "3.8-4 spd. Very nice. 
548-5613 
'i£.XKE ROADSTER, 35,000 orig. 
•, Trii., nu Mlchelln X tires. Chrome 
, "Vires, $1,600. 557-4062. 


JAGUAR 
AUTHORIZED SALES 
& SERVICE 
V12 8. XJ6 


" IMMEDIATE DELIVERY 
THRALL MOTORS INC. 
772 W. COMMONWEALTH 
FULLERTON 
. 
526-6634 


KARMANN GHIA- 
1 • '69 KARMANN Ghla convert - 
842-9407 
536-3551 
'7fV.W. Karmann Ghla Convert, 
20,000 mi, $2800, 633-2618. 
'64 1 OWNER 68,000 mi green, very 
cln, xlnt cond. 993-4989 


LOTUS - 
^ _ 
_ 


'ft'totuS'Europa. Xlnt. cond." with 
extras, $3,100 or best offer. Priv. 
'MV. »44-4048. 


fÜZD'A- 
71?rMA2DA 2-Dr. 57000 Ml., $1,880; 
like'new, 470FBG, Bob Black Olds, 
542-3811 
_ 


71 MAZDA RX2 4 sod. Metallic 
.paint Lo miles. Hums with econo 
•fnv. (311EMZ). Dir. 523-7250. 
ROBERT HALL 


MAZDA 


ROTARY & PISTON ENGINE 
1557 W. LINCOLN 


- .ANAHEIM » 
956-3636 _ 


RX3 WGÑ, Sir, FM stereo, 12,000 
mi $3500. 213-941-2086. 


'57 PORSCHE reblt enn. $1200 or 
_ best offer. 586-3125. 
'68 911L Sporto new eng, best offer 
over $3,500, 897-6177. 


RENAULT- 
'71 RENAULT RlTWagon, Auto, air 
cond., elee sunroof, econom. plus 
luxury 438CJT. Dir. 52*7250 
'70 RENAULT R16. Front wh. dr. 30 
mpg. Xlnt. cond.. $1,300. 557-0237. 


ROLLS ROYCE - 
'54 BENTLEY Saloon auto., sunroof, 
very gd. cond. $3600. Pvt. Ptv. 
546-5575. 968-8573 


ROVER- 


'68 ROVER 


2000 TC touring sed. A perform- 
ing fool. 4 spd., radial tires (XDL- 
656). Give-away-price. 


$1288 


SANTA ANA TOYOTA 


417 W. Warner 
540-2512 


SUNBEAM 
- 


'67 TIGER. Exceptional cond. nu 
tires, brks., int. mags. 962-0724. 


'60 SUNBEAM Alpine. Wire whls., 
spoiler. New paint, tires, shocks 
& Interior. Must see, S800. 524-0655 


{UTA— 
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$850 "'69~CÖRONA~auto", air, ~4 dr® 
(644ADO) 
Dir. 630-1550 
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GAS SAVER 
'71 CORONA 


2 Dr. H.T. Absolutely immaculate, 
auto, trans., 22,000 one owner 
miles. Showroom fresh. (592CTU). 


$2195 


SANTA ANA TOYOTA 


417 W. Warner 
540-2512 


• TOYOTA • 


i r 
N E W ' * 


1973 COROLLA 1200 FROM 
$2022 


• HEATER & DEFROSTER 
• TINTED GLASS 
• FRONT DISC BRAKES 
• W S W TIRES 
• RECLINING SEATS 


$59 
$59 


DOWN 
PER 


PAYMENT 
MONTH 


FULL CASH PRICE $2172.10 IN- 
CLUDES 
ALL 
TAXES '73 
LICENSE, FREIGHT, DEALER 
PREPARATION S, DELIVERY ON 
A P P R O V E D CREDIT DOWN 
PAYMENT 
$59 AT 46 PAY- 
MENTS. $59 DEFERRED PRICE 
$239.00, ANNUAL PERCENTAGE 
RATE 14:25. 


HURRY 
51 UNITS LEFT 
A T NO 


PRICE INCREASE 


ELMORE 
MOTORS 


• TOYOTA « 
15300 BEACH BLVD. 


WESTMINSTER 
70 MARK II 4 door station wagon, 
automatic, radio, heater, WSW 
tires, 39,302 miles. 085-AQU, $1895. 
894-3321 dir. 
71 CORONA Deluxe AC, V-top, lo 
mi, gd mpg, 528-4250. 
72CELICA ST cpe., 4 speed, radio, 
heater, mags, 17,577 miles, 859- 
ESG. $2695. 894-3321 dir. 
• WEEKEND SPECIAL • 
16 Toyotas to choose from! 1967- 
1972. Some with air. All are big 
gas savers. Real pretty cars, 
priced at lo, lo prices this week- 
end. 100% financing available, 
O.A.C. Toyota of Buena Park, 7479 
Orangethorpe, 1 block W. of 
Beach, 522-6144. 


71 COROLLA, xlnt. cond., $1,250 or 
best ofr. 528-1237. 
69 CORONA, lo mi., qd. cond., 4 
spd., pvt. 897-0683, $800 or ofr. • 


GAS SAVER 


7 1 TOYOTA MKII 


4 dr., 14,000, 1 owner miles. A real 
gas saver w-4 spd., fact, air Ex- 
ceptionally clean. (701BBA). 


TOYOTA 


17th Anniversary 


SALE 


Prices start at 
$2399 


73 Corollo 2 dr. (KE200712854) 


DEAN LEWIS 
TOYOTA 


1966 HARBOR 
COSTA MESA 
646-9303 


TRIUMPH— 
'68 TR 250. Immaculate condition, lo 
ml. (WFU252) Dir. 523-7250. 


•Triumph - for ihe best deal 
. . _ . Sales-Parts,, Service 
Herb Friedlander 
537-7777 
962.1 Garden Grove Blvd. G.G. 
69 TR-6 xlnt. cond., reblt eng. New 
top, must sell, reas. offer 63B-4262 
'67 TRIUMPH Spitfire Convertible. 
4 speed, radio, heater, UVV789. 


$899 


WILLIAMS IMPORTS 
8011 Commonwealth 
Buena Park 
521-7215 
70 TRIUMPH Spitfire 4 spd. 2 tops'. 
_25M qd^concL_Sl ,350. 552-0029. 
66 TRIUMPH, $500. 
879-9369 
'56 TRIUMPH reblt. eng. top, side 
doors. $275. 494-9141 
'68 TRIUMPH, TR250, 6 cylinder, 4 
speed, radio & heater, truly a 
gemi 038DTD. 


$1699 


WILLIAMS IMPORTS 
8011 Commonwealth 
Buena Park 
521-7215 
59 TR3, gd. mech. cond., gd. body"!, 
tires, many new parts. ,5600; 847 
8227 aft. 5 p.m. 


• PARKINSON • 


'71 TRIUMPH TR6 
HERE'S one that's had beautiful 
care, radlals, AM-FM, ready to 
go! 615DTB. 


$2995 


1275 Yorba Linda Blvd. 
Placentia 
524-6400 
'72 SPITFIRE, AM-FM, w-s-w radi- 
_als, lo1 ml. 635-7698. 
'68 TRIUMPH GT-Ó. Xlnt. cond. Lo 
ml., wire whls. 979-0182. 
TRIUMPH, TR3, 1958, completely 
restored, bst ofr. 870-6250 


'63 TR-4. Reblt. eng. Mags. Must 
se[l. Best offer._543-4l15. 
'59 TR3, 4 sp., runs gd., $495 
(YOJ518), dir, 630-1550. 
JSHARP SPORTSCAR • , . 
'67 Trl GT-6: xlnt cond. Gd. paint 
(mustard yellow), wire rims, valve 
iob. Webers $1275. Call me & 
drive it, Dave, 774-6838. 


'68 VW, gd. cond. 
Sun-roof 
$750 
543-3680 
•'66 VW-New Engine 
' 
$750 
• '69 VW Bug 4 spd raady! $1050 
Dir 650 W. Katella, Orange 639-5115 


'71 TRIUMPH TR-6. 14,000 orig. ml. 
Immaculate. Extras. $2700. 636- 
5584. 


[VOLVO— 


SUPER Sharp 'TO^iW map wheels, 
clean, gd. cond., must sell. 536-1228 
aft.7p.m 


$2144 


SANTA ANA TOYOTA 


540-2512 


GAS SAVER SPECIALS 
TOYOTAS 


all year models & body styles 
Over 50 to choose from. All carry 
one year Warranty. 
TOYOTA OF_BREA 
529-4968 
'65 TOYOTA Land cruiser sta wgh, 
'68 enq. + many xtras, 963-4093. 
70 TOYOTA Mark" 11 sta. wgn., 
clean, 25 mpg, $999. 897-3811. 
70 TOYOTA Corona. Mark II, 4 dr. 
air, R&H, xlnt. cond., pvt. pty. 
$1399, 523-9532. 
'68 TOYOTA Corona, xlnt. cond. 
S850,_846r5917. 
72 CORONA Mark II 4 door sedan. 
6 cyl., 4 speed, radio, heater, fac- 
tory air cond.. WSW tires, 13,600 
miles. 650-GBK. $2895. 894-3321 dir. 


GAS SAVER 
'69 TOYOTA 


Sprinter. Economical 4 spd., radio, 
good trans., 30 MPG. (YZM270). 


WILLIAMS IMPORTS 
8011 Commonwealth 
Buena_Park_ 
52W215 


'72 Volvo 1800 E. Sports Coupe. 4 
speed, w-overdrlve. AM&FM radio. 
Hurry for this one. 283ELU. 


PRICED TO SELL 
WILLIAMS IMPORTS 
8011 Commonwealth 
Buena_Park 
521-7215 
72 VOLVO 145 ES. Station Wagon. 
Fuel iniectlon, air cond., 4 speed, 
radio 8> heater, luggage rack. Very 
few miles, 8OOGOP 


PRICED TO SELL 
WILLIAMS IMPORTS 
, 
8011 Commonwealth 
Buena_Park 
52W2J5 
'71 VOLVO 145S Station wagon. 4 
speed, radio & heater, immaculate 
thruout. 751CKA. 


$999 


SANTA ANA TOYOTA 


417 W. Warner- 
540-2512 


v/ORANGE 


SALES-SERVICE 
SATISFACTION 


1400 N. TUSTIN 
(AT KATELLA 
NWPRT. FRWY.) 


ORANGE 639-6750 


72 CARINA auto, trans., under 
18,000 mi. Call aft. 5 p.m. J92-1176. 
• '71 TOYOTA COROLLA WGN. 
$1,300. 837-8225. 


TOYOTA $295 FULL PRICE 
'68 TOYOTA needs a little tender 
loving care, but runs and drives 
good, 4 dr. auto., yellow. WOF114. 
Dir. 642-3010 or 833-0229. 
69 TOYOTA Corolla, 30 mi to gal. 
Must sell. Call aft. 6. 956-1285. 


• MORE .• 
TOYOTA 


FOR YOUR MONEY 
PRE-DEVALUATION PRICES 
IN BUENA PARK 


TOYOTA 


OF BUENA PARK 


7479 ORANGETHORPE 


BETWEEN BEACH 8. KNOTT 


DIAL 522-6144 


O'70 Crown 4 dr. Auto T. Air $1095 
• '70 Mark II Wagon 4 sod. air $1695 
• '70 Carolla Wag 4 spd R&H 
$895 
Dir 650 W. Katellla Org. 639-5115. 


GAS SAVER 
'71 MK II 


4 Door. A nice cream finish. 1 
owner auto, with standard trans- 
mission. (956DJD) Only 


•TOYOTA* 


HERB 
FR1EDLANDER 


/ FRfcE 50,000 MILE WARR. 
/ ALL MODELS & COLORS 
/ BA'«K FINANCING 
' 
SALrS SERVICE & PARTS 
/ BOUY SHOP 
/ REi IABLE USED CARS 
10081 GARDEN GROVE BLVD. 
6i* W. OF BROOKHURST 
(714) 537-5464 


GAS SAVER 
'71 COROLLA 


2 Dr. Beautiful blue, 1200 cc, eng. 
Will deliver 30 mpg w-4 spd. Air 
for your summer 
driving. 
(630CXU). 


$1399 


$1777 


SANTA ANA TOYOTA 


417 W. Warner 
540-2512 


72 VOLVO 142 ea. Factory execu- 
tive car. Automatic fuel Inlection, 
air cond., AM-FM stereo radio & 
much more. 251063. 


PRICED TO SELL 
WILLIAMS IMPORTS 
8011 Commonwealth _ 
Buena Park 
521-7215 
•"6"fVÖLVÖ-i22-S Wagon. Automatic, 
radio'& heater. VHH786. • 


WOULD YOU LIKE TO SELL, 
YOUR 
VOLKSWAGEN? CALL 
547-6643 WE PAY CASH! 
To VW bus, nds. iTTtle work. $275 or 
best offer. 557-5220. 


$999 


$3299 


W I L L I A M S IMPORTS 
8011 commonwealth 
Buena Park 
521-7215 


70 VOLVO 144 4 Door. Automatic, 
air cond., radio, heater, immacu- 
late thruout. Lic. 748-ABI $2,599, 
•WILLIAMS IMPORTS 
Buena Park 
521-7215 


VOLVO 


17th Anniversary 


SALE 


Huge Savings 
Prices Start At 


$4260 


144ES (1446344-385166) 


DEAN LEWIS 
VOLVO 


1966 HARBOR 
COSTA M E S A 
646-9303 


CASH 


TOP DOLLAR 


FOR SPORTS CARS & VOLVOS 
WILLIAMS IMPORT 
8011 COMMONWEALTH 
Buena Park, 
521:7215 
'66 VOLVO Wgn, needs some work 
books $850_£_sell $450, 993-0174. 
71 VOLVO 164A, 6 cylinder, auto- 
matic, air cond.,. power steering, 
AM&FM radio & all leather Interi- 
or. Truly a gem. 967CII only. 


$3799 


WILLIAMS IMPORTS 
8011 Commonwealth 
Buena Park 
521-7215 
'69 VOLVO 142S, 2 door sedan, auto 
matic, radio, heater, factory air 
cond,, wsw tires, 155-ADD. $1795. 
894-3321 dir. 


, ' 
• • '70 VOLVO 164 • 
MAKEJJFFER 
633-7567 
'66 VOLVO 2 DRS., 4 SPD. REbT 
RUNS STRONG. LIC. NO. 173483. 
$425. WILL 
HELP FINANCE. 
PVT. PTY. 1201 S MAIN ST., S.A. 
_DLR. 
'69 144S Clean & strong, 4 spd, xlnt 
brakes, tires, etc. $1750, 529-0378 
'64 VOLVO, auto., good condition 
5650. 
541-2317 


VOLKSWAGEN- 


'65 VW BUS, Nu eng, Must Sell 
774-5506 
V.W. 1960 Exceptionally sound. $275. 
New tires. SE9013 See 
SAMSON & SON 
547-9663 


•72 SUPER Beetle, 4 spd., AM&FM," 
(265HWM), $1895,_dlr. 630-1550. 
•71 VW sauareback, veHow w-bik.7hi 
ml., but xlnt. cond., seen at 1931 
Newport, C.M, 646-8981. 
'70 V.W. 7 pass, bus, 
(ZGN 573) P.V. Co. 
B-0 $1550. 
530-8540 
'65 VW cmpr., orig. unbelievable in- 
terlor, $1,500 or best ofr., must see 
to apprec.. 492-0184. 


'68 VW Squareback roof rack, space 
& economy. Pre-war price of $895, 
_ (060122)^ Dlr._523-7250. 
'72 VW Bug, $2,160, 15,000 MiT, 
848EIA, Bob Black Olds, 542-8811. 


SANTA ANA TOYOTA 


417 W. Warner 
_ 
__54<M512 
• WEEKEND SPECIAL • 
'72 Toyota Celica. 4 speed, air, 
radio, heater Landau top, mag 
wheels. Raised leather tires, brand 
new. 618FNG. This week only 
$2899. 100% financing available, 
OAC Toyota of Buena Park, 7479 
Orangethorpe, 1 block W. ot 
Beach." 522-6144. 


• TOYÒTA LANDCRUISERS • 
Largest selection of used Landcruis- 
ers in Orange County, all year 
models & body styles. We special- 
lie in 4-wheel drive equipment. 


TOYOTA OF BREA 
117 S. Brea Blvd., Brea 
529-4968 - 529-0231 
j — 


r BRAND 
1973 
BUBBLE TOP 


VW SAFARI 
CAMPER 
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'72 VW BUS. XLNT, COND. 
$2800. 
(213) 697-7170 
VW '7irtmper, Best offer. Must sellT 
—897^302^xt_255,.5570337. 
'69 VOLKSWAGEN, 2 door, 4 speed, 
radio, heater. Lic. 3B5AUI. 
$1299 


WILLIAMS IMPORTS 
8011 Commonwealth 
Buena Park 
521-7215 
72 VW VAN, 7 pass, AM-FM stereo, 
sunrf. Z-bed. 640-1279. 
'68 VW 4 spd„ air, xlnt. cond., 
( VGY939), $895. Dir. 630-1550. 


'69 VW BUG. $875. SUPER SHARP! 
LIC. NO. 572BER. 1201 S. MAIN 
ST., SANTA ANA. 
_j" 


71 VW CAMPER POP-TOP. 
First reasonable offer takes. 
673-2684 893-0186 • 
'6V VW. Recent brakes, runs well, 


dependable. Xtras. $325. 871-5849. 
'60 VW NEEDS WORK. $200. 545- 
.2531. 
'71 VW Campmoblle w-tent. 1 owner, 
xlnt. cond. $2600 - best offer. 836- 
6083 eves, or wkends. 
MUST sell '72 VW, AM-FM, $300 & 
T.O.P. 639-5339. 
70 VW Squareback, new heads & 
valve lob. Still at .the shop. $1450. 
497-1037. 
69 V.W. Fstbk Navy blue. $900 or 
.. best offer. 639_-0380 or_633-0134_._ ' 
'66 Vw Bug. Custom tires, mag 
whls. flared , fenders, gd. cond. 
Call aft 4:30, 638-6078. 
'70 VW van, nu paint, reblt. ene.» 
walk thru. 630-1680. 


GAS SAVER 
'66 VOLKSWAGEN 


Bua. New paint, new tires, excel- 
lent runnihg condition. Like new. 
(0761). 


$799 


SANTA ANA TOYOTA 


417 W. Warner 
540-2512 
MUST Sell 1969 VW bug. $875 AM" 
. FM Mission Vlelo 586-5059 
'64 VW Sunroof, nu eng, brks & 
. tires, $550_778-4568 aft. 5. 
70 VW Bus, mags, s'unrfS xlnt cond. 
$1995. or best ofr. 846-3923 
70 VW Camper van, gd. cond; pop 
top all access $2300 993-2376 
69 VW Bug, body 8< Interior in ad. 
shape., eng. & trans, lust over- 
hauled. Make offer. 828-2716 
'70 VW Bus, lo. ml., see to apprec. 
530-2788 
'69 DELIVERY van, qd. cond., 74,000 
mi. $1000 offer, 544-9352. 
'61 VW conv., nu eng., gd. transp. 
car, $200, 543-3263. 


'69 VW fastbk. air, new eng. & tires, 
xlnt. cond. $1000, 837-9134. 
VW '65 Bug. 1 owner, 55,000 ml., 
PVt pty. $600 or best. 557-2455. 
63 VW, reblt 1500 eng, nu tires & 
clutch, gd cond, $350, 963-1075. 
70 V.W. auto, 27,000 ml. Fully 
equipped. Like new. 523-5283. 


'60 V.W. Bus, great body, runs fine, 
$375, 644-5851 


'72 V.W. Super Beetle, xlnt. cond., 
$1,750. 495-5795. 


'69 VW fastback, new engine. Xlnt. 
cond., $995. 870-8227, 529-3035. 
, 
'48 VW- 1600. 2 barL Nu trans,: 
brakes, tires. $850, 526-6392. 
'71 Bug, Radio-Sharp $1350, 


'69 Bus, Radlo-$1395, 
$67 Bug Ready for Bala $39? 
'69 Fastback, Radio $1095 
'69 Sq. Back, auto., AM-FM, 
' Lo. mi $1395 Xlnt Cond. 
897-6700 or 821-0202 
72 VW 411 Sta. Wgn, warranty, xlnt 
gas mi, auto, Mlchelln radlals, xlnt 
cond, $2800, 831-9007. 


'69 BUG $875. 639-9525 


'65 VW 4 sp, R&H, xlnt. cond. 
(212CMS) $595. dir. 630-1550. 
62 VW, gd. tires, new brakes, $J99, 
Mort's 636:0625. 
r69 SQBK., 4 sp., AM-FM, Xlnt. 
cond. $995, (YCU232), dir., 630- 
1550. 
71 VW 411 wgn. auto, air, xlnt. 
$2500-trade 828-9199. 
64 VW bug. Gd. transportation, $300 
536-9819. 


70 VW, looks & runs perfect, 636. 
4727. 


67 BUG, rblt. eng., rear Keystone 
whls., new wide rear tires, tape 
deck spkrs. $750, 633-2604. 
:'65 VW bua r-h, good condition 
586-7658 
BAJA Bug, '60 gd. cond, $650, or 
best. 646-6652. 
'68 VW CMPR 836-8827 


70 VW conv $1200, '62 G'hia, xlnt. 
cond. $500. 633-9342. 
• 
'68 VW'RED, GD. TIRES . ... 
REBLT ENG. $800. 
531-9590 
70 VW, xlnt; cond.,-pinstripe,! rnaas, 
AM FM rad. & tape dk,, $1,495, 
528-6930. 
, 
. 
- . 
• '68 SOTBR. SHARP • 
$995 
537-7675 


64 VW gd. shape Inter. & exter., gd. 
mtr $425. 847-8732. 
72 SUPER BEETLE, leatherette, 
R & H ,_I M M AC , S19Î5, 528-3899. 


68 VW Fstbk., new tires & battery 
$900. 52J-9486 
• '67 VW 4 spd, nu cond • 
$750 
O'68 VW Bus sharp _ 
$1395 
Dir 650 W. Katella, Orange 6395-115 
'58 VW reblt. eng. Super body, nu 
tires. $375. 644-5851, 
1968 VW FASTBACK LIC. WYG849. 
STRONG RUNNER - NICE - WILL 
HELP FINC., PVT PTY. DLR. 
$750 CALL 547-6643 


'"68 V W.-Fstbk., re-cond., new trans. 
& clutch 8. brakes & tires. $1,290. 
_ 535-7730 
. 
'69 VW buq. Gd. cond. Must sellv 
$800 or best offer. Aft 5,_537-3306._ 
72 VW, Super Beetle, nu valves, fm 
stereo, $J,750. J27-9749. 


70" BUG. Xlnt. cond., new tires, 
_backup lights. 963-3716 
"'"66 VW SUNDIAL CAMPER. 
Extras. 552-7811 
'67 BUG, new built 1700cc enq. New 
paint, radiais, xlnt. cond., 545-4232, 
545-3157. 


AUTOS FOR SALE 
256 


'68 Opel Kadett L Wag. WAH821 
Also others and We 


NEED • CARS 


ALL MAKES 
Old & New 
Big & Small 
TOP CASH PRICES! 
PAID ON THE SPOT 
•NOW* 


While we need 'em 


1428 S. MAIN, S.A. 


547-9663 


Samson & Son 


•CREDIT* 
•Problems?* 


We realize that most of us 
have experienced 
c r e d i t 
problems at some time or 
another for many reasons; 
sickness, layoffs, etc. 


We also realize that buying 
a good car at a fair price 
under these circumstances, 
can be a tough task. 


If you are SINCERE & have a 
reasonable 
down 
payment 
call us at 531-8430 give us 
the type of car you are look- 
ing for & we feel sure that 
we will be able to help you. 
Many many excellent buys 
to choose from! 


SINCERELY 


PAPPY'S 
AUTO SALES 


BE HAPPY 
WITH PAPPY 
1609 N. HARBOR 
SANTA ANA 


^ 
531-8430 
* 


AUTOS FOR SALE 
256 


. GOOD TRANSPORTATION CARS 
Many to choose. $150 up. Fin'o avail 
1850 W. Commonwealth, Fuilerton. 


GROVE AUTO WHOLESALE 
10331 GARDEN GROVE BL. 
GARDEN GROVE 


1956 Ford PU V8, A spd. Ile. Q55372 
.... .: 
$299, 
1965 Must, fastback. PIH-901 $499 
1966 Chevelle, mldn.ght blue ID no. 
316176F145747 ...' 
..$699 
1968 VW auto stick shift WWP-660 
$899 
'69 Ford LTD, V8 auto, air, vlnvl top 
CCE-257 
$1099 


Over 50 Cars To Choose From 
•¿•IMMEDIATE DELIVERY* 
* W E FINANCE 
* 
i c 534-6920 
+ 


AMERICAN 


• T&D • 
•MOTORS* 


• WE • 
• CAN • 


• FINANCE • 
• YOU! • 


E-2's & up no credit, 
bankrupt O.K., new in 
town, single, etc. 


SE HABLEMOS ESPANOL 
925 N. HARBOR 
SANTA ANA 
(Between 1st & Westminster) 
•531-7726* 


63 SPRINT, 2 dr. hdtp, V8, 289, 
auto, PS, PB, runs xlnt, $275, 536- 
8400. 


i r REPO'S 
* 


Bank repos, must sell these cars, 
credit no problem, all you need is 
a good lob. 897-9364. 


American 
Motors 
Fuilerton 
7 3 JAVELIN 


557 GNH 


•$3399* 
••73 Hatchback 


303 GRE 


•$3199* 
'72 Ambassador 


327 EJT 


•$2699* 
'72 JAVELIN 


930 ELK 


•$2499* 
'71 AMX 


, 262 FYC 


'69 AMBA WG. 


YQF 907 


•$1499* 
'70 GREMLIN 


061 FLK 


•$1299* 
'68 AMX 


XSH 819 


•$999® 


'67 Rambler Wg 


YOP 051 


•$799® 
Fuilerton 
AMC 


555 SO. EUCLID 


Ph 871-2040 
* 


AMBASSADOR- 
'67 Ambassador 990, 2 dr. HT, PS— 
PB, lo. mi., öflg. owner. $800. or 
best ofr. 962-6845 


AMERICAN - 
'70 JAVELIN trans am, PS, PDB, 
fully loaded, mint cond. $2195. 
521-1683 
• ORANGE CO. AUTO BROKER« 
Go with us each wee!: & choose 
from 3,000 cars 8, trucVr. '72 & '73 
onlVj Call Jerry, 827J190. 
73 JAVELIN 302 V-8, auto, PS, air, 
landau top, 7000 mi., under w-arr. 
$3295, Mort's 636-0625. 


AUTOS FOR SALE 
256 


'69 RIVIERA, fulPpwr., air, iriags, 
_asklnajo-book, $2,050. 830-2491, 
71 RIVIERA. 
Loadei Tmmac. 
$3150. Lo mi, 
640-0M6 
'71 BUICiC est. wgn, xint. cond. Lo 
_ml._whlsle. La Palma._924'458J. 
'64 Bulck Riviera, Xlnt. condì In & 
out, full pwr., air, $825. 847-8741. 
'62 SUICK—$275. RADIAT^TIRÉS. 
PRIVT. PTY. 673-7003, 
'6B SKYLARK 2 dr, pwr S. air, orlg 


owner, $11 PO. 586-1049. 
'66. RIVIERA, xlnt. cond., lo rider, 
must seej.774-9174, 
'64 BUICK Skylark 2 dr. V-8, stick. 
New clutch. Xlnt. cond. $350, 538- 
5187. 
• 
• •• 


CADILLAC— 
'69 CPE. de Vllle, loaded, 1 owner, 
leather, flre-mlsf, <75-0311. 


'72 CPE de Vi'lle; priv. owner, clear 
title, no trades, fully equlpt. Call 
526-6440 aft. 6 p.m. wkdavs, or 
anytime Sat, or Sun. 


'72 CADILLAC Sedan de Vllle, full 
power, air, blue w-whlte roof, 9000 
mi, F79FTC._Dlr._776_-2860, 
'72 SEDAN de Ville. compl, loaded, 
metallic brn, w-cream vinyl top, 
beaut cond, $5800, pvt owner, call 
997-0170. 
^ 
'70 EL Dorado full prw, ACT 
AM&FM Stereo, cruise control, 
xlnt cond, $3999. 548-7467 


CONFIDENTIALLY 
YOU DO BET- 
TER AT PAPPY'S! 1609 N. HAR- 
BOR. S.A, 531-8430 
'72 SDN. De Vllle. Loaded. LB ml. 
Show rm. cond. 646-7227. 
•68 CDV, all extras, must see & 
drive to apprec. Metallic brn., 
beige landau top, $1995. Best ofr. 
557-6281 


LUXURY at a Bargain 
'67 de Vllle, full appointments S. ster 
eo & vinyl top. Below low blue to 
1st buyer. Eves 645-3763, days 540- 
3006. Woody. 


SELL OR TRADE SUPER PLUSH 
'58 Cad. convt. Extremely clean. 
Sharp 100 King car. Perf. int. R-H. 
Elec. windows & seats all working 
gd. Gd top. '73 tags. New paint. 
Truly luxurious classic car. $435 
cash. Call 545-8095 anytime. _ 
, 
'65 CAD. CONV, runs qd. $650. 836- 
7439 before noon. 


CAD. '70 Cpe de Vllìe, 1 owner, 
$3,495. 543-4460. 
'65 CAD 4 dr A1 cond. New trans., 
brakes, tires, $995. or offer. 635-! 
_7760. 
'60 CAD Cpe de Vllle, runs gd, has 
nu smog device 
'73 tags. Asking 
$125. 839-4728. 


'70. CAD convert., loaded, lo ml, xlnt 
cond, $3600 or T.O.P., priv pty. 
646-5287. 


'68 CPE De Vllle. Ex. cond. Divorce 
forces sale. Sacrifice below whole- 
sale. $1795. 638-5307. 


CAD. '72 Sed. D.V., $5,669, loaded, 
_xlflt,, pvt. ptv. 533-6296. 
'65 SEDAN de Ville, exceptionally 
_cjean. 538-6561. 
'69 ELDORADO, w-wh inter. 48,000 
ml., loadeo, like brand nu, lo book, 
$3325, high book $4000. Will take 
$3425. 846-5110. 
'66 S.D.V., F. pwr., air, xtras, beaut, 
cond. Pvt. pty. 826-8494. 
'68 SEDAN De Ville, full pwr, air, 
stereo, new tires & brks. Must see 
& drive. $1950_(213)_596-4695. 
'69 CAD. C.D.V., full pwr, equip, all 
xtras, 1 ownr., 57,000 mi. $3200. 
979-8404. 
'71 CAD S.D.V. Full pwr, air, 36,000 
mi., $4050.893-5751. 
'70 CPE de Ville, loaded, full power, 
vinyl top, temp, control, ste'eo, 
leather, must self, $3595, 879-7705. 
'64 CAD. 2 dr. Very gd. cond., $325. 
554-0943. 
' 
'70 ELDORADO, full power, air, ti ft 
wheel. Needs minor body work 
$3495._530-2309 or 533-1395. 
'69 CAD. Cpe de Ville, 1 owner, like 
new, 46,000 mi. $3050, 213-697-2638. 
'73 SEDAN de Ville, fact, air, full 
pwr., vinyl top, stereo, tilt & tele 
whl„ 2,500 mi $7,100. 831-0421. 
'67 CPE de Vllle, air,. ail pwr, 
beaut., eves., 551-1190. 
'68 FLEETWOOD Brougham loaded 
w-every xtra. Flremlst, blk vlnvl 
top, blk leather int. $2100._847-735S 
'68 FLEETWOOD-57,000 ml, loaded, 
_ xlnt cond, 551-2812,_pvt pty 
CAD," '72 El Dorado, gold — tan top 
xlnt cond., full pwr., leather, air, 
stereo - loaded! lo mi $5950 prl 
pty. Mass Boch 546-7360 
'44 EL DORADO Convert., air, full 
power, $700. 897-7789 aft. 6:30 
71 CAD. Sedan de Ville, loaded, 
must sell. $3,995. 8041 Bolsa, 
_ Wmster. 
'70, '71, 8. '72 CADS., coupes & se- 
dans, loaded. Must sell. No cash 
needed. 892-0646. 


'72 CAD. Coupe de Vllle, loaded, 
must sell. $5,375. 8041 Bolsa, 
Wmster. 
_ CADILLAC Sedan De Ville, AC, 
$2000 or best ofr,.528-9862. 
70 CAD. S.D.V., AC, all pwr., vinyl 
top, nu tires, tape deck, 16 mi., 
perf. cond., must sell. $3,495 or; 
best ofr. .586-4834, 


• WEEKEND SPECIAL • 
' '70 Cadillac Coupe de Vllle. Full 
power, tilt wheel, factory air. Blue 
w-black landau top. Could you be- 
lieve onlv 38,580 ml? Must see this 
- a real cherry! 602AQQ. 100% 
financing available O.A C. Toyota 
'• of Buena Park, 7479 Orangethorpe, 
1 block W. of^Beach, 52Z-6144. 
'71 C.D.V. Full pwr., immac. Sacr.' 
$4,395. .Firm eves. & early-. A,M. 
847-5726, Sat. & Sun:" 530-7511, aste 
for Dr. TASK 


'66 FLEETWOOD simply superb, lo. 
mi., $1250. pvt. pty. 839-5767 
'70 ELDORADO, must sac., like 
new. 8041 Bolsa, Wmstr. 
'68 FLEETWOOD Brougham loaded 
_ Xlnt. cond., 55^2812, pvt. pty. 
'68 FLEETWOOD Brouoham loaded 
w-every xtra. Firemlst, bik. vinyl 
top, blk. leather 'int. $2100, 847- 
7358, 


MUST SELL '69 C.D.V. Best offer 
over_$2300._Gets_U._531J364 
'72 ELDORADO, stereo, A-C, sun-! 
roof, all leather, & many extras. 1 
owner, 18,000 mi. $7400. 838-4737, 
832-8810. 


'70 S.D.V. loaded, stereo, leather, 
$3,600 (192BZK1. P.V. Co. 530-8540. 


'68 CADILLAC 
SEDAN DE VILLE 


65,000 miles. Factory air, full pow- 
er, Grecian gold with black leather 
interior and vinyl tcp. A very nice 
one owner car driven oniv 12,000 
miles per year. (XTA354). $1875. 


Johnson & Son 


2626 Harbor, Costa Mesa 
540-5630 
'70 FLEETWOOD Brougham, Arctic 
white, blk. leather, 60-40 frt. seat, 
6-way both sides. Cruise control, 
locks & all other Cad. access., nice 
car. Must sell this week. Have 
new Brouqham. $3590. (714) 846- 


_ 7146 aft. 6. 
'69 CAD. Coupe, loaded, must sell, 
_ 52,775, _8041_ _BolSa,_Wmster. 
'69 CAD. DE VILLE, cocoa brn. 
leather seats, all pwr., lo. mi., top 
shape. 633-8173. 1401 Joana - Dr., 
S.A. 
• 
• ORANGE CO. AUTO BROKER _ 
Go with us each week & choose 
from 3,000 cars & trucks. Call jer- 
Bolsa, Wmster. 


'70 CAD. convertible, must sell. 8041 
ry, 82jyn9<L 
: 


LEASE 


'73 CADILLAC SEDAN DE VILLE 
Air cond., whltewall tires, AM-FM 
stereo, vlnvl roof, pwr. windows, 6 
way pwr. seat, leather Int., twi- 
light sentinel, lamp monitor, tilt 
whl., pwr. door locks. (221ASV). 


$151 PER M0. 


+ lax, 36 O.E.L. on approved credit 
So. Calif. 1st Nat'l. Bank Leasing 
2001 Mlchelson Dr., Irvine 
(714) 833-8620 
(213) 924-4413 


70 Sedan de Ville, loaded, must selli 
_$3,675, 2041 Bolsa, Wmster. 
CÁMARO— 
'69 CAMARO SS. Hydro 8. Posi 
tracts. Air, ps, disc brks, AM-FM 
radio, $1800. 525-8970 
'73 CAMARO. AM-FM, /.IR, 
. 962-5316__ 


BUICK— 
'70 BUICK Riviera, clean, fully load- 
ed, vinyl top, $2950, call aft 6' pm, 
533-6217. 
- 
'67 RIVIÈRA, $900 or best offer, 517 
S. ParJon^S-A. 835-7458 or 558-7329. 
CONFIDÈNTI ALLY, YOU DO BET- 
TER AT PAPPY'SI 1609 N. HAR- 
BOR, S.A.jyi-8430. 
67 RIVIERA. Xlnf condition. $1775. 
735-8087 


'70 SKYLARK, fully equlpt. PS, pb, 
fact. AC. Cust-lnt. V-top, qd. cond. 
52385..or J)D51 qffer, 968-5461. 


'69 BUICK Riviera. $2,595, A.T., 
F.A.C., YRW211. Bill Barry Pont., 
553-1000, 
66 RIVIERA, fully equip, gd. cond. 
$1100. 968-0310. _ 
_ 
_ 
'67 "BUICK GS400, PS, PB, $)00 or 
best offer,_ aft. 5, 893-0724. 


'64 BUICK SKYLARK 2 dr. H.T. a 
real Bargain $245, 270 Bdt 
SAMSON & SON 
547-9663 
1428_S. Main St.,_ 
Santa_Ana 
'67 RIVIERA, Air, AM-FM, full 
pwr., reblt. mtr., sac. $1350. 529- 
0378. 
• •! 
70 BUICK Electra, 225, full power, 
AC, vinyl roof, xlnt cond, nu tires 
8. brks, $2500, call aft 4 pm, 714- 
968-8638. 


'71 LE SABRE 4 dr. custom. Vlnvl 
top, fact, alr^289j._547-3M0. 
'67" SKYLARK, 4 dr ht. air, ps, pb, 
_pwr.wln., tilt whl_$495. 644-1155._ 
'62 BUICK $75 OR BEST OFR. 
633-3211 
'65 SKYLARK, "2 dr. hdtp., $450 or! 
best ofr. 979-2931 aft 6._ _ _ 
'72 RIV. F. Pwr. AM-FM stereo, like 
new, 20,000 ml. Full vinyl Inter. 
Split owr. seat, vinyl top. Days, 
846-7003._ 


'67 SKYLARK. LO ml, p;s„ P.B., 


auto, cherry cond. $o25._548-3374. 
'72 ESTATE wagon"9 pass. stereo 
tape vlnvl. roof-rack, wood pan- 
eled, air, new tires, elec. locks, 
chrm. whls-_$4,400, 871-7557. _ 
'61 BUICK Special;"'« Pontiac Catal" 
Ina, both mn ad. Make ofr. 538- 
9745. WE 
? YOU 
WRiTE ADS 
THAT PULL 


'71 Z2S R.S. Camaro 4 spd. Classic 
copper._$2,895 835^)432. 
'68 CAMARO, air, auto, 327, PW, PS, 
nu paint & tires, vrnvl top, $1250 
or_ ofr, 497-22?2,_968-8240._j 


'71 CAMARO", small V8, full pwr. & 
air, lo ml. $2595, Mort's 636-0625. 


'66 CAMARO 350, SILVER BLUE, 4 
spd. Make offer, 534-1256. 
'69 Z-28 CAMARO brand nu eng, 
w;many_xtras, .830-6434. 


'68 S.S., AT, air, PB, PS, radlals, 
V8, vinyl top, orig owner, lo mi, 
xlnt cond, 544-2250. 
67 CAMARO, air, PS, PB, auto, 
_vinyl top, xlnt., $1,275. 870-4S7L 
68' CAMARO" SS. Vinyl top, air. 
Must sacrifice. 544-8041. 


'67 CAMARO SUPER SHARP. LIC. 
NTO. ZYW995. $950. 1201 S. MAIN 
ST., S A. _ _ 
'69 Z 28 4 spd, xint. cond. $1650. See 
at 17420 Beach Blvd., H.B. or call 
846-8160. 
'72 CHEVY Camaro cpe. V-8, auto, 
radio, heater, complete with 
chrome wheels & vinyl top. Extra 
to mil.s, 1 year warranty, $3,295. 
Toyota of Brea. 529-4968. 


'67 CAMARO 


2 DOOR HARDTOP 
V-8, automatic, power steering, 
power brakes, factory air condi- 
tioning. Lic. No. VAM311. 


$1687 


•GAUDIN* 


FORD 


6211 Beach Blvd. 


B U E N A 
P A R K 
5 2 1 - 3 1 1 0 


'69 307" POWER, lo mi., xtra 'clean. 
$1,600 776-0657, eve. 535-5707. 
'67 2 DR. 327 enq. 4" sp. disc" brks. 
posi tract., very clean $950-best 
offer. 531-3368 aft. 5. 
'72 CAMARO. Yellow w-black inter. 


I1'" r "•". 
;ll, S500. under 
Blue Book, 835-7529._ 
'"69 CAMARO SS 396. 425 "horse. 427 
alum, heads. Canary Yellow. As- 
_ sume Bal. 842-8055 
'69 CAMARO' 327 V8. xlnt cond., lo 
ml.. ITa'lv 
-<-r. 
-,--1 í - — -- • 
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CHEVROLET- 
CON FI DENTI ALLY YOU DO BET- 
TER AT PAPPY'SI 1609 N. HAR- 
BOR, S.A. 531-8430 


AUTOS FORSALE 
256 


'63 CHEVY 292, ps., pb., magsTTüwi 
tires, best ofr. 529-5154 
BE HAPPY WlTH PÄPPY'S 1609 NT 
HARBOR, S.A. 531-8430. 


'71 CHEVROLET 


V-8, 4 dr. Sunlight yeliow w-black 
Interior. 400 c.i. eng. plus A.T., P.S. 
& fact. air. Steal this one. 
(547HDE). 


$2122 


SANTA ANA TOYOTA 


417_W. Warner 
; 
540:2512 
'64 IMPALA 4 drTautoTllr, PS, PB, 
$375 537-8851 


'70 CHEVELLE SS 396, 4 »pd. posi, 
$1600, 544-7562, 


'70 NOVA, Auto, 6 cyl, xlnt cond, 
(081 HHP) $1295,-630-1550 


CREDIT PROBLEMS? 


If you are sincere, have 
a reasonable downpay- 
ment & can handle rea- 
sonable payments CALL 
US AT 531-8430. We 
will try & help you get 
the right car at a fair 
price. 


PAPPY'S AUTO SALES 


CHEV. '66 economy plus iuxury Im- 
pala, 6 cyl stick. Almost like 
new. See, drive to apprec. Priced 
low for quick sale TXS240. 
WE ALSO 


NEED • CARS 


ALL M A K E S 


Old & New — Big & Small 


TOP CASH PRICES 
PAID ON THE SPOT 
• N O W * 


While we need 'em 


1428 S. Main St., S.A. 


547-9663 


Samson & Son 


r6^NWA"~WsnT-6~stick~r&h~ne"w 
_licI_8,_smogI_$100._826J206. 
70 MONTE CARLO. Xlnt. cond. 
$2,500. 993-4346 


1609 N HARBOR 
SANTA ANA 


57 BEL AIR .4 dr. Original V-8, 
auto, new brakes, on* owner. $650. 
871-5849. 


'71 CHEVY Monte Carlo. V-8, auto 
trans., factory air, power steering 
& disc brakes. 807DVS. Dir., 528- 
4021. 
' 
'59 CHEVY 6 cyl. .stick. Make casti 
offer. 646-7240. 
'70 IMPALA, very clean, lo rnl, must 
sell now. Call 637-0167. 
CHEV. 
$395 
•65 Chev. Impala 2 dr. H.T., 6 cyl. 
engine, auto., p. steering, yellow 
with clean black leather Inf. A 
real qas saver. Save today. Fi- 
nancing to suit your budget, dir. 
WUJ973. Call 642-3010 or 833-0229. 


C H E V' 
$299 FULL PRICE 
'<6 Chev. Impala convertible, V-8, 
auto., yellow, easy terms, good 
car. Lie. Tenn 16776. Call 642-3010 
or 833-0229 


'69 CHËVY Nomad Stn. Wgn, stand 
_ard trans, top cond. $795, 539-4054. 
CHEV. 


* 
100% 
* 
Moneyback 
Guarantee 


COUNTY 
CAR CO. 


'67 FORD 
$995 


Country Squire wagon 6 pass full 
power 1-owner 46,000 actual miles 
absolutely mint condition must see 
to believe. 
'68 CHRYSLER 
$895 


"300" 4 dr Htp Beautiful Blue met- 
allic finish WJspotless fabric interi- 
or Vinyl roof, factory air, win- 
dows, 6 way. All the options. A 
truly luxury car for a low cost. 


'66 P0NTIAC 
$595 


LeMans Custom 4 dr H.T. 326 en- 
gine Auto. P. Steering Misty Green 
finish w-matching Interior new 
tires low miles a real beauty. 


'66 MUSTANG .. . ...$795 


1 dr H.T. Custom decor Interior 
V-8 auto P. Steerlnq factory air 
new tires silver w-blk vinyl roof a 
must see i/*dn\y ¿nf See today. 
'67 CHEV W . A J - : . . .$595 


Nova 4 dr 45,000 1-owner miles. 
Beautiful Bright Blue finish excep- 
tional car like new throughout 
economy. 6 cyl factory stick shift. 
(YEI115). 


'66 RIVIERA 
$995 


Buick's best full power factory air 
all the equipment plus extra clean 
inside & out. Easy financing avail 
able. 


'67 FALCON 
$795 


Futura 2 dr Sedan. 43,000 1-owner 
miles light beige in color one of a 
kind car 6" cyl stick new rubber 
better hurry! 


'67 CAD H.T 
...$995 


Sedan de Ville Low miles, fully 
equipped runs & drives perfect a 
new Cad trade In must be seen to 
appreciate. Has every possible op- 
tion Priced below wholesale. 


'64 OLDS 
$395 


"98" 4 dr H.T. full power factory 
air new car trade Vinyl roof 67,000 
miles 1-owner & clean as a pin. 
Drives like new. (JTE875). 


'66 VALIANT 
$495 


2 dr H.T. Small V-8 auto Low 
miles two tone blue extra clean 
inside and out a excellent 2nd car 
for a few $S$. Save today. 


'67 TOYOTA 
$595 


Corona 4 dr Red 35,000 miles looks 
actual auto R-H-Super clean. Must 
see 8c drive mint condition all the 
way 


'65 IMPALA . .......$395 


2 Door Hard top 6' cvl engine 
Auto. P. Steering yellow with 
clean black leather int. A real gas 
saver save today financing to suit 
your budget (WWJ973) 


'66 CHEV 
$299 


fmpala convertible V-6 auto yellow 
easy terms good car (TENNI16776) 


'66 FORD 
$295 


County wagon 6 pass V-8 auto, P. 
Steering excellent vacation car 
terms available (SSE709) 


'67 FORD 
$249 


67 Red V-8 3 speed, must see a 
real bargain better hurry 100 per 
cent monevbsck guarantee (ZF.17681 


'68 TOYOTA 
$295 


needs a little tender loving care 
bur -un?. - : ''riv^j -;?od 4 rr auto 
yellow (WOF114). 


'63 CHEV 
$195 


2 dr stick extra clean Inside and 
out must see and drive save to- 
day! (FMC139) 
'65 MUSTANG .. $39 a mo 


2 olus 2 Fastback white w-blk Int. 
V-8 auto P. Steering double sharp 
inside & out better hurry won't 
last (PFG795). 


'63 P0NTIAC 
$200 


Grand Prix 2 dr H.T. Factory Mag 
wheels, tilt wheel, full power 
(HSH-118) runs like new must see 
better hurry 


'58 CHEV 
$125 


4 dr Green clean old car a rare 
find runs, looks excellent well kept 
car. 
'65 T-BIRD 
$395 


Landau 2 dr H.T. full nower facto- 
ry air like new (NRM717) See to- 
day 100 per cent moneyback qar- 
antee. 


'67 FALCON 
$395 


wagon nice care runs perfect clean 
inside auto economy enq. way be- 
low wholesale value (SRJ427). 
•80 MORE* 
Just Arrived 
*Buy Now* 
• S A V E * 
ORANGE 


C O U N T Y C A R 
CO. 


2 0 0 0 
H A R B O R 


COSTA MESA 


6 4 2 - 3 0 1 0 
8 3 3 - 0 2 2 9 


'64 CHEVY Imu. 377 i spd. chrome 
rlms, cust uphol & int, S725, 831- 
0556. 
'72 CHEVY SS, 350. 4 sod. extrss, 
must sacrilice. 63°-?034. 


'69 CHEV. Impala, $1,990, 4-Dr„ HT'( 
„YCW579, Bob Black Olds, 542-8811. 
'64 IMPALA V8, auto, air, R&H, new 
brks. 8< trs. Gd. cond. $375._53519843. 
CHËVY Malibu $2,000 aft. 5 or! 
_wknds._635-2789. 
64 CHEVELLE " SS. 2 dr., qd. cond., 
needs paint. $350 as Is. 551-0810.- 
'59 CHEVROLET WGN. V8, 3 SPD. 
CLEAN, $375. 836-4404. 
CHEVY. '63 Impala SS, runs fine, 
$_300 or ofr., 968-2881. 
68 9 PASS. SS wgn., air cond., 
cond., pvt. pty. 892-9294. 
gd. 


WE Sell any make or model of new 
cars for our invoice price + $125. 
(714) 894-5309 Bkr 


'70 CHEVROLET 
STATION WAGON 
V-8, automatic, radio, heater, pow- 
er steering, luggage rack. Serial 
No. 8832. 


$1287 


FORD 


6211 Beach Blvd. 


BUENA PARK 521-3110 
'67 CHEVY station wgn. 9 pass. Lug- 
gage rack, ps, pb, air. S70Q. 542-7483 
'65 CHEVY Van. Gd. cond. Many 
xtras. Complet0_owrha_ul, _524-7295. 
63 CHEVY S.S. Auto, PB, PS, AC. nu 
tires & brks., newly reblt. eng 
cruise control. 530-6541 


67 CHEV. Impala Super Sport, $750; 
cal I. collect, 714 -^_492-_8405 
'67 CAPRICE, PB, PS, AC, Vlnvl 
_top,_tape, $1200_63?-3048_ 
73 CAPRICE 4 dr. by owner. Fully 
loaded, many extras. 50,000 mi. 
New car guarantee, 35,000 mi. 
guarantee on tires, low mileage. 
$1,000 take over payments. 547- 
4181,979-1429_ eves. 
'70 TOWNSEND wgn., 6 pass., V-8, 
PS, air, lugg, rack, $1495 Mort's 
636-0625. 
" 
Chev. 


WITH PRICE 


WAR] 


• 
C O M P A R E « 


'63 CHEV. 


FALCON' coco^rn: HB,7« 
CUTLASS Clnï Waa- 'WE371 ' 


' J SKYLARK"''0' 
RHT004 ' 5' 9' 
'642T-B,K" v,nV'' 'OP Ä.T.V gn' ¿or 


'63 NSY I R 
ST E™*T 
¡F! SPZ770529' 


'65 &ERc'0" 
h*d<*"FU?86 
" " 


' » V M r " m 
co,d :»irMf>m S m 


'«HOLDS° 
'SUnroof KBM92, ' 
• i t c f e Ç 0 ^ - ' 
HRCl34 ' ' "*UÍ 
TXsáá» 


Ä 
e t 
nVéttiéit TXN4Òi 


•64mMQ¿BaU'° '""V.-RPV459 
,i99 


Roadster, wires)'seèï HOV574' 


VOLUME 


SALES 


Satisfaction Guaranteed in 
writing on 90% of 


Hand picked cars 


•69 CHARGER COUPE 
Vinyl top, ski rack, see ZKN794 
'69 T-BIRD COUPE 
Loaded low mileaqe 437AFI 
'69 CAMARO 327 Rallv 
Buckets, sharp XZK864 
'66 PORSCHE. . .RARE 
099GXN 
'69 3-i TON CHEV. PU 
96758N 
'66 Vt TON PU . . . STICK 
5530-45 
'69 FORD COUPE. . .Sc» 
385EOX 
'69 DODGE CPE. . .air 
YWX897 
'69 LE MANS COUPE 
YOR7BO 
'67 SKYLARK BUICK 
ZBS699 
'65 RIVIERA ... See 
862 DSH 
'65 DATSUN WAGON 
VOL867 
'70 GT6 TRIUMPH 
814CPH 


Terms To 
Suit You! 


MUSTANGS 
MUSTANGS 
V.W.'S-V.W.'S 


TERRIFIC 
SELECTION. 
SAMSON 


& SON 
1428 S. Main, S.A. 


(Main & Edinger) 
547-9663 


'69 EL CAMINO SS396, air, PS, PB, 
AT, nu tires, 48,000 mi, $1995, 993- 
4007. 
r 
'72 NOVA cpe., 35 hydro auto. xlnt. 
cond., pvt. pty. 531-8552 aft. 5. 
'71 SHORT van, panelled, 25,000 mi., 
$2,800, 993-5323. _ 
_ 
'70 MONTE Carlo silver, blk. top, 
full pwr, AM-FM stereo, 35,000 mi. 
$3050. 546-0991,_Jay. 
ii'8~ CHÉVELLE 4 "spd. New reblt. 
eng., clutch, mags, cherry cond 
$1350. 846-3944. 
• WEEKEND "SPECIAL • 
'71 CHEVY station wagon. Full pow- 
er, factory air, roof rack. A real 
pretty gold in color. 27,799 miles 
Priced this weekend at onlv $2,799! 
639BDA. lOOSo financing available, 
O.A.C. Toyota of Buena Park, 7479' 
Orangethorpe, 1 block W. of 
Beach, ^22-6144._ ; 
'71 NOVA, 6 cyl., auto., dark metal- 
lic green w-vinyl top. $2000. or 
best offer. 540-2501._ 
'"70 CHEVELLE Malibu SS. Must 
sacrifice._870-7518.__ 


r62 CHEV. won., AC, nu tires, runs 
gd., S295, 963-1797. 
'65 CHEVELLE SS - Malibu, 327 4 
spd.;Jp ml., 540-9148, 
'67 EL CAMINO V8, auto, RH.PS, 
PB, sharp. New paint, gd. tires. 
528-0276. 
'71 CHEVELLE, 4 spkr stereo, thick 
cpt, white, blk vinyl top, air, PS, 
$2475, 539-3441. 
'68 NOVA 6 cyl. 230 floorshift. $800, 
847-8380. 


'71 CHEVY Van. Camp equipped. 
Xlnf. cend.. clean. Priv Pty. 557- 
6984. 544-4212 


'70 CAPRICE 633-0300 


'70" KINGSWOOD 4 door station wa- 
gon. V-8. automatic, radio, heater, 
PS factory air cond., luggage rack, 
wsw tiros, 862-CDH. $2444. 894-3321 
dir. 


'68 CHEVY, ps, A-C, vinyTtop. S1100 
55M3S7. 
- 


'65 IMPALA " wtm. 283""stan. trans, 
rehl: '"i. Xlnt cond. 535-1814. 
v 
4 dr wan. V8, 233, auto, 
- 
...J., . intnri- 
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70 NOVA, CLEAN, S1275 OR 
BEST OFFER, 543-5650 


'71 NOVA Coupe 350 enq, air, P-S, 
_mhit_cond._Priv. 52050^5330 963^ 
'68 IMPALA R&H, air, nü lires & 


brks. S900._Ph,_675-6m 


'70 IMPALA 2-dr. $1995 V-8, A.T., 
F.A.C., P.S., P.B., 134AZY. 
Bill 
Barry 
Pontiac, 2000 E. 
1st St., 


. Santa Ana, 558-1000. 
'66 CHEV. Imp., xlnt. cond. Must 
see to apprcc. $750 cash, firm. Call 
aft. 6. 537-8271. 
• 


'77 NOVA; 8 cvlw au'to.räirTPS, PB. 
_ S2800 or best ofr._49*1279. 
'65 IMPALA wgn, a-c, ps^pb, runs 
dd. 
B « t 
offej^ 540^798t_540J661. 
'55 
BELAIR, A dr, xlnt. 
running 
cond., $275. 547-4879 aft. 6. 


CABOVER cmpr., $450 '68 Chev. 9 


pass wan. $750. 537-3983. 
'55 C H E V Y sta wgn 283'Vette eng, 
spd. '55 Chevy pass, car without! 
eng. $50. 535-4395 aft 6. 


'67 M E R C Cougar, Cherry, bst ofr, 
prl pty, 630-3633. 


BLUE '67 "Cougar, qd. cond., 74,000 
_rn[. $1200-ofler 544-9352. 
'68 COUGAR mint cond, full pwr, 
cust. paint, eng. lust overhauled, 
sac. $1000. 
968-1797 please leave 
._your name & ph__no._w^recordeiv 


'71 COUGAR XR7 


28,000 miles Sold new bv Johnson & 
Son. Serviced here also 
Factory 
a !7 p 2 ? w r peering & brakes. Met; 
alllc blue finish with bluo Calico 
interior & white vinyl top 
New 
tires (564CXV). S3273. 


Johnson & Son 


2626 Harbor, Costa Mesa 
540-5630 
'67 colJGAR XR7 auto 
air co"nd, 
_tape. $1100._541-8455_aftL4._ 


'57 CHEV. 283 runs good. 5250. Ph 
541-0902 after 5. 


CHEV. 


$125 FULL PRICE 
'58 Chiv. 4 dr.. Green, clean old car. 
A rare find. Runs, looks excellent, 
well kept car. Dir. - hurry now, 
2000 Harbor Blvd., Costa Mesa 
" 
mi [es So. of San Diego Fwy. 


'70 C H E V E L L E xlnt cond., air, full 
pwr, AM-FM 
stereo, vinyl 
roof, 


630-4153, 


filCE '62 BUICK Skylark PS, PB. 
new automatic trans, economical 


_$195,_$46:5640,_646-1993. 
'69"NOVA SS 396, 450 HP, 4 spd, blk 
interior, 
exterior, 
Craoar 
mags, 


call aft 5, 962-0586. 
- 


'72 El Canilno, great buy. $2500. 232 
Tulane Rr„ CM. 
545-2691. 


'70 EL Cai.lino, PS, PB, air, S1995, 
_call aft 5_ pm,_533-18?7. 


'56 C H E V Y 350 ZL-1, 450 HP 


M A K E 
O F F E R 
633-7567 


1970 
C H E V Y 
Waqon. 
V-8, 
auto 
trans., 
factory 
air, 
power 
disc 
brakes & steering, radio, heater, 
luggaqe rack. 840AKA. $2,395. Dir., 
528-4021. 


55 CHEV. 
Built 327, immaculate, 
very fast; offer. 847-3678. 


MUST S E L L stock '67 Chevelle Mai 
ibu 2 dr. H.T. 3 spd., V8. $749, 
979-9925. 


'71 MONTE CARLO 


Show-room cond. Excellent thru, 
out. Power steering & brakes, met- 
allic rust finish w-beige vinyl top. 
(998EYD), $2975. 


Johnson & Son 


2626 Harbor Costa Mesa 
540-5630 
'70 
C H E V Y 
El 
Carhino V8, auto 
trans, PS, R&H, fiberglass shell 
nu ti res, $1900, 630-4504 eve. 


'62 
CHEV., 
xlnt. cond. $315. PS, 


_ auto,_nu tires,J?8>H, J4W944. 
'68 C H E V E L L E 
Malibu, pwr, air, 


auto, xlnt^ B est_o|i\ 993-l 677. 
'37 C H E V Y basket case. Brand new 
'58 Chew running gear. Bit. 283 2 
hrs., asking $200. 548-4723 6 to 8 
p.m. 
' 


MUST sell '64 Chevy MaliBu SS, 
SP. 535-8654. 


•48 COUGAR XR7, loaded, nu pnt & 
tires, below whlsl bk. 871-3595 
' 


00DGE- 
" 


70 C H A L L E N G E R 6 cyl., $2,130, IH1- 
mac. 348BFV, 
Bob 
Black 
Olds, 


542-8811. 


'67 POLARA 
4-Dr. H.T.; lo. ml.',' 
$1,099 V-8, 
P.S., P.B.: 
AM-FM, 
318AKV, 
Lyle 
Roy 
Chrys-Plvm., 
1071 W. 17th St., ¿anta Ána, 547- 
7504. 


'65 MONACO, exec, model, air, new 
paint, 
battery, 
brks, tires, 
A-l 
cond!^50-qfriJ39-8214 aft_6jgjni 


71 MONACO A door hardtop. V8, 
automatic, radio, heater,, ps. pb, 
Landau, factory air cond., 36,308 
miles. 883-FMB. $2795. 894-3321 dir. 


72 „DODGE 
Pol a ra 
Cusí., $3,1997 
3,000 rrtl., fact, warr., 4-Dr. HT., 
â i b ' 
,F-f-Cií. 
L aü (í a u 
Top, 451- 
FZX, Lyle Roy Chrvs. - Plym. 
1071 W. 17th St., Santa An», 


72 DODGE Colt. R&H, 4 drs., 3,200 
mi — 9000 ml warranty left, loin 


. (7T4)P9608-9ÌÌ7d0n,t " " " 
X ' r a 
C a r ' 


' 
S 
S 
? 
6 
« 
' 
, r a r a ' 
C 9 r ' 


AUTOS FOR SALE 
256 


'72 GRAND Sport " Torino, ps, pbT 


524-6777° 
r°° f' 
1 4 , 0 0 0 
m 1' 
S 3 4 0 0' 


'68 TORINO $1,099, 4-Dr. Sdn., A.TZ 
P.S., 
P.B., 
VZW361, 
Lyle 
Roy 
Chrys.-Plym., 
1071 W.: 17th St., 


GD. clean '«4 2 dr. hdt. V8, R&TT 
_autom„ PS, air shocks, off-non 
'71 LTD, air cond., 627000 ml. Needs 
minoLbj)dyj/roik. $1650. 538-6079 
s 
• • • - - - - - • 


$150. 
64 FALCON RUNS XLNT/ 
* 
542-0496 
68 C OU N f RY S e 3 a ñ ~ 9 
pass air, 
disc brks., PS. xlnt. rnnrt oah-79?4, 


« G A L A X IE 500, AC, A-l, condT, 
= X O 3 ? 0 eng, J850, 
: 5 4 I. 6 5 8j 


F R E E 10-DAY T R I A L 
EXCHANGE 
M U R P H Y LINC. M E R C . 
714-827-8970 


1940_Lakewpod Bl._ 
Long Beach 


I ' M FORD LTD 2 Dr, H T r W - P S r & 
. ^ ¿ a r a ^ c Q n d - f o r 
sale 


" G R A N D 
Tourina 
Squire 
fully 
loaded, roof rack, x nt cond. $3450, 
-PVLoty. 637-6628, 
' 


'69 LTD Brougham 4 dr, air, PS- 
PDB, AM-FM stereo,, xlnt running 
cond.,S1350,_ 524-1546. 
v 


AUTOS FOR SALE 
256.AUTOS FOR SAIE 


CONFIDENTIALLY 
Y O U DO BET- 
T E R AT PAPPY'SI 160» N. HAR- 


_JLOi?/„S.A._531;!430 
70 RANCHERÒ 500 VB auto, PB, 
__PS,_633-1402 after 7 p.m. 
F O R D 
• 


^ J ^ i 0 0 F U L L PR'CE 
66 FORD Country wagon 6 pass V-8 
auto. p. iteerlna. excellent vaca- 
tion 
car, 
terms 
available, 
dir. 
. SS E 709. Call 642-3010 or 833-0229. 
'65 FALCON, fid runnlnq cond. 20 ml 
to.gal._gas. 636-5259. 


72 F O R D Country Squire 10, pass 
wagon. 
V-8, 
auto, 
power 
disc 
brakes 
a. steering, 
del 
luggage 
rack. 449FTI. Dir., 528-4021. 


7 0 FORD LTD 
4 DOOR H. TOP 


Fact, air, vinyl roof, V|, radio, 
neater, auto., P.S., w-walls, v. roof, 
etc. Only 43000 miles and spotless! 
631A KZ, 


$1899 


70 FORD LTD, fully equlpd. 
SL6J50 
635-8860, day« 


B E HAPPY WITH P A P P Y 1609~N. 
HARBOR S.A. 531-8430 


'66 RANCHERO air cond, $9007194" 
_ 7831, call afjL_4:305__ 
'70.G.AL 500, KT, air, PS, V8, auto, 
vln top, $1700, 842-7026. 


69 FORD, Cortina, nu eng. w-quar., 
nu clutch. Leaving state. $800. 960 
1236 after 5. • 


S7 
FORD 
RANCHERO, 
W-cmpr 
shell, rblt eno & trans, run» great, 


_i750,^r_ofr,_997i2761,_aft_4. 
70 LTD Bro'uqham, power & xtras, 
$2f40g,_635-4671, eve. 524-2526. 


72 COUNTRY 
Squire S pass sta 
wgn, 
loaded. 
First 
offer 
$3,850. Aft 5:30 979-8700 


7Ì MÁi-ÍBÜ sport epe. SS 454. Lo 
mji. Aft. 5, 636-4696, ask for Dan. 


'62 MONZA. Extra clean. Runs xlnt, 
Fact, air cond. $225, 542-0496. 


'62 IMPALA. HMackers, U.S. mags, 
all pwr., make offer 838-2081. 


63 CHEV. wagon, PS, PB, air, new 
trans., brakes & tires, $395. 531 
8562, 


65 CHEVY IMPALA, 
533-1202 


72 M O N T E Carlo, air, PB, PS, lo 
ml,_ aft 5, 830- 


'56 B E L Air." New tires, od. transp. 
$150 or offer. 534-6429 


'65 
C H E V E L L E 
Mal. 
S-W, 
R8.H, 
auto, air, PS. $575. 523-3928. 


'57 CHEV., 2 dr. hdtp. orlg. 1375, 
537-9695 


59 CHEV. wgn. - clean, 27,000 oro. 
mi., $350 firm. 893-8618. 


C H E V Y 


' $195 FULL PRICE 
'63 CHEV. 2 dr. stick, extra clean 
inside 
and 
out. Must 
see 
and 
drive. Save today! Dir. FMC139. 
642-3010 or 833-0229. 


'70 E L CAMINO, PS-PB, air, V top, 
blue & blk. Xlnt. cond. $1900. 941- 
5710, 13029 Clearwood St., La Mira- 
da. 
_ 


CHRYSLER- 
C O N F I D E N T I A L L Y YOU DO BET- 
T E R AT PAPPY'S! 1609 N. HAR- 
BOR, S.A. 531-8430 


'67 C H R Y S L E R N.P. 4 dr, fac air 
cond, PS, PB, $800 or best, 1342, 
So. Parton, S.A., nr Flower & Ed- 
inger,_afternoons. 


'67 I M P E R I A L convert. Xlnt. cond., 
$1,599 or best ofr. 774-5437 or 637- 
9968. 


69 C H R Y S L E R 
9-Pass. Wgn., 
Lo 
mi., 
52,599, 
A.T., 
F.A.C., 
P.S 
ZDX139, 
Lyle 
Roy 
Chrys-Plym.. 
1071 W. 17th St., Santa Ana, 547- 
7504, 


FREE 


100 Gallons Gas 


'68 DODGE WAGON 


f-Passenger 
Monaco. Arr 
cond., 
wood grain siding, auto, trans., 
pwr. steer., pwr. brakes, luggaqe 
rack. 
(WWC469). 
BRING 
YOUR 
F A M I L Y & GET YOUR 100 GAL- 
LONS OF GAS TOO! 


$1499 


Rex Ellsworth 


PONTIAC 


801 S. ANAHEIM BLVD. 
ANAHEIM 
533-3121 


'70 DODGE 
Dart, lo. ml., $1,9W, 
. 623AFV, Bob BJack Olds' 542-8811. 
' " D O D G E 
Super Bee 2 D R 
h\T. 
383 V-8, auto, full power, complete 
with mag wheels & Goodyear Poly 
Glass wide „tires. This Is a one 
owner, lo mlleaqe car. 1 year war- 
ranly, $1,995. Toyota of Brea. 529- 


69 2 DR LTD Brouqham. Loaded. 
A-l, $1795. Aft. 7 p.m. 847-0312. 
737FORD COUNTRY S E D A N WGN 
'73 MERC. M O N T E R E Y 
WAGON 
'72 PINTO WAGON 
• 
1 Y E A R MECH. INS. AVAIL. 


HERTZ CORP. 
778-4050 


* 
STATION WAGON 
* 


1970 FORD LTD, 8 pass. Country 
Squire, full pwr. Fac. atr, very 
clean, priced for quick sale. $2100, 
Call 673-5494. 


2550 N. TU ST IN AVE. 
ORANGE 


998-1032 


'69 FORD LTD 


. BROUGHAM A DR. HARDTOP 
V-8, automatic, radio, heater, pow- 
er steering, power brakes, factory 
air conditioning, white wall tires, 
t i n t e d 
alas». 
Lie. 


ZUXS85, 


SAC.-'71 Merc Monterey, xlnt cond., 
best ofr. over-S2000. Lo book Í2200. 
993-0646. 


256,AUTOS FOR SAIE 
256 


• ' À ÇUTLASS ,Cst. Supreme, 2 dn 


^ 
M E R C U R Y Comet, auto, traiis., 
runs gd., S2''" 
' 
' 


call 551-1640 


_ 
—.tief, 


runs gd., S200, 6 cyl., gd. gas mi'. 
_call 551-1610 
•' - 
• • 


71 MÀRQUISl-dr: HT, $3,420, 29,000 
Ml., 198HN'U, Bob Black Olds, 542- 
8811. 


'70 MERC.- MARQUIS 
, 
4-D00R SEDAN 


Ivory finish with black vlnvl too and 
simulated leather Interior. Power 
windows & 6 way power seat, fac- 
tory air, AM-FM stèreo, tilt wheel, 
local one owner ear. serviced by 
US. (494AFY). $2675.; 


Johnson & Son 


2626 Harbor, Costa Mesa, 
540-563O 


'68, M E R C T V g n , 
Air, new 
paint, 
bumpers chrmd $1275. 645-1857. 


'69 MERC. MARQUIS 
COUPE; 


AOto. trans., radio,- heater, povier 
steering, power brakeo, factory air 
conditioning, landau, roof (ZKV7Q7) 


Johnson & Son 


2626_Hjjrbor, Costa Mesa 
540-56301 


73 MARQUIS & MONTEGÒS 
„ 
1 Y E A R MECH. INS. AVÀIL. 


HERTZ CORP. 
, . 778-4050 


'63 MÖNTEGO Cpe. $1,490, ¡oTrñr, 
WJY641-. Bob_B|ack _Olds, 542-8311. 


PS 
'66 MERC. Comet, lo mí, auto r- 
$895 
827-8190 dfr 


$1687 


'72 VAN CUSTOM C L U B 
WÄGÖN 
% 
TON, A U T O , P.S., 302 ENG 
$2700 OR BEST OFFER. 774-8812, 


'65 GALAXIE 500 2 dr. V-8, nu AT, 
very gd. cond., 50,000 ml. $525 
526-4906. 


• O R A N G E 
CO. AUTO 
B R O K E R « 
Go with us each week & choose 
from 3,000 cars & trucks. Call Jer- 
ry. 827-8190. 
^ 


"1970 FORD CORTINA. LIC. 579ABP. 
STRONG 
RUNNER, 
AUTO., 
2 
DRS 
- 
NICE 
- 
WILL 
HFELP 
F m c . 
p y r , 
P T Y . , 
DLR, . $675, 
CALL.547-6643. 


F O R D '67 Country Squire ....¿.$1089 
10 Passenger Station Wagon, 390- 


(VLR998°' T R A N S" FAC>' A' R' R ' 
H " 
F O R D 
4 
dr. 
Custom. 
390 Eng., 
auto., R&H, $300., firm, 202 N. 
Oilve, Anaheim, after 12 Sat. or 
Sun. 


'65 FORD LTD, gd. cond., R&H, PS, 
Pb, 352 CID, auto., gd. tires, $550, 
968-7976« 


'69 CÖRONET, 2 dr. 6 cyl. slk. R-H, 
_ali%_$800. 637-4637. 
' 


Wselí°8?2G0E646Va"; 
V 8 ' 
^ 
m U S f 


827-8190 ' 6 S D 0 D G E ' 
4 C V l ' 
W 9 3 
Dir 


69 Superbee 383 auto., extras. Runs 


i'| k3 e- n7Mext! e2 g70 $ 1 3 5 0' 
5 2 8' 2 4 7 6 


Fact. Warranty, 609 FZ\/. Lyle 
Roy 
Chrys.-Plym., 
1071 W 
17tll 


j_5L,_Santa_Ana_547:750_4. 
'72 
CORONET 
Custom 
8,000 
ml 
Warranty V-8, F.A.C., P.S., P.B , 
S3,299 Landau, top. 949FEN. Lyle 
Roy Chrys.-Plym„ 
1071 W. 17th 


St., Santa Ana, 547-7504. 


'64 DODGE Dart, nu tires & battery, 


525-2603^03' 
r U n S 
X , n t " 
5 3 5 0 
, i r n 1 ; 


71, LTD Sq. Wqn. 10 passnqr., dual 
facing rear seats, fact. alr„ PS— 
P, R&H, $2795. Pvt. Pty. 838-9108. 


F O R D 


F U L L 
p r ' C E 
'67 R E D Ford v-8 3 speed. Must see. 
A real barpaln. Better hurry. 100% 
money 
back 
g u a r a n t e e , 
ZFJ768DLR - Call 642-3010 or 833- 
0229. 


'66 COUNTRY Sedan, '9 pass: Full 
p_wr„ fact, air, $795. 533-7916. 


'68 WGN. fully equipped. 1 owner. 
Sacrifice, 537-1654. 
1973 FORDS, LTD'S., G A L A X I E S 


TORINOS, MUSTANGS 
PINTO SEDANS & RUNABOUT» 
1 Y E A R MECH. INS. AVAIL. 


HERTZ (EORP. 
778-4050 


'701/2 S U P E R Bee, fine cond., many 
_xtraj, selI cheap, 774-6964, 
'71 POLARA 4 dr., air, pb, xlnt, 
cond. $1125. Must sell. 968-0290, 


'67 DART GT, auto, PS, landau top, 
$595, Mort's .636-0625 


71 DODGE Cust Coronet, Sta. Wqn, 


i M , u r - 5 a ¡ r ' x l n t 
c o n d ' S 2 4 2 S ' 


68 NEW Y O R K E R 2-Dr. H.T. $1,599. 
Auto temp. Air, P.S., P.B., AM- 
FM 
495CPL. 
Lyle 
Rov. 
Chrvs.- 
Plym., 1071 W. 17th St., Santa 
Ana, 547-7504. 


'68 C H R Y S L E R T&C 9 pass wagon 
Factory air cond., automatic, pow- 


$1499 


W I L L I A M S IMPORTS 
8011 Commonwealth 


Buena P a r k _ 
521-7215 


63 C H R Y S L E R 
conv., new 
tires, 
xlnt. mech. cond., gd. top, clean, 
$325. 995-6454, 


•68 C H R Y S L E R T&C wgn., full pwr. 
FAC, 440 eng., stereo tape, rack 
xlnt. cond., SI,295. 636-5886. 


SAC. '69 Chrysler 
Newport 2 dr. 
Leath int., xlnt. cond., $995. 540- 
4637,544^6946. 


'72 
C H R Y S L E R 
Royal 
2-Dr.~~Hf; 
S3,599, F.A.C., P.S., P.B., 008FWZ, 
Lvle Roy Chrys., Plvm., 1071 W. 
17th St., Santa Ana, 547-7504. 


62 CHRYS. wqn.. very gd. cond. w- 
AC. $250. 544-0943 


'66 C H R Y S L E R 2 DOOR 
N E E D S ENGINE WORK. 
BEST OFR. OVER $100 CASH 
963-2903 


'68 
I M P E R I A L , 
xlnt. 
cond., 
all 
xtras. Must see. 53,000 mi., $1550. 


• 549-2708. 
'70 
C H R Y S L E R 
Wagon. 
Loqded. 
S2100_838;222_6Î_ 


'67 C H R Y S L E R Newport Rcai clean 
in & out. A real beauty. Save $. 
UUV889. Call 547-9663 


SAMSON & SON 


l_423_So._Maln_St., 
Santa Ana 


'68 C H R Y S L E R - Coupe, loaded, must 
sell,_no cash needed. 892-0646. 


70 C H R Y S L E R Imperial L'e Baron, 
like new. Must sell. $2,975. 8041 
Bolsa, Wmster. 
; 


COMET- 
'63 COMET, 2 dr., $260, V-8, auto., 
sharp, S325. 
847-8732 


'60 COMET 6 cyl., auto, nd. trans. 
Best offer. 531-5714. 


CONTINENTAL- 


'71 MARK III 


Low miles. Factory air, blue with 
light blue vinyl top and blue leath- 
er interior. Cruse control, AM-FM 
stereo radio, full power wtth lock- 
ing group. (809EXR). S5875. 


Johnson & Son 


2626 Harbor, Costa Mesa 
540-5630 


'69 MARK III 


V-8, auto, trans., factory air condl- 
fioninq, full power, landau roof, 
stereo 
FM, 
leather 
I n t e r i o r . 
(061HDC) $3975. 


Johnson & Son 


2626_Harbor, Costa Mesa 
540-5630 


'62 CONT., F U L L PWR., $300 or ? 
530-0120. 


* ' 6 1 CONVERTIBLE 
* 


GOOD S H A P E 
$600 
638-1131 


'72 MARK IV 


Low miles, (Ike new, Arctic white 
finish, white leather interior, white 
landau top, fully luxury equipped, 
Ind. 
full 
power, 
auto-temp 
air 
cond., individual power seats, AM- 
FM stereo, tilt wheel, cruise con- 
trol, pwr. door locks ,etc. Sold and 
serviced at Johnsons. See & drive 
It today 
(815EYZ). Sale priced. 


Johnson & Son 


2626 Harbor, Costa Mesa _ 
540-5430 


68neCvr$li9N5,,ll557,L?ll9!!erVthin9' 
" k è | 


'71 M A R K 111 lo miles, - leather 
etc' $5295SE 
c o n t r o 1 ' 
s , e r e o ' 
landau 
Dlr_650JV._K^eJI^Qi^n^e_639^J15 
'69 4 DR., full pwr. & air, tilt wheel", 
5! e r??' ,„ o l c" 
xlnt- 
cond., $1895 
Mort's 636-0625. 


CORVAIR- 
62 MONZA. Exfra~cieair~Runs xlnt. 
ljact._alr_cond.,j5225, 542-0496. 


63 CORVAIR 
Monza, 2 dr 
auto". 
S399. Dir KIU553. 


2015 S. Main 
Santa Ann 


'65 CORVAIR Corsa 140 HP, 4 spd., 
. qd. cond., ofr, 528-0037. 
'6B LATE model Corvàir Monza. Auto, 
trans., 46,000 actual ml. One owner. 
Best offer. Xlnt. cond 879-1129. 


CORVETTE- 


RÒ 
DODGE, 
TRANSPORTATION 
$125. 836-4404. 


'69 MONACO. PB-PS, tilt steel, whi 
_ A C , xlnt. cond., Sl,295. 995-4506. 
'70 DODGE Monaco sta. wgn. 40,000 
ml. Air, PDB, $2,550. Orig. owner 
528-8432 eves. Or wknds. 


DUNE BUGGY - 


• BODIES & A C C E S S O R I E S » 
a . , 
J » R A I L CHASSIS • 
Act|Gn_Fiberglass 
531-0793 


NU 
Dunebuggy 
bodies, $95 phone 
- 637-9852. 
- 
••-•„, 
CORVA IR' 
D.B. Street legal, 


637-406?, 
$400, 


D U N S BUGGY. Street legal. Sale or! 
trade for dirt blk* of equal value, 
828-5208. 
--. • .•• . 


X L N T T S r a d Gift - '69 Dune Buggy, 
_SyP0j-_cqndi_Street legal. 871-5158. 
'77 nilMC 
nrinrz\s 
' 
— 
72 DUNE BUGGY, gd cond, make 
ofr, 836-0054, morns. 


'67 VW, 1500 eng., top, curtains, A 
Gates tires, CB radio, xlnt., street 
legal. $1,300. 774-6839. 


CORVAIR 
desert 
bugqy, all tube 
frame, new batt, & valve lob. $400 
- best offer. 637-15031_ 


M A R K IV Dunebuggy, 40 h.p., Mltco 
tires. Shelby 8" chrome whls. Nu 
brks, shocks & trans. Xlnt cond 
$995 993-1601. 


bUNEBUGGY, VW gloss body, T- 
top. Gates tires, lots of chrome, 
_many xtras, lie, for St. 522-5850, 


DUNE 
BUGGY 
"all new" 50 mi., 
metal 
flake 
purple 
body, 
wide 
chrome, tires, canvas ton, lots of 
xtras. Will sac. $1350. Pvt. pty., 
ask for Debby. 529-4544, 530-7666 


• 
VW Rail, '67, 1500 engineTGood 


Cond.$500., 535-5138 
• 
S T R E E T 
legal 
Dime buggy. Must 
_ s e g J o apprec. 894-7901 aft 5:30, 
GROOVED 
11x16 9nch sand tires, 
w-4 lug deep rims, 963-5277 aft 6 
_pm. 


. 
'64 OFF ROAD DUNE BUGGY 
»550 1 _ 
871-2435 


EDSEL- 
58 tDSBL, orlg. blk. finish wTVl 
Ford 390 eng., auto, flawless body 
_S1,150. Pvt. ptv. 338-0533: 
FALCON- 
~ 
~ 


'66,s GU^cond. |o gas mileage. J3J0. 


'63 FUTURA 
2 dr. hdtp. V8 260; 
auto, PS, PB, runs xlnt. $275. 536- 
8400. 


'64 F U T U R A A T , PS, Sm. 8, Ifl. ml. 


eal_n lcp._Must_5e| 1,^ $495. 998-0655 
O 
'64 FALCON—RÜNS 
XÜNT\ 
O 
$150., 
542^0496 


'68 FALCON 2 Dr. Cpe 
....$989 


No UUF072 r f l d l°' h e a l < ! r' 
L , c e n s e 
. . " F R E E 10-DAY Trial Exchange" 
M U R P H Y LINC. M E R C . 
714-825-8970 
1940 j.akewood Blvd. 
Long Beach 
'63 FALCON 2 dr hdtp. auto,, r&h, 
ps, $399 - dir. Lie. PRE155. 2015 S 
Main, S.A. 


^$175A34C2?;850.Xlr"' 
e C ° n ° m y 
C a r ' 
FALCON 
' — 


$395 F U L L PRICE 
67 WAGON, nice car, runs perfect, 
clean inside. Auto economy eng. 
Way below w h o l e s a l e 
value. 
_SRT427 Dir. ¡>33-0229 or 642-3010. 
ORD- 
T 


71 FORD LTD A Dr, HT, V8, auto- 
matic, steering, air, vinyl 
roof, 
J69CRU,_$2295,_Dlr_ 776-2860. 
'72 LTD Brougham, 2 dr, stereo, air, 
I oa dedjJS,000_ mi. _82 


'64 FORD Sta Wgn, 9 pass country 
squire. Full pwr - air, 390 T-BIrd 
eng. New tires. Gd. cond. Owner. 
633-2876. 


70 FORD Mustang. $2,570_ F.A.C., 
A.T., P.S., P.B., Vinyl Top, Im- 
mac., 469ACR, 
Bob 
Black 
Olds,, 
2345 N. Grand, Santa Ana, 542- 
8811. 


• '69 LTD, xlnt. cond. $1900. xtras 
529-1570. 


70 FORD Super Van, club wqn. V8, 
aut 0.30,00J)jri i._$3100^ 894-129 7. 


68 TORINO 302 V8, clean $950 or 
best ofr 827-1336. 


67 FAIR LAN E wgn., AT, AC 
V-8, 
rack, 1 owner. $760. 552-9600. 


SAC. '69 Ford 4 dr. cust. 429. Gd. 
cond,,_S600.557-6372. 
. 


71 COUNTRY SQUIRE 


9 passenger wagon, loaded, olr, rack 
ready to travel. 1 owner, show- 
room cond. (308QII) 


'60 VETTE, $800 or best 
ofrTlir 
trade for van. 839-2835. 


'72 CORV. panel toB. lmmac., load- 
ed, must sell. $5,600^979^4185. 


'72 VÉTTE, auto, air, PS, (6<I8EAE)7 
_$4,995, 630-1550. 


CORVETTES & PORSCHES 
WANTED,_Coil_(714) 968^0563 
•64 V E T T E fstbek. AM-FM, A spd., 
mags, xlnt. cond., $1,800 - best 
offer. 639-4550. 


'69 V E T T E 427, 4 spd., air, maqs, 
immac. S3400. Eves. 714-837-3978. 


% 
V E T T E 
390 hp.f~427,~PW;~A-M 
FM,_ SI,500. 639-V542, J9S-/.076. 


'63 CORVETTE 213-968-3227 
CORVETTE 
1968 , 327, 4 spd., both 
tops, very low mi. $2,995. 531-5823, 
dir. 


'64 CORVETTE 
Stingray. Nu eng., 
3,000 mi., nu paint, tires & whls. 
or trade for 4 whl. dr. 638-1430. 


COUGAR- 
'72 COUGAR XR-7 hardtop cpe., V-8, 
automatic, AM-FM stereo, heater, 
ps, pb, factory air, tilt wheel. Lan- 
dau, 24,302 actual miles. 144-FBC. 
$3995. 894-3321 dir. 


'68 COUGAR 
Vry clean, PS, 
Pwr 
disc brks, vinyl top, auto trans, 
$1200, 528-3848. 


1970 Cougar, 38,000 ml, A-T, PS, PB, 
nu tires, shocks, battery, best of- 
fer. 963-5241 


$3195 


SANTA ANA TOYOTA 


417_W. Warner 
540-2512 


'71 CNTRY. Sedan, 10 Pass. Wgn, 
air, rack, lo mi, prl pty, 539-8360._ 
'67 FORD Fafrlane GT. "Klew 'tape 
deck, brk, tires & tune exp. 3 spd, 
Prlv pty. aft 4 pm 856-9758 
CREDIT PROBLEMS? 


If you are sincere, have 
a reasonable down pay- 
ment & can handle rea- 
sonable payments CALL 
US AT 531-8430. We will 


% 


try & help you get the 
right car at a Fair Price. 


PAPPY'S AUTO SALES 


1609 N. K A R B O R 
SANTA ANA 


'69 A DR. LTD. full pwr., air, clean, 


$1695. Mon.-Frl. 8 to 5, 547-9277. 
63 GAT/DOE 500 new eng. & paint, 
mags. Offer. 630-0692. 


FORD 


^ 
. 
6211 Beach Blvd. 


BUENA PARK 521-3110 
IMPERIAL— 
'68" I M P E R I A L $1,799. Lo. Ml., 4-Dr. 
HT., 
Full ^ Pwr., 
Auto. 
Temp. 
F-.A.C., loaded, Gen. 
L e a t h e r , 
950HGB, Lvje 
Roy 
Chrys.-Plym., 
1071 W. 17th St., Santa Ana, i47- 
7504. 


'69 I M P E R I A L Le Baron 4-Dr. H.T. 
$2,699 F.A.C., full pwr., 
landau 
top, leather int., YBA377. Lvle Roy 
Chrys.-Plym., 1071 W. 
17th St., 
Santa Ana, 547-7504. 


'69 
I M P E R I A L 
Le Baron, loaded, 
must sell, no cans needed. 892- 
0646. 
, . 
... 


'70 IMPERIAL LE BARON 


2 Dr. H.T. One Owner. Immaculate, 
Full. Power, Factory Air, A M - F M 
Radio, Tilt Wheel/ 6 Way Power 
Seat, Landau Roof. (684BEV). $3475. 


Johnson & Son 


2626 Harbor, Costa Mesa 
540-5630 


'71 MONTEGO MX 2 DR. / 


Sold by Johnsons, Serviced by John-, 
sons; Air cond., auto, trans;, power 
steering 
brakes. $2375. 


Johnson & Son 


2626 Harbor, Costa Mesa. 
540-5630, 


HT F.P:, alK V i v j n l r l ' W n ' . 
Dlr 
650 W._Katclla,_Orq. 
639-5115 
'68 OLDS' 98, full pwr, AC, xlnt cond 
.__pj/t-ply, 846-l 046. 
- . 


'72 OLDS, Sedan loaded, must sell 
_ no cash_needed._892-D646_1 
'67 A DR 
Cutlass, pwr, fact, air, lo 


ml, $1050. 772-4273._ 
'68 OLDS 88 tilt will PB, PS, F.A 5 
new tires. $1200. 538-1656. 
•.„'64 G R E Y OLDS 4 DR • 


528-6805,_ AFTER_ 6 PM 


'6' 
TORONADO 
36TO0O 
ml, 
AC, 
vln top, full pwr. $2400, 
jZy»zZ45. ____ 


AUTO, A R, P.S., P.B., SHARP! 
Lie 
No. VIM967. $875. HEUP FI- 
NANCE. 
PVT. 
PTY. 
DLR 
547- 


o643, 


1965 OLDS Cutlass, automatic, power 
s'eerlno clean, new tires. Sacrifice 
, $300. TXS240 contact 
SAMSON & SON 
547-9663 


'/2 OLDS Custom Cruiser, 1300 m.„ 
879-ETF, $4890. Bob Black Olds, 
542-0811. 


'63 OLDS F-85, gd transp car, make 
ofr., 774-8664. 
1 


BE HAPPY WITH P A P P Y ' S 1609 N. 
HARBOR, S.A. 531-8430 


OMEGA— 


AUTOS FOR SAIE 
256 


'65 TEAAPEST, must sell, »acrlfice, 
flremlst brn., 326 floor stick, 
reblf. - throughout, 
536-2552, 
pvt. 
pty 


AUTOS FOR SALE 
256 


'68 PONTIAC GTÖ, 4 spdTR&H, CÜ6- 


toni paint, 531-5823 dlr. 


'65 
GTÖ, 
4 
spd., "'nu 
fires, 
nu 
eng., tape deck, mags, xlnt. cond., 
will sac. 51,200. CalLaft. 6, 525-7365 
'64 GTO. Many xtras, rebit. hi perf. 


CM. $550^ 836^5776^633^6091. 


'67 GTO AT, AC, V-top, very odl, 
, cond., priv. pty., make ofr. 846- 
1232. 


'67 STA WGN. Air cond. "Luggage, 


rack, lo ml. $890. 494^874. 
1968 EXEC. wgn. loaded! 54,000 ml, 
$100 below low book - $1,200. 495- 
0638, days, 540-1990 eves. 


TO 
PONT., 
Grand 
Prix, 
$2495, 
F.A.C., 637AKQ, Bill Barry Pont. 
558-1000. 


'66 PONTIAC LE MANS 


2 DOOR. A tremendous tiuy at this 
low, low price. (SZJ285). 


'73 OMEGA À-Ot.. lo mi., $2983, No, 
'05316, Bob Black Olds. 542-8811. 


PiNTO- 
72 PINTO-1600CC., 4 spd., r&h, radi 
_als,_$1700tjiyt. party, 639-5077 
'71 PINTO, 4 spd. R8»"H7"~new~fïrës^ 
$1350. Immac. 538-4357, 557-6180, 


'72 STK, AIR, VIN TOP, SHARP 
S1QL+J-O.P. 644-1791. 


M U S T A N G - 
67 MUSTANG GT Fastbck? 4 spd.; 
390 cu. In. AM-FM radio, air.DB, 
_PS, $l,2¿0_or best ofr, 534-2912. 


'68 MUST., GT' CS", V8, auto, ps, lo 
ml. Call aft. 6. 635-5330, 
on. w. 
i 


'68 MUSTANGTf-astback,, auto, ps-pb, 
A-C, econ, 289 w-2; barrel.- Cust 71 
- Cost rugs «« -inter,' Road 
lltes. Sonl cassette w-alr auspen. 
spkrs, Jo ml, must be seen to be 
boneved.jivL_pty. 544-5989. 
W O U L D Y O i T U K E - T o s E L L Y O U R 
- MUSTANG? 
UP 
TO- 768. 
C A L L 
_547-6643. WE PAY CASH! 
L 


'71 MUSTANG 2-1-2, sports roof, Arc- 
llc white, rally wheels, air cond., 
immaculate. $2495. 386-CTQ. 894- 
•iSiI dir. 


'66 MUSTANG 
4 spd., run3 
real 
good. $250. dir. I.D. 6F07C151091. 


2015 So. Main St. 
Santa Ana 


Jeep • 4 Wheel Drive— 
7T5COUT II, V8, 4 SPD, PS, PB, 
JSAUST S E L L 
544-1804. 


Cj-5 J E E P $95lT"NEW'TOPTTEtfe; 


_AFTER 5 P M. 525-1703, 
'7i Toyota Landcruiser 'Stati'on Wa- 
gon, 4 wheel drive, air cond., radio 
& heater. A real scarce gem & 
priced to sell. 281-DFF. 


WILLIAMS IMPORTS 
8011 Commonwealth 
Buena Park 
- 
521-72151 


• W E E K E N D S P E C I A L 
• 
. '69 TOYOTA Landercruiser. Only 
46,702 miles. A real cherrvl Musti 
see to appreciate, XTL115. 100% 
fimncing available; O.A.C. Toyota 
of Buena Park, 7470 Orangefhorpe, 
1 block W. of Beach, 522-6144. 


'64 - 4 WHEEL DRIVÉ SCOUT" 
$900 — 828-2936 


70 LTD 2 dr hdtp, loaded-clean-pvt 
pty. $1950 633-8865. 


'71 COUNTRY SEDAN 


. . . 
STATION WAGON 
V-8, automatic, radio, heater, pow- 
er steering, power brakes, factory 
?,ir •vliiMPi"™' '"snafia rack. Lie. 
No. 623FVH. 


$2787 


•GAUDIN* 


FORD 


«211 Bench Blvd. 


BUENA PARK 521-3110 
1972 FORD 
Ranch wgn., 9 pass, 
xlnt. cond., 892-3246. 


'63 FORD cust. RH, air, gd. cond. 
Must sell, $669, 821-9935. 


W E Sell any make or model of new 
Cars for our Invoice price + $125. 
(714) 894-5309 ,Bkr. 
; . - - 


'4? LTD- Clean, pwr 8, air, prlv pty. 


547-9277, 9-5, Mon's-Fri. 
l J ^ F O R D Ranchero 312 cu. In., 3 
spd, rims, cln, -vou must see to 
apprec., $700, will consider trade 
for nice 650 cc bike or ? Call 
anytime, 548-9080. 


•TOYOTA LAND CRUISERS* 
Largest selection of Used Landcruls- 
ers In Orange county. All 
year 
models & body styles. We special-l 
Izt In 4-wheel. drive equipment. 


TOYOTA OF BREA 
217 S. Brea Blvd., Brea 
529-4968 - 529-0231 • 


.. 4 WD + ECONOMY 


New Suzuki 
Brent« IV. Up to 30 
miles per gallon, with all the big 
4WD 
features. Sale priced from 
$1999 
Copelands 
Jeep 
City, 800 


_E.ist,^.,_Santa_Ana._558-8_000. 
I 


2 J E E P S , will sell toqefher or sep. 2 
reblt. eng., 871-7369. 


_ - W E E K E N D SPECIAL 
• 
Fo/d Mustangs - A to choose from! 
1?65-1?68. Real nice cars, priced to 
?ell this week at lo, lo prices! 
100% financing available, O.A.C. 
Toyota of,Buena Park, 7470 Oran- 
gettioroe, 
block W. of 
Beach, 


70 MUSTANG Rare Boss 3®7~"im- 
H4 7888 D e ? P e r a t B 
m U S t 
S e " 
n ° W ' 
i68~MUsT, air, - 1050-best v'ofr, call 
Patty, days, 642-2756, eves, 675- 


•'72 PINTO mags!, 4 spd„ 2000 enq, 
_$]500, Bob 892-0997 or 639-7320 
'72 PINTO 
Runabout, 
R8.H, auto. 
SJ600, 645-6698. 


'71 PINTO 1600 Sedan. 4 Spd., radio. 
18,000 ml. Orlq. Owner, top cond, 
$1375 
528-1740 


72 RUNABOUT 2000 CC, AC, poly- 
qlas, disc brks., 4 spd., 993-3421 
aft. 5, $1,956, 


'72 Vi PINTÓ sed.-AM-FM, 15,000 
ml., xlnt. cond., 646-3813. 


'71 PINTO -? -Spd, 22,500 mis, $1595, 
. 1424 W. Walnut, S.A. 
PLYMOUTH 
'72 
F,UfcY 
III 
4-dr., $2999, A.f7. 
; F.A.C., 
P.S., 
P.B., 
Immaculate. 
; IOIETC. Lyle 
Roy 
Chrys.-Plym., 
. 1071 W. 17th St., Santa Ana. 547- 


7504. 


'67 F U R Y m 
Ply. Wgn & '65 Ford 
wan 
w-air 
cond. 
637-6426 
days 
772-7465_aft6. 


70 FURY-2 DR, A-C, PS, A-T. 
'usi sell! 
586-1627 aft 6 p.m. 


|68 PLYM. 
Rdoa . Runner. 
Mecìr 


sound.. $795. Call 558-1039 aft. 5, 
'67 
PLYMOUTH 
F U R Y - » 
PASS, 
STA. WGN. 532-5859 


m 
CUST7 
Suburban 
wgn., xtras, 
[ great shape.. Aft.-6, 968-4576. 
'68.1 VALIANT 
2-Dr., $1199, 6 CVl, 
A.T., Radio, 
YCR170. 
Lvle 
Roy 
Chrys.:Plym„ 
1071 W. 17th St. 
Santa Ana. 547-7504 


'69 ROAD Runner, 383, Vinyl top, 
1 auto, PS. $1250. Eves. 547-2470 
1 


'69 MACH I, autom, PS, mags, xlnt 
„running cond, $1500, 522-3467. 
'70 BOSS 302 low ml. AM-FM, xlnt 
cond., best offer 544-8492. 


69 MUSTANG GT Fastback, 4 spd. 
_$!500-offer. _S?3-7109,_896-3945. 
FOR 
the 
graduate, 
'65 
Mustang, 
- j65p._Xlnt_shape. 545-0628 aft. 5. • 
'68 MUST, gd. cond, eñg nds work, 
$975. Aft. 5, 545-7907. 


'«6^V-8, AT, PS/ CLEAN. $895.'5ÍÍ 


67 MUSTANG, 289 Mah perf. Cobra 
eng./ holly carb, headers, A spd., 
mags, eng. xlnt, body needs paint. 
S1000, 213-947^121. 


W MUSTANG Fastback, ' V-8, auto 
trans., 
factory 
air, 
power 
disc 
brakes 
& steering, stereo 
tape. 
796AGW. Dir. 528-0421. 


72 MACH. I yellow "w blk. interior 
351-4, AC, $3,500, 776-9500, 


'67 MUSTANG $800 or best Ofr. (213) 
597-3594 eves. 


'65 FSTBK built 289 4 spd, nu clutch, 
brks, & batt + equip; to vast to 
mention $400. 536-8400 


i65~M0ST, gd cond, V8, auto, vln 
,fld Hres, $550. 772-6643, 


527^546 aft_5 _or wkends. 


• '67 MUST, 6 C Y U 3 SPi>.""$450. 


CALL 646-2162. 


'65 
M U S T A N G . 
RUNS 
XLNT", 
_CLEAN IN & OUT. $650. 542-0496. 
46 JAUSTANG 
6 cyl., 
Nu 
paint 
$700. 
fl97-an? 


CREDIT PROBLEMS? 
If you are sincere, have 
a reasonable down pay- 
ment & can handle rea- 
sonable payments CALL 
US AT 531-8430. We 
will try & help you get 
the right car at a Fair 
Price. ; 


PAPPY'S AUTO SALES. 


LIO£_N. H A R B O R 
S A N J A 
A N A 


'65 PLYM. convert., gd. transporta- 
_tlpn._Best offer. 530-6009. 
72 CRICKET aüto. S1695. Like new. 
523-1541 ajt,13.' 


J E E P , '64. Big 6 cylinder, Hubs. 
Ready to go. Sale Priced $1299. 
Copeland's Jeep City, 800 E. 1st 
__St., Santa Ana. 558-8000 
BLAZER, '72 V-8, Power Steering,, 
10:00x15 
tires 
& 
wheels. 
Sate 
Priced $3999. Copeland's Jeep City, 
__800_ E._lst St., Santa Ana. 558-8000 
'70 BRÓNCO 4 WD, nu tires, stereo, 
gd cond, orlg owner, $2700, 836- 
8983, work or 537-4801, eves. 


'68 FORD 9 pass squire, A-C, am-; 
fm, new lires, I owner $1200. 838- 
4737 or 832-8810. 


TiTLTCrCountry Squire 4 dr, PS-PÈ, 
air, xlnt. shape. $2100, 556-8533 aft, 
4 p.m. 


'68 WAGON 
COUNTRY 
SDN, AT, 


AC. V-8, PS, J ] 195_dlr. 533-3490. 
'66 
G A L A X I E 
500 
convert., 
reblt 
eng, new top & tires, xlnt. cond, 
$600 or best ofr. 847-9977 aft. 4. 


66 COUNTRY 
Sedan Wgn., great 
cond. Inside & out. $650 or best 
ofr. 879-1742. 


'66 FORD, qd. condì all 
around, 
make ofr. 963-4836 betw. S & 8:30. 


1970 F O R D Cduntry Squire 10 pass 
wagon. V-8, auto trans., factory 
air, power steering, brakes, & win- 
dows. Radio, AM-FM stereo. Tilt 
wheel, lo ml. 638CYA. Dir., 528- 
4021. 


64 GALAXIE, 4 dr., gd. transp. car, 
make ofr. 772-2566. 


" & T § S R D A . R 


COUNTRY 
SQUIRE, 
...I, 
PB, 
PS, 
ROOF 
RACK. 
''NICE." 
LIC. 
515DDZ. 
W I L L 
H E L P 
FINANCE. 
PVT. 
PTY. DLR. $650 CALL 547-6643. 


F O R D 
2015 So. Main 


SANTA ANA 
* 2ND * 


'62 BUICK 
«266 


4dr Lasabre runs & looks like new 
full power. (WIK545). 
'63 FALCON 
.$299 


Futura 2 dr H.T. sports console 
exceptional car. (FMD928). 


'62 CORVAIR 
,$.199 


2dr Auto low miles run looks per-! 
feet must see. (K14553) 


'62 FORD . . . . . , , . . . . $ 2 9 9 


2dr H.T. white Galaxie S00 V-8 
auto 
P . S t e e n g 
double 
sharp. 
(TRE155) 
65 PONTIAC 
$399 


Red 
2dr 
Catallna 
convert 
mint 
cond. new tires sharp. (ASL527). 


'6£> VALIANT 
$399 


Signet 4 dr auto Red & White 8 
all right a real good car save $$$. 
(SLV696). 


'66 MUSTANG 
$199 


runs good needs minor work clean 
Better Hurry. (774AKS). 


'63 CHRYSLER 
$199 


full power good tires all safety 
CKD.Ready to go Save today's spl. 
(KIT582). 
62 CHEV 
$299 


Impala 2 dr. H.T. V-8 auto P. 
Steering 
must se to 
appreciate 
(XTH364). 
66 PLY BARRACUDA . .$699 
full power olr 2 dr. H.T. A rare 
one. See 8. drive. (RRF466). 
66 CHEV. WAG 
$599 


Red full power factory air like 
new RZN708 
50 more to choose from 
OPEN 9 to 9 


• 1 0 0 % * 


Morieyback guarantee 
Drive our car 48 hrs. or 200 
miles if not completely satis- 
"ied, will refund your mon- 


ey- 


•73 4X4's' 


New '73 4x4 Pickup 360 V-8, 4 spd., 
oil amp gauges. Western mirrors. 
Extra 
cooling rad., H.D. , frt. " 
rear sprgs. Order yours tociayl, 


• 7 3 BRONCOS 


with automatic & power steering. 
Now In stock for Immediato deliv- 
ery. 


FAIRWAY FORD 


(213) 620-9387 
(714) 524-1200 


67 MUSTANG fstbk, 3 so 289"w-tape 
deck. 542-0434, 997-0127 $750. 


'71 MUSTANG Grande, lo. mi., pdb, 
Î24?5.__ 
531-1431 


66 PLYMOUTH 
Furv 
III, 2 dr. 
hdtp., 318 auto, PS, PB. $495. 
842-4922 


Í5 BARRACUDA, best ofr., 547-6892 
ext. 311, Mon; - Fl1!., 8-5. 


$789 


Gustafson 


LINC. MERC. • 


16800 BEACH AT W A R N E R 
HUNTINGTON BEACH 
842-8844 
( 213) 592-5544 


" H O M E OF THE VIKING'' 


t-BiRD 
~ ~ ~ 
: 


T 
53'.S 
FULL PRICE 
65 T-BIrd Landau 2 dr. H.T. Full 
f ? c , 0 l 7 , air, 
like 
new. 
NRM717. See today, 100% money 
b|ck guarantee. Call 642-3010 or 


'62 T-BIRD. Xlnt. mech. cond., good 
_tjres. $395_or best_gffor,_545-1437 
'66 T-BIRD, all pwr, nu paint, lan- 
dau top, xlnt cond. 543-7465. 


'67 T BIRD 


(LANDAU 4-OOOR 
V-8, automatic, radio, heater, pow-; 
er steerlna, povier brakes, power 
windows, full power, factory air 
conditioning, v i n yl 
top, power 
seats. Lie. No. MY-LUV. 


$1487 


•GAUDIN® 


FORD 


6211 Beach Blvd. 


BUENA PARK 521-3110 
•67 T-BIRD, a value, steal $850, call 
eves, 528-5552. 


AUTOS FOR SAIE 
256 


• PARKINSON © : 


, , , '69 VALIANT 4 DR. 
i Cyl,, Big 6' 
Automatic trans; 
radio. Only 32,000 mi., balance ' 
yr. warranty available. ZOL461. 


$1595 


n l 
1275 Yorba Linda Blvd. 
Placentla 
524-6400 


'68 VALIANT 
60,000 Mi 


. XLNT COND. 
635-3758 


'65 VALIANT 3 spd., ó cyl., $355""<jr 
best offer. 836-4404. 


'64 T-Bïrd, beige, looks & runs gd, 
full pwr, S450, or bst Ofr, 537-7432, 
or 554-0997. 


~ 
PONT. Firebird, $1595, F.A.C., 
VRN467, Bill Barry Pont. 558-1000. 


'69 
PONT 
LeMans, 
$1990, 
V-8, 
XVA971. Bob Black Olds, 542-8811 


'70 FIREBIRD 


V-8, automatic, radio, heater, pow- 
er steerinq, power brakes, factory 
arr 
conditioning, AM-FM 
stereo. 
Bronze finish. Low mileage. Lie. 
571BXD. 


$3287 


•GAUDIN' 


FORD 
«211 Beach Blvd. 


BUENA PARK 521-3110 
'69 G R A N D Prix, air & pwr., $1995. 
995BUA. Bill Barry Pontiac, 558- 
1000; 


'68 PONTIAC 2 dr. H.T. Cpe., $850. 
or best offer. 836-5782 


65 G.P. air, full pwr, nu tires, $650. 
542-6616. 


'69 GTO, ps-pb, air, 4 spd., not 


abused. $1395. 539-7414. 
(71 FIR EBIR DEspnt7~PS7"P6T~R&ti 
17,000 ml. $2800. 
531-5789 


'69 BONNEVILLE 
2 DOOR HARDTOP 


Factory air conditioning, full pow- 
M 
S 
) 
^75™ rad'°' VlnV' 
Johnson & Son 
2626. Harbor, Costa. Mesa 
540-5630 


71 9 PSSNGR. Grand Safari sta. 
wgh. 1 owner. 36,000 ml. $3600. 
558-1821, 776-2382. 


70 PONT. Catalina. Very gd. cond. 
C r u I s e 
entri, 
air, 
16 
MPG. 
$1750, 639-2182. 


TORONAbO- 
'71 
TORONADO, 
lo 
ml., 
$4480. 
322HGB. Bob Black Olds, 542-8811. 


VALIANT 
- 


'69 VALIANT 
2-Dr„ $980, YCU942, 
Bob Black Olds, 542-8811. 


VEGA- 
'72 VEGA Wag. Air auto, radio, ex- 
_ eel cond._, jSl,995. 517_pm. 525:5419. 
'72 VEGA 4 speed, air "conditioning 
6 mos. old, warranty still in ef 
Jact.__9L0!!0^ miles_S2,.100.00. 832-J5225. 
'72G.T XLNT. CONDITION. 
7 
•(-SPD. 
52J_50 
597-2848 


71 VEGA 


G.T. wagon, 4 spd., 15,000 actual 
miles, 
perfect 
gas 
saver. 
Only 


. 51,695. Call 839-8830. Din 
'72 VEGÀ GT wgn., auto, Ige. eng;. 


air, lo mi., like" new, 637-4235. 


'72 VEGA. 110 HP. 4 spd, R-H hatch- 
back, gd.. cond. $1600--638-„7172 
'72 VEGA wgn GT, custom inf., air, 
S2400. Xlnt 
cond. 870-5067 eves. 


'71-'72's Hatchbacks 4 spd 
auto. $11-$1600. 530-360Ò 


'72 VEGA Hatchbk, air, AM&F'M, 
4 spd, 557-1565. 


O '66 PONTIAC Tempest, auto 
Sharp 
$895 
827-8190 
Dlr 


'64 PONTIAC 
Catallna, very ein., 


runs very qood. $375. 554-0943. 
'64 
CATALINA 
S595, 
A.T., 
P.S., 
-054311 Bill Barry Pontiac, 558-1000. 


70 
PONTIAC 
Grand 
Prix, 
Altec 
gold, all accessories Including air 
cond., e l e c t r i c windows, rally 
wheels, positively 
gorgeous. 
362- 
BSI. S3095. 894-3321 dir. 


BE HAPPY WITH P A P P Y ' S 1609 N. 
HARBOR S.A. 531-8430 


RAMBLER— 
65 R A M B L E R Classic 2 dr hdtp, 6 
cyl auto, ps, radio. $495. WJJ716. 
Call 557-0502. 
2015 S. Main 
Santa Ana 


'65 PLY.VI. Xlnt. rùnnln.q Cond. Must! 
_selJ,_$325,_.84.2-2B50. 


'68 MUSTANG GT, mint, cond." 
+ 
-ilLAl!r_e_s^$l,395 Randy, 691-5539. 


'69 MUSTANG 


. . . 
. 
MACH I 
VS, automatic, radio, heater, pow- 
er steerlna, power brakes, factory 
air conditioning, white wall tires, 
otereo tape player. Lie. YRX6W. 


'71 BLAZER 350 Hydro, PS8.B, air., 
10x16.5 wheels, 8 track-FM 
Many 


xtras. $3850. Prlv. Ptv. 492-8832. 


'72 B L A Z E R 350 cu In auto, PS & 
_P§»_390(^rnl,_xtras_$40?5_524-2120 
'63, J E E P WAGONEER A wh'l drive 


fully equip. $975 dir. 262GBZ. 
2015 So. Main 
Santa Ana 


'63 GMC carryall, 4 whl dr, runs 
good. $750 firm. 213-866-3777 ask 
for Suqdae. 


LINCOLN— 
•71 LINCOLN,: loaded, must 
sac, 


$3975. 8Wl_Bolsa,_Wmstrj_ 


'73 
CONTINENTAL-TOWN 
C A R . 
Spd. control, Ithr. seats, tilt whl, 
vlnvl 
roof, AM-FM 
stereo tape, 
3000 mi, MUST SELL. Pvt. Pty, 
$7695. Call 892-7447. 


69 M A R K 
11 l , aTf pwr, loaded, 1 
owner, pri pty, clean, lo ml, $3990, 
832-0154, 8:30-6. 


'72 LINCOLN Continental coupe, full 
power/air, stereo tape, $509S, dlr. 


W E sell aiiv make or model of new 
cars for our Invoice Brlce - + $125, 
(71'4| 894-5309. Bkr. 


'65 LlNCOLN-XInt; Cond. $450 call 
_83i-jM56_afte.r_5_nm_8,wknds.^ 
71 
LINCOLN, 
Mark 
III, "loaded, 
must 
sac. $5175. 8041 
B o'l s a, 
Wmstr. 


'71 LINCOLN excel cond, lo mlg., ful 
equip, see, S3700, 538-3352.. 
. „ . 
'64 LINCOLN CONT. S H A R P I FULL 
POWER. LIC. NO. OMR726. WILL 
H E L P 
FINANCE 
PVT. 
PARTY. 


$450. 1201 S.MAINST.,_S.A. 
. 


•70 BOSS 302 Low ml., AM-FM, xlnt 
_cond. Best offer. 544-8492.$ 
'66 
CONTINENTAL. 
Orlq. 
owner, 
_xlnt. cond., $950 firm, 968-9736. 
« C O N T I N E N T A L , new brks, 
shocks & mufflers, full pwr, $350, 
828-9743, see Wayne, 6142 Lincoln 
Ave., Cypress. 


FORD 


6211 Beach Blvd. 


BUENA PARK 521-3110 
'65 MUSTANG, 3 spd. mech. special, 
$375 or best ofr. 836-4404. 


' « M U S T A N G 
289 eng., 1 owHS? 


i845H'544S5110U'°- 
r a d l a ' 
t l r C 3 ' 
a l r ' 


-'66 PLYMOUTH, like nu, lo. mi. 


$575. or offer. 776-7388 


MUST sell '68 Fury III. PS, PB, AC" 
temp control, 8-track stereo, vlnvl 
top, nu tires, runs qreat. $750 or 
best offer. 838-0046. 


'70 R O A D R U N N E R 383 Hurst 4 spd., 
nu clutch, tires, gd. cond. $2,300. 
.774-5960, 776-9390 anytime. 


'72 SATELLITE Sebrlng. PS - PDB, 
fact-air, radial tires. Immac, be 
low bluebook. S71-6907. 


'73 DUSTER, 
io mi, many xtras 


T.O.P. 531-4939. 


'67 PLYM. Fury III. Air cond. Pri- 
vate party. 772-6325. 


T Ö j L Y M : SlÖOpTpT best offer. Call 


3 p.m. 542-3211. 


'66 
B E L V E D E R E 
II 
wgh. 
Good 
cond,, gd. tires, $600 or offer.' 495- 
4961. - 
! 


'it PLY. Sports Suburban sta. wgn., 
9 pass, air cond. steel belted tires, 
very gd. cond,, 547-3160. 


'71 PLYMOUTH 
REGENT WAGON 


Fully equipped with air cond., & 
full 
power, 
driven 
only 
20,000 
miles. (908DSZ). $2975. 


Johnson & Son 


2656 Harbor, Coita Mesa._^ 540-5630 
'61 PLYMOUTH Sta "wgn, fair "cond.; 
a_uto.,_make ofr., 772-784?. 


69 MUSTANG Mach I, gd. condition'. 
Make offer. 894-2117. 


MUST 


$39 A MO, 
' « M U S T A N G 
? 
+ 
2 
Fastback, 
white w 
blk. 
Int. V-8, ,auto> 
P 
steering, double sharp 
Inside 
& 
o u ' - . Better 
hurry, 
won't 
last, 
PFG795 dlr - Call 642-3010 or 833^ 


i r ^ M U S T ^ N G , ^ xjnt._cond., 289-3; 


$800. 847-8741. 


'66 MUSTANG PS-PB, tape, air., vi- 
nyl top, $725.. Can be seen at Cus- 
tom Dinette,. 18085 Euclid, Foun- 
tain Valley-S.D. Fwy. at 
Euclid 
turnoff. 


' 7 1 M U S T A N G P.S., P.B., 351 eno. 
AC, tape-deck. Xtras, lo ml., xlnt. 
cohd:, $2,795. 993-4086. 


OLDSMOBILE- 
68 OLDS 98, 4-Df., V-8, A.T., F.A.C., 
•oi t 
< $ 1 ' " 0 ' 
XDD117, 
Bob 


Black Olds, 2345 N. Grand, Santa 


. Ana. 542-8811. 
;6FOLDS,442, 
PB, PS, air, auto 
trans, • clean. L*o mlg. $1550. 639- 
4788. 


'69, 70, 8. '71 Mark Ill's, loaded, 
must sell, no cash needed. 892- 
0646. 
^ 


• 03 
CUTLASS supreme, lo ml., 
fact, air, R^H, auto, trans., must 


_SM._J4,10p._Tustln_832i632. 
"67. OLDS Cutlass 422, $11340, A'.T^ 
F.A.C.,' P.S., P.B., 
R&H, 
Vinyl 
Roof, 
Sporllsss 
t h r o u g h o u t , 
UPF760, Bob Black Olds, 2345 N. 
Grand, Santa Ana, 542-8811. 


COUNTY CAR CO. 
2015 S. MAIN 


SANTA ANA 


"*CALL 557-05(22^ 


'69 LINCOLN 2 DOOR 


Sold new by us, serviced by us 
Light 
gold exterior with 
darker 
gold vinyl top. factory air condi- 
tioning, power windows and seat, 
Near new Radiol tires. Low mile 
age. (641FYV). $2475. 
. 


JOHNSON & SON 


2626 Harbor, Costa Mesa 
340-5430 


'70 LINCOLN sedan, loaded, must 
sell, no cash needed. 892-0646. 


MAVERICK— 


M A V E R I C K V8, auto, air, vinyl, 


$1895. (562DNH) dir. 630-1550. 


•72 M A V E R I C K , 4 dr, R-H, auto., 
olr, PS, nu tires, xlnt cond 962-7588 
MERCURY 
- 


'71 MERCURY 


M A R Q U I S 2-DR. H A R D T O P . 
Full power, factory air condition- 
ing, vinyl top, AM-FM stereo. Lie, 
No. 178 CIB. 


$3487 


•GAUDIN* 


FORD 


6211 Beach Blvd. 


BUENA 
P A ^ ^ l ^ H O 


'63 M E R C U R V , gd. cond, asking 
" " 
536-5739 
$ m 
'68 COLONY Park, » pass wgn, full 
_pwr. Must See. $1,250._545j7068. 
67 M E R C U R Y 
sed.," fully 
factory, 
equip. Lie. UKY336 dir. Real nice 
family car. $799. Call 557-0502. 
, 
O R A N G E COUNTY CAR CO. 


2015 S. Main St. 
Santa Ana 


W E E K E N D SPECIAL 
• 
'71 M E R C U R Y Colony Park. 4 seats, 
only 39,677 ml. Full power with 
factory air; Priced this weekend at 
only $3,199. 691G10, 100% financing 
available, OAC Toyota of Buena 
Park, 7479 Orangethorpe, 1 block 
W._ of_ Beacht_522-6144. 


0 B E A U T I F U L '6? Marquis Brougff 


am, 4 dr, xlnt. cond. $1,995., 
.2J34. aíL6.or_53M157_wkendsJ_ 892- 


'71 COL. Pk. 10 passg. wag. Lug. 
rack,Air, Ful. Pwr. A M - F M Ster- 
eo, tilt whl. Exl. Cond. Prlv Pty 
$3600. 538-2317 or 528-8868. 


71 M A R Q U I S 2 dr H.T., landau, lo 
ml., 
xlnt. 
cond. 
Fully 
loaded. 
$2,950. Call aft. 5 p.m. 546-9017. 
68 M E R C U R Y , oir-cond., full pwr, 
needs rings & valves. $500. 522- 
2868. 


'72 M B 280 SE 4.5 sedan, auto, air 
cond., full 
power. 
Buy 
or 
lease 
790ÇLJ. Dir.: 523^7250. 
'71 M E R C . Capri, AC, 4 spd, 34,000 
mi, $15} & T.O.P. $1800, balance, 
PVt ptv, call alt 4:30, 776-1096. 


'66 OLDS VISTA 


. C R U I S E R STATION WAGON 
V-8, 
automatic, 
power, steering, 
power brake«, factory air condì- 
tlpnlng, luggage rack, » passenger. 
License No. WVR402. 


'72 CRICKET 
T.O P. 
3408. 
& S300. 534 


•69 PLY. GTX 440, B&M Trans., nu 
_ m a g s _ i tlres,_sac._S1350._529:0378 
'67 PLYMOUTH 
Barracuda 
sedan, 
J^gd cond,_S600 or_bost ofr, 962-5714. 
HE HAPPY WITH P A P P Y ' S 1609~N. 


HARBOR S.A. 531-8430 


'67 4 DR. 318 cu. eng. AT torque 
' flite. 828-8879 Jack after 5 p.m. 
'72 F U R Y III, $3199, 4-Dr., HT, 6000 
Mi., 
fact, 
warr., 
A.T., 
F.A.C., 
502FLR. Lvle 
Roy. Chrys.-Plym., 
1071 W. 17th St., Santa Ana. 547- 
7504. 


'68 F U R Y III $1,399, 2-Dr. HT., A.T., 
F.'A.C., P.S., P.B., Clean, WTG054, 
Lvla 
Rov Chrys.-Plym., 
1071 W. 
17th St., Santa Ana, 547-7504. 


'64 PLYM. 2 dr., 426 eng., nu trans., 
runs gd., $475 or ofr. Will consider 


1 trade. 543-3213 a»- 6. 


'72 Satellite Cust., 4-dr., 7,000 ml., 
fact, warranty, F.A.C., P.S., P.B., 
301FPP. 
Lyle 
Roy 
Chrys.-Plym., 
1071 W 
17th St., Santa Ana. 547- 
7504 


PONTIAC— 
Í69 GTO, air, AM-FM stereo, PS, 4 
spd, ralley whls, $1500 or best ofr,1 
586-5386. 
: 
. 


'65 PONTIAC W-A, pb, ps, gd. cond,! 


new paint $600. '63 Comet, gd. 
j o n d . $300. 531-0267. 
'63 L E MANS 326 C.Ï. 69,000 nil, $435. 
.538-0393. 


64 A M E R I C A N 
sta. wqn. 6 cyl. 
auto, R&H, qd. tires, brks. eng. 
Xjnt: cond. $275, 535-9843. 


RM BLR. 
6, 
2 
DR., 
SPORT 
SHI FT, S995. (714) 52e-8965_. 


STUDEBAKER- 


69 


• '64, GOOD ENGINE, 69,000 


M l , 2 New tires, qood transp. 
Car, $250, AFT 5 pm, 547-1791 


THUNDERBIRD— 
'57 T-B., nu paint, tires, inter, lan- 
_dau_ top,_xlnt_cond, $1750, 639-1553. 
'72 T-BiRD, full power & air, blue, 
698FTI, $4395, 776-2860, dir. 


'64 T-BiRD,. RUNS GD 
548-2938 


'64 
T-BIRD, 
ORIG 
OWNER 
$350. 
536-3828.. 


'55 T-BIRD, XLNT. COND. 


$1500,_;_î_.£h. 639-5475 


T-BiRD. 
Loade3. $3200. 
70 
. 


Ç.ond._870-7482. 
Xlnt. 


DISCOUNT 
SALE 


• 4 Cyl. O/H Cam. Eng. 
• 97" Wheel Base 
• Full Coil Suspemlon 
• Blended Air Healer 
• Bucket Seats 
• Disc Drum Brakei . 
• Padded Dash 
• Dual W/S Wiper« 
'2097 


>99 


D O W N 


$ 5 g 0 6 


PER MO. 


ORDER 
YOURS 
TODAY 


£2242.35 is the total cash price i n d tax & '73 lie fees. Deferred 
pymt. price is S2835.83 including lax & '23 Lie. fees & all 
carrying charges for 48 months on APPROVAL of your credit. 
ANNUAL PERCENTAGE RATE 13.51?«. 


• OPEN EVERY NIGHT 'TIL 9 PM % 


GROTH CHEVROLET 


18211 Beach Blvd. 
Huntington Beach 


847-6087 
• 
549-3331 


'58 GD Cond., all pwr, runs xlnt. 
$250. Prlv. Ptv. 894-4346, 


1967 T - B l R D ~ " C 0 t f P " E 7 a f r , e.... 


al mechanical & c I e 8 n I l:n e s s . 
Priced.low only for sacrifice Bale. 
TYW406. ALSO 
NEED * CARS 


ALL MAKES 
Old & New 
Big & Small 
TOP Cash PRICES 
PAID on The Spot 
• N O W * 


While we need 'em at 


SAMSON & SON 
1428 S. Main, S.A, 
547-9663 


'55 T-BIrd gd. mech & body. 2 tops 
new tires. $1500. 998-0124 


_ '62 T - B I R D 
C O N V E R T I B L E . 
S125. 
_360á_ W. BOYERJ_SANTA_ANA. 


'60 T-BlRD, PS, PB, A Beaut car, 
SI 75 
^ 
644-5851 


'64 T-BIRD 
air, mustard 
w-blk 
leather; attractive, sacrifice $350. 
Bargain. NXL630 
' 
SAMSON & SON . 
547-9663 


1428 So. Main St 
Santa Ana 


t-BiRD, Landau hardtop coupe, 
full power, factory air cond., wsw 
tires. 32,074 miles. 693-COJ. Ì3795. 
894-3321 dir. 
' 
.. 


J O H N S O N 
S A Y S : 
We have some outstanding mid-week specials. 
Ask our. manager Bill Taylor for prices on our 
other cars.. .Listed below are some example^: 


'71 MARK III 


Low miles. 
Factory air, blue with light blue vinyl 
top and blue leather interior. Cruise 
control. AM/FM stereo radio, full 
power with locking group. (809EXR) » 5 8 7 5 


'70 IMPERIAL Le Baron 


2 Dr. H.T. 
One Owner, immaculate, Full Power, 
Factory Air, AM/FM 
Radio. Tilt 
Wheel, 6 W a y Power Seats, Landau 
Roof. (684BEV) 


$ 3 4 7 5 


'68 CADILLAC 


Sedan DeVille. 
- 


<5,000 miles. Factory air, full power, 
Grecian gold with black 
laether 
Interior and vinyl top. A very nice on» 
owner car driven only 12,000 miles per 
year. (XTA354) 


» 1 8 7 5 


'69 PONTIAC 


Bonneville 
2 Door Hardtop. Factc / air condi- 
tioning, full power equipment. 
AM/FM radio, vinyl top. (417AGH) » 1 4 7 5 


Oranse Cm lily's "f'mity tfVine 
Cotf 


ohnson & son 


2626 H A R B O R B L V D . . C O S T A M E S A 
» 
540-5630 


STN. wag. 9 pass. 1966 orlg. own. 
Loaded with extras. R&H, PS, PB, 
PW, rack, vlnvl top, stereo, alum, 
whls. Int. like nu S750 or offer, 
539-9878. 


F I R E B I R D 
400 '69 
conv. 
Xtras, 892-0626. 
4 spd, 


•69 LE AAANS, $1595. Air & pwr., 
ZDT629. Bill Barry . Pontiac, 558- 
m 


'69 F I R E B I R D $1995, F.A.C., P.S., 
832AUK. Bill Barry Pontiac, 558-1 
. 
1000. 


. . 
FORD 


6211 Beach Blvd. 


BUENA PARK 521-3Ï10 


'64 OLDS. $400. 


' 541-4715 
. 


'72 VISTA 
Cruiser -ÖiSÖTTä" Ml. 
F.A.C., P.S;, P.B., Lug 
Carrier, 
Loaded, 870DWF, Bob Black Olds, 
2345 N. Grand, Santa Ana, 542- 
8811. 


'69 OLDS Wagon, lo. ml., $2,470, 
A.T., F.A.C., P.S., P.B., R&H, lug. 
rack, 560ACE, Bob Block 
Olds,, 
2345 N. ' Grand, Santa Ana, 542< 
8811. 


OLDS wgn, AC, PS, PW, $350. 


894-0579^ Joe. 
- 


'69 CUTLASS Supreme, S2,230 Air., 
439CER,_Bob_ Black Olds, 542-8811. 
'68 OLDS 98. Radio, air; $950. 830" 
1520. 


• '68 '98 LUX., sed., all pwr. Im- 
_mafl. $1,295 -)- offer. 894-8543, 
• '65 OLDS Vista Cruiser, "8 pass 
sta. wgn., too rack, auto, air, PB, 
PS. 
'68 
eng., 
trlr. 
hitch., 
airi 
shocks,, looks & runs. qd. 14 mpg. 
A buy at $975. 547-2885 evos. 825- 
1095 wkdvs. 
; 


'^l TSRi full pwr., nu 'radiartlres 
$3,895. 637-4493. 


'68 CUTLASS 350 HP, air, M U S T 
SELL, $850 or best_ofr._?79-7875.. 
'70 OLDS Cutlass Supreme, 350 HP", 
AT, PS & PB, fac air, vin top, gd 
tires. 772-4098. 


'47 OLDS Cutlass, 2 Dr, PS, AC, 
landau top, nu brakes, xlnt cond, 


_$i000._524-2213. 
' 


'62 OLDS GD COND, MUST SELL, 
$150, 213-691-7298. 


'73 98 L U X U R Y sdn. 4,800 ml., fact- 
• qar. .AC, stereo, full pwr. Many 
Xtras. $5350. 979.-5338. 
'69 OLDS 98 coupe full pwr, one 


owner.,650. 636-2117, 


7l7ViSTA CRUISER 9 pass, a £ 7 p S ; 
PB, AT, V-8, xlnl, $3395. 533-3490! 
DJr. 54V S._ Anaholm. Blvd. Anh. 
'67 OLDS 
88, very gd. operating 
cond. 4 dr. PS-PB, $695 for fast 
sale. 962-8290. 


'68 .9 PASS. Vista Cruiser full pwr., 
air, nu 
tires. 
1 Only • 45,000 
mi., 
ready for vacation travel, $1,995. 
. 830-0! 74._ 
'68 OLDS Vista Cruiser, full power; 
__$_]B00, 35,000 ml, 830-3970. 
'72 TORONADO, loaded, like new, 
only 16,000 ml, $4800 Mort's 636- 


'69 - 98 L U X sedan air power, door 
locks, 
vanity 
mirror. 
Beautiful. 
Evtfc, 551-1190. 


'67 PONTIAC 9 pass. 
Bonneville, 
factory air cond. Full power In- 
cluding windows & seats, truly out- 
standing! VUK407. 


$1199 


WILLIAMS IMPORTS 
8011 Commonwealth 


Buena_Pa rk 
52K7215 


'71 GRAND Safari" 9 pass, AC, PB, 
PS, tailgate, cruise cont. AM-FM. 
Reduced, $3150. Pvt. pty. 539-7476. 
'65 GTO sharp, nu eng., paint & 
tires, mags, 
A spd., 
hl-iackers, 
xlnt. cond., $775. (714) 521-1849. 
Ì969 PONTIAC Le Mans. V-8, auto, 
factory air, power steering. Like 
new. YCU959- Dir., 528-4021, 


'70 GRAND PRIX 


V-8, Automatic Transmission, Ra- 
dio, Heater, Power Steering, Pow- 
er Brakes, Fact. Air Cond., Lan- 
dau Roof (513EAY) $2775 


Johnson & Son 


2626 Harbor,. Costo^Mosa, 
540-5630 


'68 F I R E B I R D 400. Xlnt. cond." Days; 
642-9562. Eves, 497-1961 


FANTASTIC OPPORTUNITY 


• IMMEDIATE DELIVERY 
• NO SPECIFIC DOWN PAYMENT REQUIRED 
• HAD A REPO OR BANKRUPTCY? OK! 
• WE CARRY OUR OWN CONTRACTS 
• WEEKLY, SEMI-MONTHLY OR MONTHLY PAYMENTS 
• FINANCING ARRANGED UP TO 36 MONTHS 
• OWN FINANCING- CASH OR GOOD CREDIT WELCOME 
• NO REASONABLE OFFER REFUSED 
PRICES TO FIT EVERY BUDGET! 


'67 F I R E B I R D V-8 auto trans, ps, 
pwr window, vinyl top, r&h, air, 
dir. Full price $1,295. Lie. UUF682. 
Call 557-0502. 
2015 S. Main St. 
Santa Ana 


PONT. 


$200.00 FULL PRICE 
'63 PONT. GRAND P R I X 2 dr. H.T. 
factory mag wheels, tilt wheel, full 
power, runs like new. Must see, 
better hurry. 642-3010 or 833-0229 
HSH118. DLR 


'72 PONT. Grand Prix, $4295, F.A.C., 
622EAF^_B!M_Barry Pont. 558JOOO. 
'66 Giro, 4 spd, H Í , R&H, xlnt concl, 


65,000 mi. $650._635-2512, 


'72 L E M A N S Cpe., 1300 Ml., $2190, 


óú6ETF_I_Sacx,Dlr._836-6535.___ 


'6B GTO, AT, R-H, radiáis, Mags, 
_ 7ich,_y-roof. 633-6231. 
'69 G.P., full-pwr.', air, leath. Inter, 
disc brks., stero, super nice $2000 
firm. 552-0029, 
^ 


$8 CATALINA 2 dr hdtp, air, PS", 
PB, must sell, 635-4111 or_998-2816. 
. '53 PONTIAC RUNS GD, $125 
. 
_ 
_637-7545 
'6/TGTÖ -100" eno; 4 spd. B M trans?, 
vinyl top, red bucket seats, mags, 
O.d cond, 542-4863._ 


67 "BONNEVILLE, All power & ac 
_pd4lcqnd.,_Ç750L53B-_4946 


* 
LEASE 
* 


'73 PONTIAC GRAND PRIX 
Auto, trans., pwr. str., pwr. disc, 
brakes, pwr. windows, air cond., 
AM-FM stereo, vlnvl roof, Rally II 
wh|j„ whltewall tires. (348282). 


$111 PER MO 


+ tax, 36 O.E L. on approved credit 
So. Calif. 1st Nat'l. Bank Leasing 


2001 MIc" ' 
~ 
(714) 833-8620 
) 924-4413 


'68 CHEVROLET 


Caprice 


VB, auto., pw„ 
e 
_ 
a i r , 
vinyl 
rf. 
(VRG057) 
U 
O 
O 


'66 MUSTANG 


v-a, A / T , 
ps, 
. 
R & H , 
B u c k e t 
5 
Seats. SST-094 
4 8 8 


'67 CHEVROLET 


CAMARO 


A/T, 
p s, p b, 
V8, r/h, bucket 
$ C Q Q 
S'-ats. VOK16? 
» 
O 
Ö 


'67 CHEVROLET 


WAGON 


V8, 
auto., 
ps, 


r.h., air. 
$ C O 
Q 


(TSB-1S5) 
« J O 
O 


'66 DODGE 
Coronet 4 Dr. 


V-A, 
A/T, 
ps, 
R & H 
S 


SSA1-227 
288 


'69 TOYOTA 


CORONA 


R/H, vinyl root 
•t sueed. 
J « A G F 


TPB-822 


'66 MUSTANG 


s 4 8 8 


'67 DATSUN 


4 .cyl, . speed 
$ 


heater 
TVV-919 


'67 CHEVROLET 


IMPALA 


2 Dr. H.T., ps, 
_ 
Ä 
Pb, 
A / T , 
VB, 
5 O 0 0 
fact, air 
cohd. 
V 
O 
O 
WV8-586 


'66 MERCURY 


PARK LANE 


D r . H T A ' B , r, h, a. t, 
I 


P ; s , f a c t .a i r . 
< 


SV.J.I53 • 
* 188 


'66 MALIBU 


V8, p/t, 
p/b, r/h 
S I 
Q Q 


RVS273 
I 
O U 


'66 Oldsmobile 
CUTLASS 


1 D r . HT, V 8 , 
a/t. Fact, air, 
5 * 1 0 0 
747CQK 
W 
O 
O 


'67 OLDSMOBILE 


F-85 


V8, a/t, p/s. . 
xG?51 
488 


V 8 , 


'69 DODGE 
CORONET 440 


a, t, 
p , s 


p'b, fac*. air, 
7.SJ 69! 
5 8 8 


'69 PONTIAC 


LEMANS 


2 Dr. HT, r. h, 
* „ 
Ä 
Ä 


$ 5 8 8 


'68 PONTIAC 
Saf. Sta/Wag. 


9 Pnss. VS, a/t, 
p/s, b, anv'fin. 
fact, air WIA-167 


'69 TOYOTA 
Corona Mark II 


St». Waçion a, I, 
r"'i, ai:;, fi:i. 
S 


'69 PLYMOUTH 


FURY III 


2 Dr. HT, 
i , h, 
fact, air, p/s, 
$ 


10292 GARDEN GROVE B l M , GARDEN GROVE, 530-6370 


